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PREFACE. 

This  work  presents,  in  its  original  form,  the 
dissertation  on  glaucoma  to  which  the  Jacksonian 
prize  for  1878  was  awarded  by  the  Council  of  the 
Koyal  College  of  Surgeons  in  April  of  the  present 
year.  A  few  notes  bearing  a  later  date  have 
been  added,  a  few  superfluous  passages  have  been 
struck  out,  verbal  corrections,  where  necessary,  have 
been  made,  and  references  to  persons  and  places 
inadmissible  in  the  anonymous  manuscript  have  been 
inserted.  In  other  respects  the  original  essay  stands 
unaltered. 

^^     Written   as   it   was  within   a   strictly  limited   period 

^^of    time,   it   is,   of    necessity,   an  incomplete   exposition 

of    the  wide   subject   with   which   it   attempts    to   deal. 

^I    have    decided,    nevertheless,    to    lay    it    before    the 

^profession  as  it  is,  rather  than  to  incur  the  delay 
C|which  an  attempt  to  remedy  its  defects  would 
■sSinvolve.     My  reason   for   so  doing   is,  that   m  studying 

Hhe  pathology  of  glaucoma — a  subject  which  at  the 
U  present  time  is  exciting  much  interest  both  at  home 
,^'  and  abroad — I  have  been  led,  by  experiment  and 
V  otherwise,  to  certain  conclusions  concerning  the  origin 
\j)  of    the     disease,     which      I     am     anxious     to     submit 
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without    delay   to    the    scrutiny   of    other    workers    in 
the   same   field. 


Among  the  many  works  to  which  I  am  indebted 
for  help  in  the  preparation  of  this  essay  I  may 
mention  especially  the  Eoyal  London  Ophthalmic 
Hospital  Eeports,  v.  Graefe's  Archiv  ftir  Ophthalmologie, 
and  the  Handbuch  der  gesammten  Angenheilkunde, 
edited  by  Graefe  and  Saemisch.  The  latter  in 
particular,  consisting  as  it  does  of  a  series  of  recent 
monographs  in  every  branch  of  ophthalmic  science, 
together  with  a  complete  index  of  ophthalmic  literature, 
rendered  me  invaluable  aid. 


I  desire  also  to  express  my  indebtedness  and  cordial 
thanks  to  several  friends :  to  Mr.  Solomon,  and  to 
Mr.  Hodges,  of  Leicester,  for  the  privilege  of  recording 
certain  points  of  interest  in  specimens  placed  by 
them  in  my  hands  for  examination;  to  Mr.  Eales, 
for  most  kindly  giving  to  me,  for  the  purposes  of  this 
essay,  two  valuable  specimens  acquired  in  the  course 
of  his  practice  at  the  Birmingham  and  Midland  Eye 
Hospital;  to  Mr.  Charles  Sims  and  his  Assistants  at 
the  Dental  Hospital,  for  the  opportunity  of  making 
a  series  of  observations  in  that  institution ;  and  to 
the  Eesident  Medical  Officers  and  Students  of  the 
Queen's    Hospital,   for   voluntary   help   rendered    to   me 


on   many    occasions   in   making   investigations   with   the 
tonometer. 

The  Plates  with  which  the  work  is  ilhistrated  are 
faithful  lithographic  copies,  by  Messrs.  West,  Newman, 
&  Co.,  of  Hatton  Garden,  of  my  own  original  drawings, 
which,  together  with  the  mounted  preparations  and 
microscopic  slides  which  accompanied  the  original  essay, 
are  now  in  the   possession  of  the  College  of  Surgeons. 

Birmingham,  August,  1879. 
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INTRODUCTION. 

The  nomenclature  and  the  general  arrangement 
adopted  in  the  following  pages  require  a  few  words 
of  explanation. 

The  commonly  adopted  division  of  glaucomatous 
diseases  into  a  primary  and  a  secondary  group  is  here 
retained,  Eecent  discoveries  have  tended,  in  some 
measure,  to  show  that  this  division  is  arbitrary,  and^ 
on  scientific  grounds,  untenable ;  that  primary  glaucoma, 
if  the  term  indicate  a  condition  in  which  a  rise  of 
the  intraocular  pressure  is  antecedent  to  any  structural 
change,  does  not  exist,  and  that  secondary  glaucoma 
includes  conditions  the  etiology  of  which  entitles  them 
to  be  classed  with  the  primary.  Granting  that  this  is 
true,  I  believe  that,  practically,  the  division  is  both 
simple  and  useful ;  and,  further,  I  believe  that,  with 
a  few  slight  exceptions,  it  classifies  glaucomatous 
diseases  in  strict  accordance  with  fundamental  differ- 
ences  in   their   causes. 

I  include,  under  the  term  glaucoma,  or  glaucomatous, 
every  condition  of  the  eye  characterised  by  an  excess 
of  tension.  It  is  said  that  not  every  excess  of  tension 
is  glaucoma,   but   it   appears   to   me   that    to   apply  or 
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to  witliliold  the  name  in  accordance  with  the  presence 
or  absence  of  certain  of  the  secondary  symptoms  is 
only  to  create  confusion  as  to  the  nature  of  the 
essential  change.  From  a  clinical  point  of  view,  the 
importance  of  an  excess  of  tension  is  doubtless  exactly 
proportionate  to  its  duration  and  amount ;  but,  to  the 
pathologist,  it  is  the  causes  which  are  of  chief  moment, 
and  these  must  be  studied  no  less  when  temporary 
than   when   persistent. 

At  the  foot  of  each  page  are  given  references  to 
the  sources  of  the  information  set  forth,  or  to  the 
other  parts  of  the  essay  where  the  subject  in  question 
is  dealt  with  more  fully.  I  have  referred  only 
to  those  writings  to  which  I  myself  have  had 
direct  access.  In  many  of  these,  and  especially  in  the 
article  on  Glaucoma  by  Hermann  Schmidt  in  the 
Handbuch  of  Graefe  and  Saemisch,  very  much  fuller 
references   to  the  original  papers   may  be  found. 

In  recording  conditions  of  refraction  and  the  power 
of  lenses,  I  have  employed  the  system  of  inches,  as 
being  that  on  which  nearly  all  my  clinical  records  have 
been  made. 

The  work  is  divided  into  sections,  in  accordance 
with  the  arrangement  of  the  subject  prescribed  by  the 
Collesje    of    Surgeons.      This     involves   a   discussion   of 
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tlie  causes  of  the  disease  apart  from  its  pathology — 
a  separation  which  is  at  first  sight  unuatural,  but 
which  has,  iu  this  case,  no  disadvantage,  inasmuch  as 
the  general  circumstances  and  conditions  under  which 
glaucoma  occurs — its  etiology — have  long  been  clearly- 
defined,  whereas  the  intimate  nature  of  the  process — 
its  pathology — is,  so  far  as  I  understand  it,  a  matter 
of  recent  discovery,  and  in  part  still  undetermined.  I 
have  divided  this  latter  portion  of  the  subject  into  two 
sections,  in  order  to  separate,  to  some  extent,  that 
which  is  demonstrable  by  experiment  from  that  which 
is  theoretical.  The  pathology  of  the  secondary  effects  of 
pressure  finds  a  more  suitable  place  in  the  section 
which   treats   of  symptoms. 

A  distinct  section  is  devoted  to  "  the  estimation 
of  tension,"  as  being  a  subject  of  primary  importance 
in   the   study   of  glaucoma. 

The  Table  of  Contents  which  precedes  this  introduc- 
tion is  intended  to  serve  at  once  as  an  index  and 
an   epitome   of  the   work. 


SECTION     I. 


ETIOLOGY    OF    GLAUCOMA. 

Primary  glaucoma,  tliougli  not  rare,  is  one  of  tlie  less 
common  maladies  of  the  eye.  It  appears  to  constitute  a  little 
less  than  one  per  cent,  of  all  oplitlialmic  diseases.  Secondary 
glaucoma,  if  we  include  under  this  term  all  cases  of 
disease  of  the  eye  which  are  complicated  by  excess  of 
tension,  is  met  with  much  more  frequently.  Exact  statistics 
concerning  the  prevalence  either  of  glaucomatous  diseases 
in  general,  or  of  the  two  classes  separately,  are  hardly 
to  be  obtained.  My  own  hospital  case  books  for  the  last 
four  years  show  that  primary  glaucoma  occurs  once  in 
a  little  over  one  hundred  cases,  but  the  total  numbers 
are  not  large  enough  to  justify  a  general  conclusion.  The 
published  statistics  of  our  ophthalmic  institutions — which 
alone  furnish  figures  of  sufficient  magnitude  —  do  not 
distinguish  between  the  primary  and  secondary  forms,  and, 
moreover,  are  vitiated,  in  some  cases,  by  the  separate  tabula- 
tion of  diseases  of  in-patients  and  out-patients,  whereby 
cases  of  more  than  ordinary  gravity,  like  glaucoma,  are 
frequently  registered  twice  over,  and  7no7''e  frequently  so  than 
cases  of  a  class  which  seldom  demands  admission.  The 
great  majority  of  the  cases  registered  as  glaucoma  are 
doubtless  primary,  while  secondary  glaucoma  is  necessarily 
scattered  under  many  headings — e.g.,  iritis,  synechia,  trau- 
matic cataract,  intraocular  tumour,  &c.,  &c. 


The  following  table  exhibits  tlie  registry  of  glaucoma  in 
five  of  the  chief  ophthalmic  hospitals  in  this  country,  as 
contained  in  their  published  statistics  : — 

Royal  London  Oplithalmic  Hospital  ...  J  ^Sj  [  .64  ...  1  in  156 
BirmiDgham  and  Midland  E3^e  Hospital  |  ^g^^  \  .59  ...  1  in  169 
Manchester  Eoyal  Eye  Hospital j        \%l  .      \    1-08     ...     1  in    93 


Liverpool  Eye  and  Ear  Infirmary  (Eye     \        1876        )      .07  1  •     o-n 

casesonly) ^        ^^'''        ^       '^'     -     -^^^^'^ 

Kent  county  Oplitlialmic  Hospital      ...     <        .,077        }      "50     ■••     1  in  200 


-63     ...     1  in  158 

The  average  is  "63  per  cent.,  or  one  case  of  glaucoma  in 
158  ophthalmic  cases  of  all  kinds. 

Statistics  from  abroad  show  a  higher  proportion  than  this. 
The  following  figures,  quoted  from  H.  Schmidt,  show  the 
percentages  derived  from  very  large  numbers  of  cases  treated 
in  three  continental  cities.  (^) 

Berlin  1  •  27  per  cent.     ...     1  in  78 

Wiesbaden 1-48         „  ...     1  in  68 

Vienna        1-26         „  ...     1  in  79 

The  percentage  derived  from  the  previous  table  is,  very 
probably,  somewhat  two  low.  Especially  in  the  case  of 
simple  chronic  glaucoma,  in  an  early  stage,  is  a  very  searching 
examination,  and  frequently  more  than  one,  necessary  to 
decide  with  certainty  the  nature  of  the  malady.  Where 
registration  of  the  cases  is  made  previous  to  such  complete 
examination,  one  of  the  leading  symptoms — e.g.,  presbyopia, 
hypermctropia — is  likely  to  be  entered  as  the  essential 
disorder ;  an  oversight  which,  where  entries  are  very 
numerous,   is   not   likely   to  be  corrected  when  subsequent 

^  Handbuch  der  gesammten  Augenheilkunde  Band,  v.  1.,  61. 


examination  dej&nes  the  presence  of  glaucoma.  On  tlie 
whole,  I  think  we  may  assume  that  the  percentage  originally 
stated — viz.,  nearly  one  per  cent. — is  approximately  correct. 

The  prevalence  of  the  disease  differs  somewhat,  probably, 
in  different  localities  ;  Q)  but,  for  this  country  at  least,  we 
have  no  statistics  which  give  certain  evidence  of  the  fact. 

Secondary  glaucoma  is  certainly  met  with  among  the 
working  population  of  large  towns  in  larger  proportion  than 
the  primary  disease.  Its  frequency  among  this  class  is  due, 
in  great  part,  to  mechanical  injuries,  and  to  neglected  iritis. 
It  is,  of  necessity,  so  frequently  registered  under  other 
names,  that  statistics  are  hardly  to  be  obtained. 

Primary  glaucoma  exJiihits  no  decided  preference  for  either 
sex.  It  has  been  asserted  that  women  are  more  liable  to  the 
disorder  than  men,  but  there  is  no  satisfactory  proof  of  the 
statement.  The  following  list,  from  which  I  exclude  the 
figm^es  of  Laqueur,  which  refer  to  both  forms  of  the  disease, 
is  given  by  Schmidt,  with  fuU  reference  to  the  sources 
whence  it  is  derived : —  (^) 


Males. 

Females. 

H.  Schmidt     ... 

154 

137 

Eydel 

... 

46 

33 

Vienna    Hospital, 

1869 

32 

27 

V.  Wecker 

50 

42 

Arlt      

. . . 

45 

65 

Bonders 

39 

56 

Forster... 

... 

39 

54 

Totals 


405 


414 


Having  regard  to  the  not  very  large  number  of  cases 
tabulated,  and  to  the  preponderance  of  females  in  the  adult 
population,  it  cannot  be  allowed  that  these  figures  establish 
any  marked  difference  in  the  liability  of  the  sexes. 


*  V.  "Wecker,  Therapeutique  Oculau-e>  p.  374.     -  Handbuch  d.  g.  A., v.  1,  62* 


Secondary  glaucoma,  on  tlie  other  hand,  is,  in  my 
experience,  more  commonly  met  with  in  men  than  in  women, 
which  is  doubtless  attributable  to  the  greater  exposure  of  the 
former  to  injuries.  Laqueur  gives  the  proportion  for  both 
forms  together  as  three  males  to  two  females.  Contrasting 
this  with  the  figures  already  given,  it  is  probable  that  the 
preponderance  of  males  is  here  due  to  the  inclusion  of 
secondary  glaucoma. 

Primary  glaucoma  is  jprc-cmiiuntly  a  disease  of  advanced 
life.  About  seventy  per  cent,  of  the  cases  met  wdth  are  in 
persons  over  fifty  years  of  age.  (^)  Below  the  age  of  forty, 
primary  glaucoma  is  a  rare  disease.  The  youngest  person 
in  whom  I  have  seen  it  was  a  woman  aged  thirty-one,  and 
in  that  case  the  symptoms  were  only  premonitory  until  the 
use  of  atropine  induced  an  acute  attack.  (^)  Statements  of 
its  occurrence  in  early  life  can  only  be  received  on  high 
authority,  and  with  the  express  exclusion  of  any  confusion 
between  primary  and  secondary  glaucoma.  Critchett 
records  one  such  case  in  a  man  aged  twenty-five.  (^)  The 
media  and  corner  were  perfectly  clear.  The  discs  were 
deeply  cupped.  Complete  blindness  was  reached  in  six 
months  from  the  commencement  of  the  symptoms.  There 
had  been  no  pain  in  the  eyes  themselves.  Both  were  very 
hard,  but  not  congested.  Cases  of  the  disease  at  the  ages  of 
nine  and  twelve  ai'e  on  record.  (*) 

Secondary  glaucoma,  on  the  other  hand,  is  not  confined  to 
any  period  of  life.  Most  of  the  maladies  which  induce  it 
are  less  common  in  advanced  than  in  middle  life,  and  since 
buphthalmos  is  essentially  a  secondary  glaucoma,  modified 
only  by  extensibility  of  the  slcera,  childhood  is  not  by  any 
means  exempt. 

^  Handbuch  d.  g.  A.,  v.  1.,  63  (deduced  from  table  of  percentages). 

»  Case  19,  Section  VII.  ''  R.  L.  0.  H.  Reports,  V.  224. 

*  Handbucli  d.  g.  A.,  v.  1,  63. 


In  the  large  majority  of  cases  primary  glaucoma  is  a 
bilateral  affection.  The  disease  may  progress  equally  in  the 
two  eyes  from  first  to  last,  but  more  commonly  one  is 
persistently  in  advance  of  the  other.  The  interval  which 
may  elapse  between  the  first  manifestation  of  the  disease  in 
the  two  eyes  respectively  is  various,  but  we  very  rarely  see 
a  case  in  which  one  eye  is  in  an  advanced  state  of  chronic 
glaucoma,  as  evidenced  by  deep  excavation  of  the  disc  and 
contraction  of  the  visual  field,  while  the  other  is  entirely  free 
from  signs  of  the  commencement  of  the  malady. 

The  more  purely  chronic  and  non-irritative,  the  more 
likely  is  glaucoma  to  be  bilateral.  In  the  section  on 
pathology  I  shall  attempt  to  prove  that  the  cause  of 
glaucoma  in  its  sunplest  form  is  a  physiological  change 
which  presumably  affects  both  eyes  alike,  while  the  exciting 
causes  of  acute  attacks  are  various,  and  are  capable  of 
influencing  either  eye  alone,  and  may  operate  in  eyes  which 
previously  are  not  glaucomatous,  provided  the  changes  which 
predispose  to  glaucoma  are  already  present.  Hence  the 
bilateral  character  of  chronic  glaucoma,  and  the  unilateral 
acute  attacks. 

The  chronic  is  more  common  than  the  acute,  probably  in  the 
^jroitortion  of  three  to  one,  at  least.  The  absence  of  exact 
demarcation  between  the  types,  the  conversion  of  one  into 
the  other,  and  the  coexistence  of  the  two  in  the  same 
individuals,  render  a  precise  numerical  statement  of  this 
point  unattainable. 

Though  the  two  sexes  show  an  equal  liability  to 
glaucoma,  yet  vjomen  suffer  the  larger  jjroportion  of  acute 
attaclis.  Q)  This  is  due,  most  probably,  in  part  to  the 
vascular  congestions  so  common  at  the  climacteric  period  of 
life,  in  part  to  the  greater  sensitiveness  and  excitability  of 

1  Handbuch  d.  g.  A.,  v.  1,  64. 


the  nervous  system,  and  possibly  to  the  habitual  constipation 
from  which  many  women  suffer.  An  acute  attack  in  a 
woman  aged  sixty-eight,  under  my  own  care,  was  associated 
with  a  five  days'  accumulation  of  hardened  faeces  in  the  large 
intestine.  All  causes  which  produce  congestion  of  the 
vessels  of  the  head  may,  under  predisposing  conditions, 
induce  an  acute  attack. 

It  has  been  asserted,  by  more  than  one  writer,  that 
primary  glaucoma  occurs,  in  the  majority  of  cases,  in  persons 
with  dark  eyes.  Granting  this  to  be  true,  the  fact  has  no 
significance  unless  accompanied  by  statistics  as  to  the 
relative  frequency  of  dark  and  light  eyes  in  the  particular 
population  which  furnished  the  cases.  Should  such  statistics 
be  found  to  actually  prove  that  dark  eyes  are  more  liable 
than  others  to  glaucoma,  the  fact  may  possibly  depend  upon 
the  apparent  especial  liability  of  Jews  as  a  race. 

The  infiiience  of  heredity  has  been  distinctly  traced  in  a 
considerable  number  of  instances  :  thus,  by  Arlt  in  a  mother 
and  two  daughters,  and  in  a  father  and  three  sons  ;  by 
Pagenstecher  in  a  mother  and  three  sons,  and  in  a  father  and 
son  ;  and  by  v,  Graefe  in  one  family  through  three,  if  not 
four,  generations,  (^)  The  oiDportunities  for  fairly  studying 
the  question  of  heredity  are  necessarily  infrequent,  for  the 
patients  who  form  the  starting  point  of  enquiry  are  generally 
elderly  people,  and  can  give  no  very  accurate  account  of 
any  maladies  of  sight  from  which  their  parents  may  have 
suffered.  I  have  asked  the  question  many  times,  but  have 
obtained  nothing  but  doubtful  or  negative  replies. 

Within  a  stone's  throw  of  the  Hospital  have  lived  for 
some  years  past  an  elderly  couple,  both  totally  blind  from 
absolute  prunary  glaucoma.  They  have  three  children  living, 
aged  from  twenty-five  to  forty-four;  amongst  these  no 
imperfection  of  sight  has  yet  manifested  itself  {^) 

1  Handbuch  d.  g.  A.,  v,  1,  65.         '^  Cases  22,  23,  Section  VII. 


The  theory  of  glaucoma  which  I  advance  in  the  section 
on  pathology  points  to  peculiarities  in  the  structural  con- 
ditions of  the  eye  as  the  cause  of  glaucoma,  especially  as 
regards  the  size  of  the  lens  and  the  shape  of  the  ciliary 
]"iiuscle.  It  is  certain  that  such  peculiarities,  at  least  as  re- 
gards the  hypermetropic  structure,  are  frequently  hereditary. 

The  foregoing  paragraphs  treat  only  of  the  general 
circumstances  and  conditions  under  which  glaucoma  occurs. 
Certain  conditions,  which  appear  to  be  more  or  less 
con-cerned  in  the  causation  of  the  disease,  must  now  be 
noticed.  Here  it  is  important  to  separate,  as  clearly  as 
possible,  the  primary  from  the  secondary  form.  The  special 
associations  of  secondary  glaucoma  will,  therefore,  be  noticed 
later  by  themselves. 

Hypermctro'jjia  is  present  in  the  majority  of  cases  of 
primary  glaucoma — viz.,  from  fifty  to  seventy-five  per  cent., 
according  to  different  observers.  (^)  It  is  important  to 
ascertain  whether  it  is  a  result  of  the  excessive  j)ressure,  or 
whether  the  hypermetropic  structure  j)redisposes  to  glaucoma. 

It  must  be  remembered  that  the  tendency  of  the  emme- 
tropic eye  at  the  age  of  fifty  or  thereabout  is  towards 
hypermetropia  ;  (^)  any  comparison,  therefore,  of  the  relative 
frequency  of  hypermetropia  in  glaucomatous  persons  and  in 
the  general  population  is  fallacious,  unless  only  such  degrees 
are  included  as  cannot  be  due  to  senile  changes  in  the  lens  ; 
otherwise  tlie  frequency  of  hypermetropia  in  the  general 
population  must  be  estimated  by  the  examination  of  those 
persons  only  who  have  passed  middle  life.  Seeing  however 
that  the  effect  of  glaucomatous  pressure  upon  the  refraction 
of  the  eye  is  perhaps  as  often  in  the  direction  of  myopia  as  in 
that  of  hypermetropia,  and  seeing  also  that  high  degrees  of 
hypermetropia  are  often  associated  with  glaucoma,  and  that 

^  Handbuch  d.  g.  A.,  v.  1,  4. 
-  Bonders.     Accommodation  and  Kefraction  (N.  Sydenham  S.),  p.  208. 
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their  pre-existence  may  be  established  by  the  fact  that  specta- 
cles have  been  woni  at  an  unusually  early  age,  we  may,  I  think, 
conclude  a  j^riori,  that  the  hypermetropic  eye  is  somewhat 
more  liable  to  the  malady  than  the  emmetropic  or  myopic. 

The  theory  by  which  I  have  sought  to  explain  the 
primary  nature  of  the  malady  points  to  the  peculiar  shape 
of  the  liypermetropic  ciliary  muscle  as  a  predisposing  cause. 
Ad.  Weber  lays  stress  upon  this  same  point,  but  accounts  for 
its  effects  in  a  somewhat  different  way.  The  reason  of  the 
susceptibility  of  the  hypermetropic  eye  has  been  supposed 
to  lie  in  the  greater  thickness  of  its  sclera,  by  reason  of 
which  it  yields  with  difiiculty  to  an  excess  of  pressure.  I 
will  not  deny  this  connection  entirely,  but  I  believe  that 
differences  of  elasticity  in  the  sclera  have  very  little  to  do 
with  causing/  glaucoma,  for  we  witness  the  malady  in  its 
secondary  form  in  the  highly  elastic  eyes  of  children.  Their 
effect  is  seen  rather  in  the  results  of  the  malady.  The 
youthful  elastic  eye  enlarges  to  an  excessive  size  under  a 
pressure  which  cannot  extend  the  more  rigid  sclera  of  the 
adult ;  the  pressure  is  equal  in  both,  however,  and  produces 
results  equally  disastrous  as  regards  the  function  of  the 
retina.  Another  particular  in  which  the  hypermetropic  eye 
probably  offers  a  predisposition  to  glaucoma  is  the  shallow- 
ness of  the  anterior  chamber.  "  A  more  anterior  position  of 
the  iris  and  crystalline  lens  is  part  of  the  peculiarity  of  the 
hypermetropic  structure."  (^)  On  this  point,  however,  I  lay 
less  stress,  than  upon  the  excessive  thickness  and  prominence 
of  the  ciliary  muscle.  (^) 

Trigeminal  neuralgia  is  a  precursor  of  glaucoma  in  some 
cases,  occasionally  over  periods  of  many  years.  The  question 
of  a  causal  relationship  between  the  two  is  of  much 
importance  as  a  point  of  evidence  in  the  nerve-theory   of 

1  Donders,  Op.  Cit.,  p.  246.        «  See  Section  V.,  p.  152. 


glaucoma.  I  believe  that  trigeminal  neuralgia  excites 
glaucoma  where  the  predisposing  conditions  (to  be  described 
later)  have  already  brought  the  eye  to  a  point  of  danger, 
but  I  do  not  accept  this  connection  as  evidence  that 
glaucoma  is  the  expression  of  a  persistent  hypersecretion  due 
to  perverted  nerve  influence.  The  pathology  of  this  question 
is  dealt  with  in  another  place.  Here  I  shall  deal  only 
with  the  observations  which  tend  to  show  that  some 
connection  exists.      They  are  of  several  kinds. 

First,  we  have  a  series  of  cases  in  which  the  outbreak 
of  glaucoma  has  been  preceded  by  a  neuralgic  affectation. 
Hutchinson  records  a  case  in  which  severe  pain  in  the  left 
cheek,  left  malar  bone,  and  left  forehead  occurred  very 
frequently  for  seven  years,  and  at  the  end  of  that  time  an 
attack  similar  in  all  respects  to  the  previous  ones  ushered  in 
the  outbreak  of  glaucoma.  (^)  With  regard  to  this  particular 
case,  and  others  like  it,  there  can  be  little  doubt  that  the 
nerve  disorder  w^as  distinctly  antecedent  to  the  glaucoma; 
but  caution  is  necessary  in  this  class  of  cases,  lest  the  effect 
be  mistaken  for  the  cause.  A  slight  excess  of  pressure 
suffices,  in  some  persons,  to  produce  considerable  pain,  and, 
provided  the  excess  be  transient,  the  eye  may  remain  long 
free  from  permanent  symptoms  of  glaucoma.  Again,  if 
we  assume  that  the  glaucoma  is  caused  by  the  neuralgia, 
how  is  it  that  the  neuralgia  entirely  subsides,  as  it  sometimes 
does  {e.g.  Hutchinson's  case),  directly  after  the  cure  of  the 
glaucoma  by  iridectomy  ? 

Secondly,  we  know  that  artificial  irritation  of  the  fifth 
nerve  in  animals  may  induce  excessive  increase  of  the  intra- 
ocular pressure,  although,  be  it  observed,  a  persistent 
glaucoma  has  never  been  thus  induced,  (^) 

1  K.  L.  0.  H.  Keports,  lY.,  127.  -  Section  IV.,p.  103. 
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Thirdly,  we  have,  clinically,  in  dental  caries  a  condition 
of  severe  j)eriplieral  irritation  of  the  fifth  nerve,  which  has 
been  proved  to  produce  morbid  changes  in  the  eye.  I  have 
several  times  detected  symptoms  of  asthenopia  in  connection 
witli  the  pain  of  diseased  teeth.  Quite  recently  I  have  had 
under  my  care  a  young  man,  the  near  point  of  whose  left 
eye  was  at  eight  inches,  that  of  the  right  at  five  inches. 
The  difference  arose  during  an  attack  of  pain  in  the  teeth, 
with  swelling  of  the  cheek  of  the  left  side,  brought  on  by 
cold,  and  disappeared  completely  five  days  after  the 
subsidence  of  the  pain. 

Hermann  Schmidt  has  investigated  the  point  very  fully. 
He  accurately  measured  the  range  of  accommodation,  in  each 
eye  separately,  in  ninety- two  cases  of  toothache.  (^)  In 
seventy-three  of  these  cases  he  found  the  range  too  small,  in 
some,  much  too  small  in  one  eye  or  in  both,  in  proportion 
to  the  age  of  the  patient ;  and  in  many  cases  he  was  able 
to  observe  an  increase  in  the  range  a  few  days  after  the 
cessation  of  the  pain.    He  states  his  conclusions  as  follows  : — 

1.  "  Pathological  irritation  of  the  dental  branches  of 

the  trigeminus   causes   limitation   of  greater   or 
lesser  degree  in  the  range  of  accommodation." 

2.  ''  These   limitations    may  be    either   unilateral   or 

bilateral;  in  the  former  case  they  occur  invariably 
on  the  side- affected ^3y  pain." 

3.  ''  These  accommodative  changes  are  most  common 

in    youth ;    in  advanced  life  they  are  rarely,  if 
ever,  observed." 

4.  "They   are    due    to    increase   of    the   intraocular 

pressure." 
The  fourth  conclusion  is  not  proved  by  the  investigation, 
and  must   be   treated    as   an   assumption.      In   its   favour, 
however,  is  the  fact  that  similar  limitations  of  accommoda- 
1  Arch.  f.  Ophth.,  XIV.,  1,  107. 
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tion  constantly  accompany  the  onset  of  glaucoma  ;  and  the 
additional  fact,  proved  experimentally  by  myself,  that  they 
occur  when  the  tension  of  the  healthy  eye  is  artificially 
raised.  (^)  On  the  other  hand,  the  theory  of  glaucoma  which 
I  have  to  advance,  is  intimately  dependent  upon  alterations 
in  the  lens  in  advanced'  life.  Now,  the  asthenopic  symptoms 
produced  by  neuralgia  may  not  improbably  depend  upon 
nerve-paresis.  In  fact,  we  witness  total  paralysis  of  accom- 
modation apparently  depending  upon  peripheral  irritation  of 
nerves  in  exceptional  cases.  From  this  it  appears  possible 
that  the  limitations  of  accommodation  observed  by  Schmidt 
may  be  quite  unconnected  with  changes  of  tension,  and  yet 
that  they  may  occasionally  bear  a  causal  relationship  to 
glaucomatous  attacks. 

I  have  endeavoured  further  to  elucidate  this  matter  by 
tonometrical  measurements  in  a  series  of  cases  of  toothache 
at  the  Dental  Hospital.  The  residts  obtained  give  no  very 
decided  evidence  either  way,  but,  at  least,  they  show  that  in 
young  persons  toothache  rarely,  if  ever,  causes  a  decided  rise 
of  tension.  I  estimated  the  tension — in  each  case  from  a 
series  of  measurements — in  sixteen  persons  suffering  at  the 
moment  or  recently  from  severe  pain  in  the  teeth.  The 
position  of  the  near  point  was  ascertained  by  noting  the 
distance  from  the  eye  at  which  a  group  of  fine  lines  on 
white  paper  lost  their  definition.  It  would  have  been  more 
satisfactory  to  have  examined  the  eyes,  in  every  case,  during 
the  continuance  of  severe  pain  ;  but,  apart  from  the  apparent 
cruelty  of  what  appears  to  the  patient  a  needless  examina- 
tion at  such  a  time,  it  would,  I  think,  be  extremely 
difficult  to  accomplish,  for,  over  and  over  again,  I  was  told 
by  patients  that  the  toothache,  previously  so  violent,  had 
vanished  on  approaching  the  dentist's  chair — a  result,  I 
presume,  of  nervous  apprehension. 

1  Section  III.,  p.  70. 
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The  followinq;  table  exhibits  the  results  obtained : — 


Name. 

to 

0 

.9!3 

Duration  and  Cliaracter 
of  Pain. 

Time  since 

Cessation  of 

Pain. 

g'S 

5S 

yrs. 

in. 

in. 

Mm. 

Mm. 

1.— Ada  A n 

20 

U 

4j 

Severe  ;  three  weeks . . 

•> 

■83 

•89 

2. — Jessie  K n    .. 

16 

4J 

4i 

Six  months  ;  severe  last 
night. 

1 

■92 

■84 

3.— Kate  D  —  n 

15 

4 

4 

Three  weeks 

•> 

■71 

■72 

4.— Elizabeth  F d 

15 

^ 

H 

Several  months;intense 
yesterday. 

15  hours      .. 

1-OS 

■89 

5.— Geo.  Y s 

6.— John  J s 

7.— Fred.  T n      .. 

8. — The     same,    four 
days  later 

22 
IS 
32 

51 

4 

6 

5J- 

4 

6 

Five  weeks  ;  "eye  often 
feels  full,  as  though 
pushed  forward." 

Twelve   months  ;    con- 
stant last  two  days 
and  nights. 

Severe  four  weeks  ;  in- 
tense last  two  days 
and  nights. 

Severe  agaiu  yesterday. 

1^  hour 

2  hours 

10   minutes. 
Tooth  cleaned 

for  stojiping 
1  hour.  Tooth 

removed. 

•79 
•84 
•73 
•69 

•85 
■74 
■80 
•72 

9.— Eliza  J r 

19 

5 

5 

Fourteen  days  ;  severe 
all  last  night. 

1  hour 

■83 

•83 

10.— Ellon  M s      ,. 

16 

J 

? 

Fourteen  days   . . 

12  hours 

■88 

10 

11.    William  L       d.. 

15 

4J 

4J 

Nearly    constant    last 
seven  days. 

15  minutes . . 

■81 

■94 

12.— Richard  L e.. 

25 

5J 

5^ 

One  month  ;  severe  to- 
day. 

Still  con- 
tinues. 

■74 

•77 

13.— Ann  C n 

14.— Simeon  W s  .. 

29 
IS 

5^ 
5 

5i 
4  J 

Six  months,   with  fre- 
quent   swelling    of 
face. 

Severe  ;  four  days 

Still  con- 
tinues. 

Continues    . . 

•66 
■98 

■70 

■84 

15.— Thos.  C n     .. 

18 

5 

5 

Twelve  months ;  severe 
three  days. 

- 

•70 

■71 

16.— Stephen  H n.. 

24 

10 

10 

Ten  days  ;  severe    to- 
day. 

Continues    . . 

■83 

■95 

17. — The     same,    two 
days  later 

- 

- 

— 

Slight  pain  still.. 

Continues    . . 

•84 

■95 

18.- Charles  S m  .. 

23 

9 

9 

One  month  ;  swelling  of 
face  ;  no  sleep  three 
nights. 

Totals      .. 
Averages . . 

■86 

■82 

14.72 

14  96 

.82 

•83 
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EememberinfT  the  investigations  of  H.  Schmidt,  I  was 
surprised  to  find  no  anomaly  of  accommodation  in  fifteen  out 
of  the  sixteen  cases.  It  should,  however,  be  observed  that 
I  did  not  ascertain  the  state  of  refraction  present,  so  that 
it  is  possible  that  the  presence  of  myopia  may  have  masked 
a  retrocession  of  the  near  point  in  some  cases. 

Putting  on  one  side  such  differences  as  might  be  attributed 
to  error  in  the  method,  we  find  a  distinct  difference  of 
tension  in  the  two  eyes  in  six  cases  out  of  the  sixteen — (I 
neglect,  for  the  present,  numbers  8  and  17,  which  were  re- 
measurements) — namely,  in  numbers  4,  6,  10,  11,  14,  16. 
But  in  three  of  these  the  eye  of  the  painful  side  was  the 
harder  of  the  two  ;  in  three  it  was  the  softer.  This  is  not  to 
be  explained  by  a  previous  cessation  as  opposed  to  a 
continuance  of  the  pain  at  the  time  of  testing,  for,  of  two 
cases  in  which  the  pain  continued,  the  corresponding  eye 
was  harder  in  one,  softer  in  the  other.  The  differences 
observed  are  not  greater  than  are  occasionally  met  with  in 
the  case  of  healthy  pairs  of  eyes,  and  the  tension  was  almost 
without  exception  within  normal  limits.  (^)  In  case  13  the 
eye  of  the  painful  side  overstepped  the  normal  limit  slightly 
in  one  direction  ;  in  case  4,  in  the  other.  On  taking  a  general 
average  of  all  the  cases,  including  the  two  remeasurements, 
the  tension  on  the  two  sides  is  exactly  equal,  and  is, 
moreover,  of  normal  medium  height.  The  two  cases  in  which 
remeasurements  were  made  with  closely  corresponding  result 
tend  to  show  that  the  differences  discovered  actually 
existed,  and  vrere  probably  proper  to  the  eyes  rather  than  a 
result  of  temporary  disorder. 

Case  16  deserves  special  notice,  as  it  was  more  thoroughly 
examined  than  the  others.  It  was  the  only  one  which 
presented  a  sub-normal  range  of  accommodation.  The 
refraction  in  each   eye   was  exactly  emmetropic;  the  near 

1  See  Section  VII.,  p.  276. 
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point  of  eacli  was  exactly  at  ten  inches  distance,  a  distinct 
indication  of  a  different  tension  was  given  by  the  tonometer, 
the  eye  on  the  painful  side  being  the  harder  of  the  two,  but 
being  of  perfectly  normal  tension,  while  the  other  was  a  little 
below  the  normal  medium.  Ee-examined  on  all  points,  three 
days  later,  the  conditions  were  identical.  To  avoid  all  chance 
of  error  as  regards  the  difference  of  tension,  I  measured  it  in 
each  eye  a  third  time,  applying  the  tonometer  to  a  different 
part  of  the  eye — namely,  6  mm.  to  the  outer  side,  instead  of 
4  mm,  hdow  the  corneal  margin.  Allowing  for  the  greater 
impressibility  of  the  sclera  in  this  part,  I  obtained  a  precisely 
similar  result — namely,  iminfid  side,  I'O  mm. ;  sound  side, 
11  mm. 

I  can  only  conclude,  from  the  foregoing  table,  that  in 
young  pcoiilc  toothache  is  not  frequently  accomjMnicd  hy 
notieeable  alteration  of  tension.  A  longer  series  of  examina- 
tions, made,  if  possible,  during  the  persistence  of  pain,  in 
people  of  middle  age  or  beyond  it,  and  in  whom  the  eye  of 
the  corresponding  side  is  distinctly  congested — a  condition 
which  was  only  doubtfully  present  in  two  of  my  cases — 
might,  very  probably,  give  more  definite  results. 

Another  fact  of  importance  in  this  connection  is  that 
during  severe  facial  neuralgia  the  eye  of  the  same  side  is 
frequently  visibly  hyperasmic,  and  that  profuse  lacrymation 
occurs  at  the  same  time — conditions  which  point  to  the 
probability  of  a  simultaneous  increase  of  the  intraocular 
secretion.  Toothache  appears  to  have  less  power  to  induce 
these  symptoms  than  do  other  forms  of  neuralgia  of  the  fifth. 

On  the  whole,  I  think  we  may  safely  conclude  that  the 
2')art  ]jlaycd  hy  ordinary  forms  of  facial  neuralgia  in  glaucoonct 
is  not  one  of  i^rimary  importance;  for,  on  the  one  hand, 
chronic  glaucoma  occurs  pretty  frequently  in  the  entire 
absence  of  pain  in  the  eye  or  face,  and,  on  the  other,  cases 
of  intense   trigeminal   neuralgia   are   witnessed    in    elderly 
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people  over  long  periods  of  time  without  the  supervention  of 
glaucoma.  One  such  case,  by  far  the  most  severe  I  have  ever 
witnessed,  occurred  in  an  elderly  gentleman  connected  with 
my  own  family.  The  pain  was  agonising,  and  recurred  with 
the  suddenness  of  a  blow,  sometimes  every  few  minutes  for 
hours  together.  The  tears  flowed  profusely,  the  eye  was 
reddened.  During  one  such  attack  I  could  detect  no 
increase  of  tension.  The  malady  lasted  without  much  inter- 
mission for  about  two  years,  when  it  ended  in  death.  Sight 
was  unimpaired,  except  during  the  flow  of  tears,  to  the  last. 

Other  nerve  disorders,  less  easily  defined  than  the  fore- 
going, are  frequently  associated  with  glaucoma,  especially 
in  its  sudden  attacks  or  exacerbations,  and  especially  in  the 
female  sex.  Convulsions,  hysteria,  mental  depression,  anxiety, 
excitement,  intense  headache,  have  all  been  known  to  precede 
tlie  outbreak  of  glaucoma.  Many  such  cases  are  on  record. 
The  following  is  a  remarkable  one.  An  elderly  lady, 
passionately  addicted  to  card-playing,  and  unable  to  bear  a 
losing  game  with  equanimity,  was  seized,  after  playing  for 
heavy  stakes  and  losing,  by  acute  glaucoma  in  one  eye. 
Under  stringent  warnings,  she  forsook  for  a  time  her 
favourite  pastime,  but  yielding  after  a  while  to  the  tempta- 
tion she  played  again,  lost  heavily,  became  intensely  excited, 
and  paid  the  penalty,  within  a  few  hours,  of  a  blinding 
attack  in  the  second  eye.  {}) 

I  have  recorded  a  case  of  incipient  glaucoma,  associated 
with  a  highly  hysterical  temperament,  at  thirty-two  years  of 
age.  (^) 

In  another  of  my  cases  the  association  of  glaucoma  with 
headache  is  well  illustrated.  The  patient,  herself  the  subject 
for  many  years  of  violent  nervous  headaches,  was  the 
daughter  of  a  woman  who  had  suffered  in  a  similar  manner, 

*  Handbuch  d.  g.  A.,  v.  1.,  68.         -  Case  19,  Section  VII. 
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and  died  insane.  (^)  In  another,  again,  clironic  glaucoma  was 
preceded  for  many  years  by  severe  pains  in  tlie  head,  often 
accompanied  by  vomiting.  (^)  I  do  not  attempt  to  define 
the  relation  of  these  conditions  to  changes  in  the  intraocular 
pressure,  but  would  suggest  that  we  may  perhaps  find  a 
parallel  in  the  vaso-motor  disturbances,  and  secretory 
derangements  which  constantly  accompany  violent  emotion, 
hysterical  convulsion,  &c. 

Gout  was  considered  by  many  of  the  older  authors  to  be  a 
frequent  cause  of  glaucoma,  especially  as  regards  those  forms 
of  the  disease  which  simulate  attacks  of  inflammation.  Sichel 
relates  a  case  of  acute  glaucoma  immediately  following  the 
subsidence  of  gouty  inflammation  of  the  knee.  (^)  The 
gouty  condition  is  frequently  associated  with  high  arterial 
tension,  and  it  predisposes  to  the  occurrence  of  sudden 
hyperfiemia,  or  inflammation,  now  in  one  part,  now  in 
another.  Theoretically,  therefore,  it  would  appear  favourable 
to  the  occurrence  of  acute  glaucoma,  but  I  am  not  aware  of 
any  evidence  to  show  that  the  connection  is  frequent.  The 
authority  of  tlie  older  writers  is  weakened  in  this  instance  by 
the  little  regard  paid  by  them  to  the  distinguishing  feature  of 
glaucomatous  diseases — excess  of  tension.  ]\Ioreover,  it  is 
asserted  that  in  certain  neighbourhoods,  where  gout  has  of 
late  years  become  rare,  glaucoma  is  met  with  in  undiminished 
frequency.  (*) 

The  climacteric  change  appears  to  be  occasionally  con- 
cerned in  the  production  of  glaucoma,  but  its  effect  is 
certainly  not  very  great.  In  the  majority  of  cases  the  disease 
first  manifests  itself  at  a  somewhat  later  time  of  life,  and,  on 
the  other  hand,  we  do  not  meet  with  glaucoma  in  connection 
with  arrested  menstruation  before  the  usual  time.  It  is 
probable     that     this,    and     other    conditions     capable    of 

1  Case  23,  Section  VII.         ^  Case  20,  Section  VII. 
'  Handbucli  d.  g.  A.,  v.  1,  67.         *  Handbuch  d.  g.  A.,  v.  1,  68. 
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disturbing  tlie  equable  distribution  of  the  blood,  and  of 
causing  vascular  turgescence,  especially  about  tbe  head — 
such,  for  instance,  as  suppression  of  habitual  haemorrhages  or 
other  discharges,  arrest  of  cutaneous  perspiration,  prolonged 
bending  of  the  head  over  work  of  any  kind,  constipation  of 
the  bowels,  &c. — are  frequently  concerned  in  exciting  exacer- 
bations of  glaucoma.  On  theoretical  grounds  I  believe  that 
they  are  not,  strictly  speaking,  causes  of  glaucoma,  but  that 
they  may  excite  the  malady  even  in  a  non-giaucomatous  eye, 
provided  the  fundamental  changes  which  predispose  to  it  are 
already  present. 

Atropine,  applied  in  solution  to  the  eye,  has  been  known, 
in  many  cases,  to  cause  an  outbreak  of  glaucoma.  (')  Here, 
again,  it  is  probable  that  either  the  glaucomatous  condition 
itself,  as  indicated  by  an  excess  of  tension,  or  the  predispos- 
ing change,  was  already  present.  In  a  case  under  my  own 
care,  in  which  symptoms  to  some  extent  suggestive  of 
glaucoma  were  present,  I  prescribed  atropine  tentatively, 
believinfij  that  accommodative  troubles  might  be  at  the 
bottom  of  the  mischief.  Acute  glaucoma  of  great  severity 
followed.  A  single  application  of  "  calabar "  reduced  the 
glaucomatous  tension  in  a  few  hours  to  the  normal  level.  (^) 
The  explanation  of  this  phenomenon  is  discussed  in 
another  place.  Theoretically,  there  is  reason  to  believe  that 
if  glaiicoma  he  imminent,  atropine  is  dangerous  in  proportion 
to  the  youth  of  the  patient.  This,  however,  is  an  inference, 
not  an  established  fact.  (^)  It  should  invariably  be  used 
with  caution  when  any  tendency  to  glaucoma  is  suspected, 
and  it  must  be  remembered  that  this  tendency,  as  regards 
the  primary  disease,  is  not  very  infrequent  after  fifty  years 
of  age.  Theoretical  considerations  must,  however,  on  no 
account  withhold    this  beneficent    drug    in   the   absence   of 

*  For  a  list  of  cases,   see  Laqueur.     Arch.  f.  Ophth.,  XXIIL,  iii.,  152. 
2  Case  19,  Section  VII.         ^  Section  V.,  p.  154. 
B 


18    • 

good  reason.  Its  omission  in  tlie  treatment  of  oplitlialmic 
maladies  does,  at  tlie  present  day,  I  suppose,  one  hundred 
times  more  mischief  than  its  occasional  misapplication. 


SPECIAL  ETIOLOGY   OF   SECONDARY   GLAUCOMA. 

When  the  glaucomatous  condition  occurs  in  an  eye 
previously  affected  with  any  manifest  disorder,  it  is  known 
as  secondary  or  consecutive. 

This  complication  is  met  with  in  the  course  of  many  of 
the  maladies  of  the  eye.  It  may  be  of  short  duration,  and 
disappear  without  effecting  any  of  the  changes  which 
characterise  a  persistent  excess  of  pressure,  or  it  may 
steadily  advance  until  destruction  of  the  organ  is  complete. 
A  temporary  rise  of  tension  is  commonly  known  as  a 
glaucomatous  complication  of  the  pre-existing  disease,  while 
the  term  secondary  glaucoma  is  reserved  for  those  cases  in 
which  the  hardness  of  the  eye  is  more  persistent,  and  is 
followed  by  its  characteristic  secondary  changes.  The 
distinction  is  unimportant  as  regards  the  subject  of  this 
section. 

In  discussing  the  pathology  of  glaucoma,  I  shall  have  to 
refer  in  detail  to  certain  forms  of  secondary  glaucoma,  in 
illustration  of  the  several  modes  in  which  the  process  may 
arise ;  (^)  here  I  shall  only  briefly  review  the  morbid  states 
which  are  liable  to  this  complication,  and,  as  regards  the 
reason  of  the  complication,  will  limit  myself  to  the  following 
general  assertion  : — 

^  See  Section  V.,  p.  174,  &c. 
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Glaucoma,  occurring  as  a  complication  of  other  maladies  of 
the  eye,  is  not  generally  attrihutaUe,  as  formerly  supposed,  to 
irritative  hy per  seer  etio7i,  hut  to  obstructed  outflow  of  the  intra- 
ocular fluid,  caused,  for  the  most  part,  hy  altered  relations  of 
the  iris. 

This  is  asserted  as  a  general  truth,  not  as  a  law  without 
exception. 

Iritis  of  any  variety  may  lead  to  glaucoma,  if  the 
inflamed  membrane  become  adherent  to  the  lens  ca^DSule  or 
to  the  cornea.  In  the  absence  of  such  adhesions,  positive 
increase  of  tension  is  rare,  except  in  tlie  serous  variety. 

Serous  Iritis  is  almost  always  accompanied  by  an  increase 
of  tension.  That  this  is  not  dependent  upon  the  presence  of 
synechia,  is  proved  by  the  coexistent  wide  dilatation  of  the 
pupil. 

Anterior  synechia  is  liable  to  be  followed  by  pronounced 
glaucoma,  especially  when  the  adhesion  is  broad.  The  danger 
reaches  its  maximum  in  cases  of  incarceration  of  the  iris  in 
extensive  cicatrices  of  the  cornea.  It  is,  I  think,  hardly 
correct  to  assign  a  separate  place  among  the  causes  of 
secondary  glaucoma,  to  "  projecting  corneal  cicatrices." 
Bulging  of  the  cornea  has,  p)er  se,  no  tendency  to  induce  a 
rise  of  pressure,  but  is  often  rather  a  direct  consequence  of 
such  a  rise.  The  very  frequent  association  of  glaucomatous 
tension  with  corneal  staphyloma  is  due  to  the  almost 
constant  presence  of  iritic  adhesions  in  such  cases. 

Posterior  synechia,  if  the  adhesions  are  not  extensive,  has 
commonly  no  effect  upon  the  tension  of  the  eye.  If  the 
whole  circle  of  the  pupil  be  adherent,  so  that  the  passage 
of  fluid  from  the  posterior  to  the  anterior  chamber  is 
arrested,  glaucomatous  complications  inevitably  occur,  unless, 
as  not  unfrequently  happens,  an  extension  of  the  inflamma- 
tion to  the  ciliary  processes  impairs  or  arrests  the  secretion  of 
the   intraocular   fluid.      In  the    latter   case,  a  reduction  of 
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tension,  generally  associated  with  detachment  of  the  retina, 
may  coexist  with  total  or  annular  posterior  synechia.  (^) 

Injury  of  the  lens,  whether  the  result  of  accident  or 
intentionally  inflicted  by  the  surgeon,  as  in  needle  operations, 
is  very  generally  followed  by  a  rise  of  tension.  Swelling 
of  the  lens,  as  a  luhole,  within  its  capsule,  is,  I  believe,  the 
essential  agent  in  inducing  the  complication.  Considerable 
masses  of  the  lens  substance  may  lie  in  the  anterior  chamber 
without  any  effect  on  the  tension.  Inflammatory  adhesions 
of  the  iris  to  the  capsule,  or  to  fragments  of  the  lens 
substance,  increase  the  tendency  to  glaucoma,  but  are  not 
necessary  to  its  occurrence. 

Fragments  of  the  cortex  of  the  lens  remaining  within  the 
eye  are  a  fruitful  source  of  glaucomatous  complications  after 
the  extraction  of  senile  cataract.  I  believe  that,  in  such 
cases,  rupturing  the  i^osterior  capsuh,  so  as  to  destroy  the 
partition  between  the  vitreous  and  aqueous  ehamhers,  lessens 
this  particidar  danger.  I  shall  attempt  to  establish  and 
explain  this  assertion  in  another  place.  (^) 

Dislocations  of  the  lens  are  the  direct  cause  of  many 
attacks  of  secondary  glaucoma.  The  tendency  to  this  com- 
plication varies  according  to  the  nature  of  the  displacement. 
If  the  lens  pass  entire  into  the  anterior  chamber,  acute 
glaucoma  of  the  most  violent  kind  may  ensue  in  a  few  hours, 
while  in  another  case  of  the  same  kind  no  glaucomatous 
symptoms  of  any  Ivind  may  arise.  I  believe  the  result 
depends  upon  the  size  of  the  lens  in  relation  to  that  of  the 
chamber.  If  it  fill  the  chamber  so  far  as  to  be  firmly  in  contact 
with  the  anterior  surface  of  the  iris  throucrhout  the  whole  of 
its  circle,  the  pupil — i.e.,  the  inlet  for  the  aqueous  humour — is 
closed,  and  glaucoma  inevitably  ensues  ;  if,  on  the  other 
hand,  the  lens  lie  cxcentrically  in  the  lower  part  of   the 

'  Section  IV.,  p.  139.         "-  Section  V  ,  p.  178. 
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cliamber,  so  as  to  leave  a  space,  however  small,  between  its 
posterior  surface  and  the  upper  margin  of  the  pupil,  no  such 
consequence  will  arise.  I  found  this  statement  on  the 
experience  of  four  cases  in  which  I  have  had  to  extract  the 
lens  from  the  anterior  chamber,  and  on  theoretical  considera- 
tions. The  point  is  discussed  in  detail  in  the  section  on 
pathology.  (^) 

Partial  dislocations  of  the  lens  posterior  to  the  plane  of 
the  iris,  whether  congenital  or  the  result  of  injury,  are  apt 
to  be  complicated  with  glaucoma.  The  way  in  which  an 
excess  of  tension  in  such  cases  may  disappear  and  reappear 
many  times,  in  accordance  with  slight  alterations  in  the 
position  of  the  lens,  is  very  remarkable.  Bowman  has 
recorded  and  critically  analysed  a  group  of  these  cases.  (^) 

Complete  dislocation  of  the  lens  backwards  into  the 
vitreous  humour,  when  occurring  spontaneously,  is  less  prone 
to  induce  glaucoma.  The  lens  may  lie  apparently  quite 
unattached  and  oscillating  ^freely  in  the  softened  vitreous 
humour  for  many  years  without  any  complication  of  this 
kind,  until,  through  some  unusual  movement  or  position  of 
the  head,  it  slips  forwards  through  the  pupil,  when  acute 
glaucoma  rapidly  sets  in.  In  an  old  man  who  had  under- 
gone iridectomy  in  each  eye  for  glaucoma  years  before,  I 
extracted  the  lens  from  the  one  eye,  it  having  become 
cataractous,  with  good  result.  The  lens  of  the  other  eye,  also 
opaque,  soon  afterwards  disappeared  from  the  pupil,  and  was 
found  to  have  fallen  to  the  bottom  of  the  vitreous  chamber. 
No  rise  of  tension  followed  the  dislocation,  although  the 
eye  was  already  rather  tense,  and  the  disc  distinctly  cupped. 
Artificial  displacement  of  the  lens  into  the  vitreous,  as  in 
the  operation  of  reclination,  appears  to  be  less  innocuous. 
It  is  stated  that  when  this  operation  was  in  vogue  many 
eyes  subsequently  became  glaucomatous.     It  must  be  remem- 

1  Section  V.,  p.  183.         -  R.  L.  0.  H.  Reports,  V.,  p.  1, 
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bered  that  five-and-twenty  years  ago  the  term  glaucoma  was 
applied  by  many  writers  to  internal  inflammations  of  the 
eyeball,  without  distinct  reference  to  excess  of  tension.  I 
am  inclined  to  doubt  whether  a  true  glaucomatous  condition 
is  very  apt  to  follow  such  an  operation^  unless,  perhaps,  iritic 
complications  are  induced.  (^) 

Foreign  todies  lodged  within  the  eye  may  occasion 
glaucomatous  complications.  They  do  so,  I  believe,  by 
injuring  the  iris  and  the  lens,  not,  as  has  been  stated 
(probably  as  a  foregone  conclusion),  by  irritating  the  ciliary 
processes.  When  lodged  in  the  latter,  their  tendency  is  to 
cause  softness  of  the  eye  and  detachment  of  the  retina. 

Sympathetic  inflammation  may  make  the  eye  glauco- 
matous. Synechia,  as  in  iritis  of  other  kinds,  is,  I  believe, 
the  agent. 

Intraocular  titmours,  especially  sarcomata  of  the  choroid, 
cause,  at  some  period  of  their  growth,  a  marked  rise  of  the 
ocular  tension.  The  symptoms  may  be  acute  or  subacute, 
but  are  always  of  a  more  or  less  irritative  type.  Glioma  of 
the  retina  is  perhaps  less  constantly  productive  of  this 
complication,  but  is  by  no  means  exempt.  (^)  These  cases 
present  simultaneously  two  conditions  which  are,  for  the 
most  part,  to  some  extent  antagonistic — viz.,  high  tension, 
and  detachment  of  the  retina. 

Myopia  of  high  degree,  with  staphyloma  posticum,  is 
occasionally  complicated  with  glaucoma.  Bader  records  the 
analysis  of  a  series  of  cases  in  which  the  myopia  varied  from 
•1  to  h,  and  the  ages  from  fourteen  to  fifty.  Myopia  of  lower 
degree  is,  however,  not  exempt.  I  have  lately  had  a  case  under 
my  care  in  which  one  eye  with  myopia  yV  became  rather 
suddenly  glaucomatous,  with  pain,  engorgement  of  episcleral 

1  V.  Graefe  on  Glaucoma,  New  Syd.  Soc,  \>.  372.     Bader,  The  Human 

Eye,  &c.,  p.  279.      Schmidt,  Handbuch  d.  g.  A.,  v.  1,  42. 

-  Case  6,  Section  VII. 
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vessels,  "  red  balls  whirling  round  before  tlie  eye,"  T  +  1  — • 
impression  "53  mm. ;  the  other  eye  myopia  ^V,  no  pain,  Tn., 
impression  '73  mm.  (^)  Von  Graefe  witnessed  two  instances 
in  which  several  children  in  one  family,  when  between  the 
ages  of  twelve  and  eighteen,  were  attacked  with  glaucoma 
subsequent  to  the  development  of  rapidly  increasing 
myopia.  C)  I  am  not  sure  that  such  cases  should  be  classed 
as  secondary  glaucoma.  It  seems  not  impossible  that  the 
devolo2:)ment  of  myopia  by  elongation  of  the  eye,  and  the 
subsequent  onset  of  glaucoma  when  the  tunics  begin  to 
reach  the  limit  of  their  extensibility,  are  but  two  stages 
of  one  process,  and  depend  equally  upon  a  pressure  slightly 
in  excess  of  that  which  the  eye  can  support  unharmed. 

Bctinal  hcvmorrhage  is  occasionally  followed  by  the 
outbreak  of  glaucoma.  Some  writers,  doubting  the  possibility 
of  a  causal  connection  in  this  sequence,  consider  that  the 
haemorrhage  is  a  premonitory  symptom  of  the  commence- 
ment of  the  malady — that  it  is,  in  fact,  caused  by  the  rise  of 
pressure  which  has  already  set  in — or  that  haemorrhage  and 
glaucoma  both  are  dependent  upon  disease  of  the  vessels 
and  obstruction  to  the  circulation  through  them. .  It  is 
certain  that  haemorrhage  is  not  unfrequently  the  secondary 
change,  and  is  directly  due  to  the  obstructive  effects 
of  excessive  intraocular  pressure,  but  I  think  I  shall  be 
able  to  show  reason  to  believe  that  in  an  eye  in  which  the 
predisposing  conditions  are  present,  h?emorrhage  may  at  once 
induce  glaucoma.  (^) 

Keratitis,  in  various  forms,  has  been  stated  to  lead  to 
glaucomatous  complications.  Their  association  is  indubitable, 
but  I  believe  that,  in  all  such  cases,  the  disease  first  becomes 
a  "  kerato-iritis,"  and  that  inflammation  of  the  cornea,  when 
uncomplicated  by  extension  to  the  iris,  has  no  such  tendency, 

*  Case  34,  Section  VII.         -  Handbucli  d.  g.  A.,  v.  I.,  45. 
3  Section  V.,  p.  187. 
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Instances  of  secondary  glaucoma  in  which  the  initial 
malady  was  the  interstitial  keratitis  of  inherited  syphilis  are 
not  uncommon,  in  one  case  of  my  own  the  glaucomatous 
symptoms  were  so  severe  that  I  had  to  perform  iridectomy, 
but  I  believe  that  in  all  these  cases  inflammation  of  the  iris 
precedes  the  rise  of  tension.  Any  attempt  to  explain  the 
concurrence  of  glaucoma  with  corneal  changes  by  assuming 
an  obstruction  to  the  escape  of  aqueous  humour  through  the 
cornea  as  the  cause,  is  refuted  by  the  fact,  now  positively 
established,  that  in  the  living  eye  no  fluid  transudes  through 
this  membrane.  Q) 

Glaucoma  has  occasionally  been  seen  in  association  with 
other  maladies  of  the  eye  than  those  mentioned,  but  it  is 
doubtful,  in  most  cases,  whether  there  is  any  etiological 
relationship. 

Bctinitis  ^;?!//7?icw^osa  was,  in  one  case,  associated  with 
acute  glaucoma  in  both  eyes,  and,  according  to  Schmidt,  on 
whose  authority  I  cite  this,  an  excess  of  tension  is  frequently 
discoverable  in  tliis  disease.  (^)  Since  noting  this  statement, 
I  have  been  able  to  examine  only  two  patients  suffering  from 
retinitis  pigmentosa.  In  the  first  the  tension  was  normal ; 
in  the  second  it  was  distinctly,  though  moderately,  in  excess, 
as  tested  by  the  fingers  and  by  the  tonometer,  but  there 
was  no  cupping  of  the  disc,  as  far  as  could  be  seen  through  a 
partly  degenerated  lens.  (^) 

Albuminuric  retinitis  was  discovered  by  Hutchinson  in 
an  eye  excised  for  acute  glaucoma,  and  which  was  blind 
previous  to  the  attack.  The  case  is  hardly  conclusive,  for 
the  urine,  when  examined,  contained  no  albumen,  and 
the  other  eye  was  perfect — facts,  which,  in  the  absence 
of  a    searching  microscopical    examination    of   the    retina, 

'  Section  IV.,  p.  116.     ALso  own  experiments,  Section  IV.,  p.  133. 
2  Ilandbuch  d.  g.  A.,  v.  ],  48.         »  Section  VII.,  p.  278-9. 
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throw   some  doubt  on  the  nature  of  the  changes  observed 
in  it.  C) 

Primary  atrophy  of  the  optic  nerve  has  been  observed  as 
a  pre-existent  condition  in  a  few  cases.  (^)  It  canuot  be 
looked  upon  as  in  any  way  predisposing  to  glaucoma,  but  it  is 
possible  tliat  the  same  cerebral  conditions  which  cause  the 
nerve  atrophy  may  be  concerned  in  the  onset  of  the 
glaucoma,  especially  if  they  involve  pain,  excitement, 
sleeplessness,  &c. 

Detachment  of  the  retina  is  much  more  frequently 
associated  with  a  decrease  than  with  an  increase  of  the 
tension  of  the  eye,  the  usual  conditions  of  its  occurrence 
being,  I  believe,  essentially  opposed  to  the  glaucomatous 
process.  (^)  In  certain  instances  this  rule  fails,  and  we  see 
detachment  of  the  retina  preceding  or  accompanying  the 
onset  of  glaucoma — e.g.,  during  the  growth  of  tumours  of 
the  choroid,  and  after  the  occurrence  of  extensive  subretinal 
hasmorrhage.  (*) 

Aphakia,  like  the  last,  is,  I  believe,  in  itself  opposed  to 
the  occurrence  of  glaucoma ;  that  is  to  say,  in  removing  the 
lens,  especially  if  the  anterior  and  2^osterior  capsule  be 
divided,  we  remove  a  part  which  is  intimately  concerned  in 
certain  forms  of  glaucoma.  But  unfortunately,  altliough  the 
absence  of  the  lens  is,  per  se,  advantageous  in  this  respect, 
the  procedures  by  which  we  attempt  to  attain  this  are 
sometimes  very  much  the  reverse.  (^)  They  excite  secondary 
glaucoma,  I  believe,  by  iritic  complications.  I  have  never 
witnessed  the  development  of  glaucoma,  after  cataract 
extraction,  where  the  iris  has  remained  entirely  free  from 
injury   and   inflammation.      I   do   not   assert    that   such   a 

'  R.  L.  0.  H.  Reports,  V.  330.         "-  Handbucli  d.  g.  A.,  v.   1,  48. 
2    Section  IV.,   p.    138.        *   Case  7,  Section  VII. 
0  Case  36,  Section  VII.  ;  also  Section  V.,  p.  178. 
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sequence  is  impossible,  but,  on  theoretical  grounds,  I  believe 
it  to  be  unlikely  to  occur.  Cases  in  which  glaucoma  has 
been  established  lefore  extraction  of  the  lens  was  performed 
are,  of  course,  not  to  the  point. 
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SECTION    II. 


THE    ESTIMATION    OF    "TENSION." 

The  essence  of  glaucoma  is  an  increase  of  the  intraocular 
pressure.  In  the  study  of  this  disease,  therefore,  the  means 
by  which  changes  of  this  pressure  are  to  be  detected  are  of 
primary  importance  alike  to  the  practitioner  and  the 
pathologist. 

A  direct  measurement  of  the  hydrostatic  pressure  of  the 
contained  fluids  is  impossible  in  the  case  of  the  living  eye  ; 
we  have,  therefore,  to  content  ourselves  with  estimating  it 
indirectly  from  the  tension  of  the  tunics. 

Under  all  conditions  of  health  and  disease,  it  is  possible 
to  make  an  impression  in  the  tunics  by  external  pressure ; 
the  resistance  which  they  offer  is  the  measure  of  their  state 
of  tension,  and,  indirectly,  of  the  hydrostatic  pressure  within. 

The  readiest  and,  ordinarily,  the  best  means  of  estimating 
"  tension "  is  unquestionably  the  educated  touch  of  the 
surgeon. 

This  method  was  first  systematised  and  supplied  with 
symbols  for  the  record  of  results  by  Bowman.  (^)  The 
following  is  the  substance  of  his  instructions  :  The  patient 
is  told  to  close  the  eyes  gently,  as  if  asleep  ;  forcible  closure 
of  the  lids  raises  the  tension  of  the  eye,  and  renders  the  lids 
rigid,  and  thereby  vitiates  the  examination.  The  surgeon 
places  the  tips  of  the  two  index  fingers  upon  the  upper 
eyelid,  through  which  he  can  feel  the  upper  part  of  the  globe 

1  British  Medical  Journal,  October  11th,  1862. 
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behind  the  corneal  region.  One  finger  steadies  the  eye  by- 
pressing  against  it  with  a  suitable  degree  of  force,  while  the 
other  estimates  the  tension.  The  pressure  of  the  fingers 
should  alternate  somewhat  as  in  palpation  of  an  abscess 
suspected  of  containing  pus. 

Examinations  made  by  the  pressure  of  a  single  finger,  or 
even  with  two  fingers  of  the  same  hand,  though  sometimes 
practised  are  worthless.  The  following  are  the  symbols  and 
definitions  introduced  by  Bowman : — 

T  3.  Third  degree,  or  extreme  tension.      The  fingers 

cannot  dimple  the  eye  by  firm  pressure. 
T  2.  Second  degree,  or  considerable  tension.    The  finger 

can  slightly  impress  the  coats. 
T  1.  First    degree.       Slight   but  i^ositive   increase   of 

tension. 
T  1  ?.  Doubtful  if  tension  increased. 
T  n.  Tension  normal. 

—  T  1  ?  Doubtful  if  tension  be  less  than  natural. 

—  T  2.  First  degree  of  reduced  tension.      Slight  but 

positive  reduction  of  tension. 
/•  Successive  degrees  of  reduced  tension,  short 

—  T  2.  J  of  such    considerable  softness  of  the  eye  as 

—  T  3-  y  allows  the  finger  to  sink  into  the  coats.     It 

^  is  less  easy  to  define  these  by  words. 

[Like  many  others,  I  am  in  the  habit  of  placing  the  T 
first  in  all  cases,  and  of  using  the  sign  +  n.s  well  as  the 
sign  — .      Thus,  T  +  2,  T  +  1  ?,  T  —  2,  T  —  1  ?] 

This  mode  of  testing  and  recording  variations  of  tension 
has  done  excellent  service  in  oi)hthalmic  practice,  as  its 
general  adoption  testifies,  and  will  probably  continue  to 
be  the  one  best  suited  for  ordinary  use.  In  proportion, 
however,  as  the  essential  importance  of  such  variations 
has  become  apparent,  and  as  their  origin  has  baffled 
discovery,   has  it  become  evident   that  a  more  precise  test 
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is  to  be  desired  by  tbose  who  would  closely  study  the 
glaucomatous  process,  and  the  means  by  which  it  may  be 
controlled.  Especially  when  it  is  desired  to  test  the  validity 
of  opposing  views,  to  ascertain  the  value  or  worthlessness  of 
reputed  remedies,  medicinal  or  operative,  and  to  control  one's 
own  preconceived  opinions,  is  it  indispensable  to  employ  some 
method  which,  whether  more  accurate  or  not,  shall,  as  far 
as  possible,  eliminate  the  effect  of  the  investigator's  own 
wish  or  prejudice.  For  the  purposes  of  this  essay  I  have 
endeavoured,  during  the  last  nine  months,  to  check  off 
all  my  examinations  of  ocular  tension  by  the  mechanical 
methods  of  tonometry.  Mechanical  tension-measurers,  or 
tonometers,  of  various  forms  have  been  devised.  In 
fundamental  principle  the  mechanical  is  identical  with  the 
digital  method.  Pressure  is  made  upon  the  eye  so  as  to 
impress  its  surface,  and  the  relation  between  the  amount 
of  the  pressure  and  the  depth  of  the  impression  is  the 
measure  of  the  tension.  By  the  digital  method  these 
two  factors  are  estimated  by  the  sense  of  touch  alone ; 
by  the  mechanical  they  are  both — provided  the  tonometer 
be  worthy  of  its  name — indicated  as  known  amounts.  Even 
with  the  most  faultless  mechanical  appliance,  however,  it  is, 
and  must  always  remain,  impossible  to  accurately  ascertain  the 
essential  condition — i.e.,  the  amount  of  the  intraocular  pressure; 
and  for  this  reason,  that  there  is  no  constant  relation  between 
the  intraocular  pressure  and  the  tension  of  the  tunics. 

When  an  impression  is  made  in  the  sclera,  the  underlying 
fluid  is  displaced,  and,  being  incompressible,  must  be  found 
room  for  elsewhere.  The  ease  with  which  this  is  accomplished 
depends  chiefly  upon  the  degree  of  pressure  already  exercised 
upon  the  whole  internal  surface  of  the  sclera  by  the  contents 
of  the  eye,  but  not  upon  this  alone ;  it  is  modified  by  the 
following  circumstances  : —  (^) 

*  See  article  by  Monnik,  Arch.  f.  Ophth.,  XVI.,  i. 
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1.  Variations  in  the  elasticity  of  the  sclera.  If  the  ej^e 
were  a  perfect  sphere,  with  perfectly  incompressible  contents, 
and  perfectly  inextensible  tunics,  it  could  not  be  indented  or 
impressed  by  any  amount  of  pressure.  Its  ability  to  permit 
an  impression  manifestly  depends  on  the  stretching  power  of 
its  coats,  and  varies  therewith.  We  know  that  the  sclera 
varies  considerably  in  thickness  in  different  eyes,  even 
in  the  normal  state,  and  that  in  diseased  conditions  the 
variations  are  much  greater,  and  it  is  certain  that  such 
differences  modify  its  extensibility.  "We  know  also  that 
the  sclera  is  more  yielding  in  early  than  in  advanced 
life,  for  a  moderate  rise  of  internal  pressure,  which  in 
persons  beyond  the  period  of  childhood  does  not  enlarge 
the  globe,  suffices  in  young  persons  to  increase  it  greatly 
in  aU  diameters. 

2.  Varicctions  in  the  size  of  the  eye.  Other  things  being 
equal,  a  large  eye  will  accommodate  itself  more  easily  to  the 
displacement  of  a  given  amount  of  fluid  than  wiU  a  small 
one.  For  just  as  a  long  elastic  cord  will  be  more  lengthened 
by  a  given  weight  than  a  short  one,  so  will  a  sclera  of  large 
superficies  be  more  increased  in  area,  and  therefore  in 
capacity,  by  a  given  pressure  than  a  sclera  of  small 
superficies. 

3.  Variations  in  the  form  of  the  eye.  In  the  perfect  sphere 
the  ratio  of  content  to  superficies  is  at  the  maximum,  and  in 
proportion  as  the  form  departs  from  the  spherical  does  this 
ratio  alter  at  the  expense  of  the  content.  This  explains  the 
fact  that,  if  into  a  hollow  elastic  spheroid  fluid  be  forced 
under  constantly  increasing  pressure,  the  spheroid,  as  it 
enlarges,  tends  constantly  towards  the  form  of  a  sphere.  It 
is  manifest  that  an  eye  which  is  spheroidal  will  accommodate 
a  given  displacement  of  fluid  more  easily  than  one  which  is 
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spherical,  for  what  the  former  can  accomplish  by  a  slight 
change  of  form,  involves,  in  the  latter,  a  general  extension  of 
the  sclera. 

These  variations,  present  more  or  less  in  every  eye, 
involve  unavoidable  inaccuracy  in  the  estimation  of  the 
internal  pressure  from  the  resistance  of  the  tunics.  Thus, 
in  a  series  of  eyes  with  precisely  the  same  internal  pressure, 
other  things  being  equal,  the  old  offer  more  resistance  to 
an  impression  than  the  young  ;  the  small  than  the  large  ; 
the  spherical  than  the  spheroidal. 

Like  other  experimenters  in  tonometry,  I  have  found  that 
the  average  tension  of  the  sclera  increases  as  life  advances, 
but  I  do  not  feel  justified  in  asserting,  on  this  ground,  that  the 
intraocular  pressure  increases  in  the  same  way.  This  is 
manifestly  an  unsafe  conclusion,  seeing  that  decreased 
elasticity  produces  increased  resistance,  apart  from  change 
of  internal  pressure. 

Another  source  of  error,  which  appeared  to  me  to  be 
more  important  than  the  foregoing,  and  which  I  have  been 
at  some  pains  to  investigate  experimentally,  in  order  to 
ascertain  by  what  method  of  tonometry  it  might  best  be 
ne\itralised,  is  described  at  length  in  the  following  paragraphs. 

4.  Variations  in  the  curvat^tre  of  the  sclera  at  the  point  of 
impression.  The  amount  of  fluid  displaced  by  an  impression 
of  given  depth  is  greater  as  the  curvature  of  the  surface  is 
flatter ;  in  other  words,  the  displacement  varies  with  the 
radius  of  curvature  at  the  point  of  contact.  The  tonometrical 
error  involved  in  this  fact  will  be  best  explained  by  a 
diagram.  Let  figs.  1  and  2  represent  two  eyes  similar  in  size 
and  shape,  and  having  the  same  internal  pressicre^  and  let 
fig.  1  present  its  flatter  curvature,  fig.  2  its  sharper  curvature, 
to  the  points  of  external  pressure.  Now,  if  a  pressure,  say 
of    10  grammes,   be  applied    at    each  of  these  points,  the 
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impression  in  fig.  2  will  be  deeper  tlian  that  in  fig.  1 ;  or,  if 
an  impression  of  equal  deptli  be  made  in  each,  a  greater 
pressure  must  be  employed  for  fig.  1  than  for  fig.  2. 
Therefore,  whether  we  estimate  the  internal  pressures  from 
the  depths  of  the  impressions  in  the  first  case,  or  from  the 
2)ressu'res  employed  in  the  second,  we  shall  conclude  that 
eye  fig.  1  is  harder  than  eye  fig.  2.  My  tonometer,  like 
that  of  Monnik,  {})  has  three  points  of  contact  with  the  eye. 
A  central  one,  B  (fig.  3),  by  which  the  impression  is  made, 
and  two  outer  ones,  A  A,  which  serve  as  fixed  points  from 
which  to  measure  the  position  of  B.  Whatever  be  the 
position  of  B,  the  instrument  measures  and  indicates  the 
distance  at  which  it  stands  from  the  imaginary  chord  A  A. 
Tlius,  if  B  be  depressed  in  succession  to  B',  B",  the  instru- 
ment indicates  the  distances  B'  C,  B"  C.  If  no  pressure  be 
applied  at  B,  tlien  the  three  points  of  the  instrument  adopt 
themselves  to  the  curvature  of  the  eye,  and  measure  the 
distance  B  C — that  is,  the  versed  sine  of  the  arc  ABA. 
In  order  to  ascertain  the  depth  of  any  impression  from  the 
surface  two  measurements  are  necessary.  For  example,  to 
measure  the  depth  B  B',  it  is  necessary  firct  to  measure  the 
sine  B  C,  and  then  to  substract  ftom  this  the  distance  B'  C. 
In  like  manner,  to  measure  the  depth  B  B"  we  have  to  add 
B  C  and  C  B". 

This  general  explanation  holds  good  for  Monnik's  ton- 
ometer also.  His  system  of  measurement  is  this : — He 
depresses  B  in  every  case  to  a  point  (B")  -25  mm.  below  the 
chord  A  A,  and  reads  off  the  pressure  employed  in  so  doing. 
Now,  since  the  sine  B  C  varies  in  different  eyes,  it  is  manifest 
that  the  total  depression  of  B  {i.e.,  B  B")  wiU  vary  also  ;  that 
is  to  say,  the  impression  made  by  depressing  B  to  a  given 
distance  below  the  chord  will  have  a  different  depth  in 
different  eyes.  But  it  has  been  already  stated  that  a  given 
1  Arch.  f.  Ophth.,  XVI.,  1.  ^ 
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pressure  makes  a  deeper  impression  in  a  sharper  curvature 
than  in  a  flatter  curvature,  and  this  fact  tends,  as  Monnik 
points  out,  to  counteract  the  error  involved  in  his  system  of 
measurement. 

In  my  system  the  depth  of  the  impression  is  measured 
from  the  surface  instead  of  from  the  chord. 

The  question  as  to  the  relative  accuracy  of  the  two 
methods,  may  be  stated  thus :  Given  a  series  of  eyes  of 
different  curvatures — 

1.  If  B  he  depressed  in  each  to  a  point  situated  at  a 
given  distance  from  the  surface,  the  displace- 
ments of  fluid  vary. 

1.  If  B  he  depressed  in  each  to  ct  point  situated  at  a 
given  distance  from  the  chord,  the  displacements 
vary. 

In  ivhich  series  do  the  displacements  vary  the  most  ? 

Having  failed  to  obtain  a  mathematical  answer  to  this 
question,  I  have  endeavoured  to  solve  it  by  experiment,  as 
follows : — 

Experiment. — See  fig.  4. 

An  india-rubber  membrane  was  tied  water -tight  over  an  earthen  tea- 
pot, and  the  spout  of  the  latter  was  connected  by  an  india-rubber  tube 
with  a  horizontal  graduated  glass  tube,  fixed  at  a  vertical  height  of  50  mm. 
(2  ins.)  above  the  surface  of  the  membrane.  The  vessel  and  tube  were 
filled  with  water  so  that  the  upper  end  of  the  column  stood  near  the  left 
end  of  the  graduated  glass  tube.  Three  straws,  tipped  with  sealing-wax, 
rested  vertically  on  the  transverse  diameter  of  the  membrane,  and,  by 
means  of  needles  transfixing  them  near  their  upper  ends,  and  a 
millemetre  scale,  they  indicated  the  height,  or  sine,  of  the  arc  assumed 
by  the  india-rubber  membrane  under  the  influence  of  the  water  pressure 
beneath  it.  "When  the  central  straw  was  depressed  by  the  finger  to  a 
given  extent,  as  measured  by  the  vertical  scale,  an  impression  was  made 
in  the  membrane,  and  a  certain  i|uantity  of  water  was  displaced  from  the 
vessel  into  the  glass  tube  ;  its  amount  was  measured  by  the  scale  attached 
to  the  latter.  It  is  obvious  that,  as  the  glass  tube  was  open  at  the  distal 
end,  the  depression  of  the  membrane  would  not  raise  the  pressure  in  the 
vessel,  and  that  the  displaced  fluid  would  not  be  accommodated  by  a 
further  distension  of  the  membrane,  but  would  pass  in  equal  volume  into 
the  glass  tube. 
C 
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In  order  to  make  the  experiment  as  fair  as  possible,  dimensions  were 
adopted  proportionate  to  those  of  the  curvature  of  the  eye,  and  of  the 
tonometer.  The  distance  between  the  outer  straws  was  SO  mm. — i.e., 
ten  times  the  distance  between  the  outer  tonometer  rods.  The  mean 
height  of  the  curvature  of  the  membrane  was  5  mm. — i.e.,  ten  times  the 
height  of  the  average  sine  in  the  eye,  according  to  Monnik.  Monnik  states 
the  sine  for  the  outer  side  of  the  eye,  6  mm.  from  the  corneal  margin,  to 
be  on  the  average  '5  mm.  The  average  of  a  hundred  eyes,  measured  by 
myself,  at  a  point  4  mm.  below  the  cornea,  is  '61  mm.  These  results  are 
to  some  extent  mutually  corroborative,  seeing  that  the  curvature  is 
quicker  as  it  nears  the  cornea.  For  the  purpose  of  this  experiment  it 
was  more  correct  to  adopt  Monnik's  measurement. 

A  series  of  different  curvatures  in  the  membrane  was  obtained  by 
retying  it  a  little  slacker  or  a  little  tighter,  several  trials  being  generally 
necessary  before  precisely  the  desired  curvature  was  obtained. 

In  order  to  avoid  fallacy  from  permanent  stretching  and  change  of 
shape  in  the  membrane,  several  pieces  cut  from  the  same  sheet  were 
used  at  different  times  ;  but  the  precaution  appeared  to  be  unnecessary,  for 
the  elasticity  was  so  perfect  that,  after  having  been  tied  on  the  vessel  for 
twenty-four  hours  imder  50  mm.  of  water,  it  completely  recovered 
its  flatness  when  released,  and  showed  no  trace  of  extension.  A 
uniform  water  pressure  of  50  mm.  was  maintained  throughout  by  raising 
the  balanced  shelf  which  carried  the  vessel,  so  that  the  summit  of  the 
arc  stood,  in  every  case,  at  the  same  distance  below  the  glass  tube. 

The  series  of  curvatures  experimented  on  were  the  following  : — 

Sine     =     3   mm, 
=     4      ., 

n  =       5        II 

II       ^     6      II 

M  =  7  I, 

These  represent,  multiplied  by  ten,  the  average  sine  of  the  eye — '5  mm. — 
together  with  four  variations  therefrom,  two  greater  and  two  smaller. 

The  object  in  view  was,  with  each  sine,  to  make  a  series  of  depressions 
of  different  depths,  measured  from  the  surface,  and  a  second  series 
equivalent  to  them  measured /coHi  the  chord  ;  to  ascertain  the  amounts  of 
fluid  displaced  in  each  case  ;  and  to  show,  by  comparison,  in  which  series 
the  displacements  differed  the  most  from  those  obtained  with  the  average 
sine. 

With  each  different  sine  I  made  three  different  depressions  measured 
from  the  summit  of  the  arc,  and  three  eijuivalent  depressions  measured 
from  the  chord  ;  in  the  case  of  the  average  sine,  5  mm.,  these  impressions 
were  identical.     Thus,  with  sine   =   5  mm. — 

1.  Depression   to  2-5  mm.  )  _  (  Depression   to   2 '5   mm.    above 

below  summit  \       \  chord. 

2.  Depression   to   5      mm.  )  ^  j  Depression    to  0     mm.     above 

below  summit  \       \  chord— i.e.,  to  chord. 

3.  Depression   to  lb  mm.  )  _  4  Depression   to   2-5   mm.    below 

below  summit  \       \  chord. 
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In  the  case  of  other  sines,  the  depths  of  the  corresponding  impressions 
differed.  Each  observation  was  several  times  repeated,  and  the  displace- 
ments were  noted  in  every  instance.  The  following  table  exhibits  the 
results  ;  the  average  of  each  group  of  observations  is  placed  at  the  foot 
of  the  column  : — 


DISPLACEMENTS. 

SINE. 

Depression  to 

Depression  to 

Depression  to 

2 '5  mm. 

below 

summit. 

a. 

2 '5  mm. 

above 

chord. 

6. 

5  mm. 

below 

summit. 

c. 

0- 
above 
chord. 

d. 

75  mm. 

below 

summit. 

c. 

2 '5  mm. 

below 

chord. 

/. 

3  mm.   . . 

48 

8 

105 

54 

163 

Ill 

46 

8 

104 

54 

167 

113 

47 

104 

163 

45 
46 

8 

104 
104 

54 

163 
164 

112 

4  mm.  .. 

38 

19 

96 

73 

154 

128 

38 

19 

96 

71 

155 

129 

37 
38 

19 

96 
96 

72 

~72 

155 
155 

128 
128 

5  mm.   . . 

32 
31 
32 

89 

87 
87 

140 
143 
144 

32 

=  32 

90 

88 

=  88 

142 
142 

=   142 

6  mm.   . . 

32 

43 

72 

93 

127 

167 

30 

43 

74 

94 

129 

165 

28 
30 

43 
43 

75 
~74 

94 
94 

128 
128 

162 
164 

7  mm.  . . 

25 

61 

72 

107 

121 

172 

24 

60 

72 

107 

122 

174 

26 
25 

59 
60 

72 
"72 

110 
108 

122 
122 

176 

174 

In  the  first  place,  this  table  proves  the  statement  already  made,  that 
the  amount  of  fluid  displaced  by  an  impression  of  given  depth  is  greater 
as  the  curvature  of  the  surface  is  flatter.  For  example,  column  a  shows 
that  the  amount  displaced  by  an  impression  2  "5  mm.  deep  constantly 
decreases  as  the  sine  increases — i.  c,  as  the  curvature  becomes  sharper. 
Columns  c  and  e  exhibit  the  same  fact  with  deeper  impressions.     I  have 
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not  attempted  to  deduce  any  mathematical  formula  for  the  ratio  of  this 
decrease,  as  the  method  of  the  experiment  is  not  sufficiently  precise  for 
such  a  purpose,  but  the  unbroken  fall  in  each  of  these  three  columns 
amply  establishes  the  truth  of  the  statement  in  question. 

Secondly,  the  table  shows  that  if,  instead  of  measuring  from  the 
summit  of  the  arc,  we  make  the  depressions  in  each  case  to  the  same 
point  as  measured  from  the  chord,  then  the  displacement  varies  in  the 
opposite  direction ;  that  is,  the  displacement  increases  as  the  sine  increases, 
or  as  the  curvature  becomes  sharper.  Column  h  exhibits  this  increase  in 
a  series  of  impressions  made  in  each  case  to  a  point  2  ■  5  mm.  above  the 
chord.  Columns  d  and  /  show  the  same  thing  in  the  case  of  impressions 
made  to  the  chord,  and  to  a  point  2  '5  mm.  below  the  chord  respectively. 

Thirdly,  it  a})pears  that  if  we  take  the  displacements  in  the  case  of 
the  average  sines,  5  mm.,  as  the  standard  of  comparison,  the  variations 
from  this  standard  are  greater  in  the  series  measured  from  the  chord  than 
in  the  series  measured  from  the  summit.  The  variations  are  greatest  in 
the  shallowest  depressions  (column  h),  and  smallest  in  the  deepest 
depressions  (column  /). 

In  order  to  institute  a  fair  comparison  of  the  two  methods,  we  must 
consider  only  their  relative  accuracy  as  regards  deep  impressions,  for 
Mounik  always  employs  a  dej^ression  to  a  point  '25  mm.  below  the 
chord. 

On  comparing  columns  c  and/,  we  see  that  the  displacement  with  the 
average  sine,  5  mm.,  is  in  each  case  142,  while  the  maximum  and 
minimum  displacements  with  greater  and  smaller  sines  are — 

In  column  c         ...         164  and  122 
In  column  /        ...         174  and  112 

By  subtracting  the  extremes  from  the  average  displacements,  we  can 
compare  the  variations  incidental  to  each  system  of  measurement  ;  thus, 
in  measuring  from  the  summit : — 

Average.  Extremes.  Variations. 

142        —        164         =:         —     22 
142        —        122         =  +     20 

In  measusing  from  the  chord  : — 

Average.  Extremes.  Variations. 

142        —        174         =        —    32 
142        —        112         =  +     30 

That  is  to  say,  the  variations  by  tlie  former  method  are  less  than  the 
variations  by  the  latter,  in  the  proportion  of  about  2  to  3. 

The  foregoing  experiments  were  made  nearly  twelve 
months  ago,  with  a  view  to  ascertaining  in  what  way 
tonometrical  errors,  due  to  asymmetry  and  varying  size  of  the 
eye,  might  best  be  avoided.  The  results,  though  not  claiming 
to  be  mathematically  precise,  or  to  be  applicable  without  any 
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reservation  to  the  conditions  of  the  eye,  appeared  to  me  to 
show  the  necessity  of  adopting  a  system  of  measurement  in 
which  variations  of  curvature  are  not  neglected,  and  led  to 
the  employment  of  my  present  method. 

Subsequent  experience,  in  a  large  number  of  cases,  has 
proved  to  me  that  by  no  system  can  the  tonometer  yield  any 
but  approximate  indications.  It  is  in  consecutive  measure- 
ments of  the  same  eye,  under  various  conditions,  that  the 
indications  are  the  most  accurate,  and,  for  pathological  study, 
the  most  valuable ;  and  since  it  is  hardly  necessary  to  include 
the  slight  changes  of  curvature  due  to  alterations  of  tension 
within  short  periods  of  time,  I  am  now  less  inclined  to  insist 
upon  the  importance  of  measuring  the  height  of  the  arc  than 
I  formerly  was.  Still,  as  it  appears  that,  in  principle,  the 
method  which  I  have  adopted  is  the  more  accurate,  it  seems 
worth  while  to  record  the  experiments  which  led  to  that 
conclusion.     (See  note,  page  48.) 

5.  Variations  in  the  fulness  of  the  intraocular  vessels. 
Tlie  blood  within  the  eye,  like  the  fluid  humours,  is  practically 
incompressible  ;  but,  unlike  them,  it  is  not  limited  as  to 
movement  by  the  ocular  envelope.  Pressure  upon  the  eye  is 
transmitted  by  the  general  contents  to  the  outer  surface  of 
the  bloodvessels,  and,  by  retarding  the  inflowing  while  it 
accelerates  the  outflowing  streams,  diminishes  the  quantity  of 
blood  within  the  globe.  Thus  space  is  afforded  for  a  portion 
of  the  fluid  displaced  by  a  tonometrical  impression  ;  and 
since  the  reduction  in  the  amount  of  the  blood  must  depend 
to  some  extent  on  the  previous  state  of  fulness  or  emptiness 
of  the  vessels,  the  depth  of  the  tonometer  impression  will 
be  modified  by  the  state  of  the  internal  circulation  of  the 
eye.  It  is,  however,  I  think,  extremely  improbable  that 
any  appreciable  error  could  arise  from  this  cause.  The 
amount   of   blood  extruded  from   the    exterior   of    the    eye 


during  the  rapid  operation  of  a  tonometrical  measurement 
must  be  extremely  small,  whilst  variations  in  this  amount, 
with  which  alone  we  have  concern  here,  must  be  altogether 
insignificant. 

The  foregoing  considerations  show  that  the  resistance  of 
the  sclera  is  not  an  infallible  index  of  the  intraocular  pressure, 
and  consequently  that  the  tonometer,  however  faultless  in 
construction,  and  however  skilfully  applied,  cannot  determine 
this  pressure  with  absolute  accuracy.  But  since  the  same 
sources  of  error  beset  the  digital  method  as  have  been 
described  for  the  mechanical,  in  addition  to  one  or  two  others 
peculiar  to  itself,  especially  the  varying  thickness  and  firm- 
ness of  the  eyelid,  it  by  no  means  follows  that  the  mechanical 
method  is  useless.  My  own  experience  is  that  cases 
frequently  occur  in  which  the  tonometer  enables  one  to 
speak  with  confidence  as  to  the  presence  or  absence  of 
anomalies  of  tension,  which  without  its  aid  must  remain 
doubtful,  or  be  decided  rather  by  attendant  circumstances 
and  the  surgeon's  preconceived  ideas  as  to  the  nature  of  the 
maladies ;  and  that,  even  supposing  the  instrument  to  be 
incapable  of  discovering  changes  smaller  than  those  which 
practised  fingers  may  detect,  it  would  still  be  of  much  value 
as  a  controlling  test  in  cases  where  the  action  of  a  remedy  or 
the  effect  of  an  operation  is  on  its  trial,  and  \^'here  the 
opinions  of  skilled  investigators  are  in  conflict. 


A     NEW    TONOMETER. 


The  tonometer  with  which  all  the  measurements  recorded 
in  this  essay  were  made  is  represented  in  figs.  5,  C,  7.  The 
meclianism,  and,  to  a  certain  extent,   the  principle   of  the 
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instrument,  are  new.  The  design  is  my  own.  ABA  are 
three  light  ivory  rods,  parallel  throughout  their  whole  length, 
and  capable,  each  one,  of  independent  movement  in  the 
direction  of  its  length.  Their  anterior  ends  for  a  distance  of 
8  mm.  are  cylindrical,  and  slide  freely  in  holes  in  the  thin 
brass  plate  which  keeps  them  in  position.  Throughout  the 
rest  of  their  length  the  rods  are  flat.  A  slot  in  each,  near 
the  posterior  end,  and  a  pin,  D,  keeps  them  in  position. 
A  thread  is  knotted  into  a  hole  in  the  central  rod,  near  its 
hinder  end,  and  passes  forwards  beneath  it,  and  downwards 
over  a  small  ivory  pulley.  At  the  free  end  of  the  thread  is 
a  ring,  E,  into  which  a  10  gramme  weight  is  hooked.  When 
the  weight  is  attached,  the  central  rod  is  pressed  forward 
with  a  force  equal  to  10  grammes.  The  sectional  area  of  the 
tip  of  each  rod  equals  2  sq.  mm.  The  pin  P  is  the  centre  of 
movement  for  the  three  pointers  indicated  by  the  red  and 
blue  lines.  Each  pointer  may  be  described  as  a  bent  lever, 
of  which  the  pin  P  is  the  fulcrum,  a  fine  steel  wire  (indicated 
by  a  coloured  line)  the  long  arm,  and  the  short  projection,  E, 
at  right  angles  with  the  last,  the  short  arm.  The  lengths  of 
the  long  and  short  arms  are  as  twenty  to  one.  At  the 
posterior  end  of  each  of  the  ivory  rods  a  cross-piece  of  very 
thin  steel,  F,  is  attached  to  it.  Each  cross-piece  bears  against 
the  short  projection  of  one  of  the  pointers,  so  that  as  the 
rod  slides  backwards  the  corresponding  pointer  travels  along 
the  scale  which  lies  beneath  its  anterior  end.  For  the  sake 
of  clearness,  only  the  upper  of  the  three  cross-pieces  is 
shown  in  the  drawing.  The  movement  of  the  pointer  on 
the  scale  is  twenty  times  greater  than  that  of  the  corre- 
sponding ivory  rod.  The  scale  is  graduated  so  that  each 
degree  corresponds  to  a  movement  of  one-tenth  of  a 
millemetre   in   the   rods. 

It  must  be  observed  that  this  conversion  of  a  rectilinear 
into  an  angular  movement  involves  an  error,  for  the  ratio 


40 

varies  somewhat,  according  to  the  position  of  the  pointer. 
Tlie  whole  angle  through  wliich  the  pointers  travel  is, 
however,  so  small  that  the  error  is  practically  inappreciable. 
It  is  very  easy  to  adopt  a  means  of  graduating  the  scale 
which  shall  correct  this  error.  This  I  actually  did  in  my 
own  instrument,  but  no  perceptible  variation  in  the  size  of 
the  degrees  was  obtained  thereby.  The  body  of  the  instrument 
is  of  boxwood,  and  it  is  pTotected  by  a  brass  cover  as  far 
forward  as  the  scale.  In  fig.  5  it  is  represented  with  the 
cover  removed. 


ACTION    OF    THE    TONOMETER. 

When  the  tips  of  the  three  rods  are  brought  into  contact 
with  a  ^ilanc  surface,  and  their  direction  is  precisely  at 
right  angles  with  that  surface,  the  three  pointers  stand  over 
one  another ;  and  if  the  instrument  be  advanced,  so  as  to 
cause  the  rods  to  slide  back,  the  three  pointers  travel  across 
the  dial  together,  neither  getting  in  advance  of  the 
other. 

If  the  instrument  be  inclined  slightly  to  either  side,  the 
rod  of  that  side  is  pushed  back  the  most  of  the  three,  and  its 
pointer  travels  in  advance ;  the  rod  of  the  other  side  is 
pushed  back  the  least  of  the  three,  and  its  pointer  travels 
in  the  rear,  while  the  middle  rod  and  its  pointer  move 
intermediately^ 

So  long  as  the  pointer  of  the  middle  rotl  maintains  a 
position  equal  to  the  mean  of  tlic  position  of  the  other 
pointers,  we  know  that  the  surface  is  a  plane. 

When  the  instrument  is  applied  to  a  convex  surface,  the 
central  rod  and  its  pointer  (blue)  move  in  advance  of  the 
others.  The  two  pointers  (red)  follow  with  uniform  move- 
ment.    The  distance  between  the  blue  pointer  and  the  red 
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pointers  (or  their  mean  point,  if  tliey  are  not  together) 
indicates  the  advance  of  the  central  rod,  or,  in  other  words, 
the  sine  of  the  curve  to  which  the  rods  are  applied. 

Conversely,  if  the  instrument  be  applied  to  a  concave 
surface,  the  outer  rods  and  red  pointers  travel  in  advance, 
and  the  distance  between  their  mean  point  and  the  blue 
pointer  indicates  the  sine  of  the  curvature. 

Each  division  on  the  scale  measures  2  mm.,  and  therefore 
corresponds  to  movements  in  the  rods  of  "1  mm.  In  practice, 
I  find  it  necessary  to  read  smaller  measurements  than  tenths 
of  a  millemetre,  and  I  should,  therefore,  in  future,  subdivide 
these  divisions  ;  but  after  a  little  practice  it  is  so  easy  to  do 
this  w^th  the  unaided  eye,  that  I  have  not  as  yet  altered  my 
original  instrument. 

An  example  will  best  explain  the  system  on  which  a 
measurement  is  made.  Suppose  that  the  instrument  is 
applied  to  a  concave  surface,  and  moved  forward  until  all 
three  pointers  are  travelling  along  the  scale,  the  blue,  B,  in 
the  rear  of  the  red,  A  A.  If  it  be  now  removed,  the  three 
pointers  remain  stationary  at  the  several  points  which  they 
had  reached.  Suppose  that  B  be  found  to  stand  at  70,  and 
A  A  respectively  at  145  and  175  (fig.  5).  The  mean  of  145 
and  175  is  160.  By  suljtracting  this  from  70,  we  obtain  a 
difference  of  90,  and  we  know  that  the  arc  of  curvature  to 
which  the  instrument  was  applied  has  a  height  or  sine  equal 
to  nine-tenths  of  a  millemetre  ('90  mm.) 

To  measure  resistance  to  pressure — c.  g.,  the  tension  of 
the  eye — the  ten  gramme  weight  is  attached  to  the  ring. 
The  middle  rod  is  now  pushed  forward  by  a  force  equal  to 
10  grammes.  The  two  outer  rods,  as  before,  offer  no 
resistance,  excepting  friction,  and  move  back  as  soon  as  they 
are  brought  in  contact  with  the  surface  under  examination  ; 
the  middle  rod  makes  an  impression  in  the  surface,  and  only 
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moves  back  when  the  resistance  is  equal  to  the  pressure — 
that  is,  when  the  resistance  made  by  the  surface  at  the  point 
of  contact  is  equal  to  10  grammes.  The  depth  of  the 
impression  thus  produced  is  indicated  by  the  pointers,  as 
already  explained.  Figure  5  represents  diagramatically  the 
application  of  the  instrument  to  the  eye,  the  depth  of  the 
impression  being  exaggerated  for  the  sake  of  clearness. 


MODE    OF    APPLICATION    TO    THE    EYE. 

The  patient  is  seated  in  a  chair.  If  the  right  eye  is  to 
be  examined,  I  stand  behind  the  patient's  left  shoulder, 
steady  his  head  against  my  chest,  place  my  right  forefinger 
on  the  lower  eyelid,  depress  and  somewhat  evert  it,  and  tell 
the  patient  to  look  upwards.  By  this  means  the  sclera  is 
exposed  below  the  cornea  to  the  extent  of  5  mm.  With  the 
little  ivory  measure,  fig.  7,  held  in  the  left  hand,  I  then 
measure  off  on  the  sclera  a  point  4  mm.  below  the  corneal 
margin,  and  notice  a  bend  in  one  of  the  minute  vessels  by 
which  to  recognise  it  again.  Then  taking  the  tonometer  in 
my  left  hand,  in  the  first  instance  unweighted,  I  rest 
it  in  front,  where  it  is  hollowed  out  for  the  purpose, 
on  the  right  forefinger  which  is  depressing  the  lid, 
and  steady  the  left  hand  against  the  right.  In  this 
position  I  can  obtain  the  absolute  steadiness  which, 
in  the  case  of  my  instrument  at  least,  is  indispensable. 
Advancing  the  instrument  gently,  the  centre  rod  is  brought 
against  the  sclera  at  the  point  before  ascertained,  and  its 
pointer  begins  to  move  ;  as  soon  as  the  two  outer  pointers 
have  also  travelled  a  short  distance  along  the  scale — it  does 
not  matter  how  far — the  instrument  is  gently  removed.  The 
mean  i^oint  of  the  tw^o  red  pointers  is  noted  down  in  column 
A   of  the  note  book,  and  the  position  of  the  blue  one  in 
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columu  B.  Three  sucli  measurements  are  usually  made 
ill  succession.  The  weight  is  then  attached  to  the  ring,  and 
three  more  are  made  in  precisely  the  same  way. 


1 

a 

Unweighted. 

Sine  1 

Weight. 

Pit 

.— 1 .2 

above 

below 

®  t 

chord 

chord 

^  P. 

A 

B 

=  B-A 

A 

B 

=  A-B 

S 

r 

•50 

•100 

•50 

•82 

•58 

•24 

74 

John  J s. 

1 

Leh-i 

•58 

•111 

•53 

•74 

•52 

•22 

— 

Eyes  healthy. 

[ 

1 

•62 

•116 

•50    1 

•88 

•67 

•21 

•74 

Sarah  N m. 

' 

•47 

•105 

•58 

•62 

•67 

—•05 

•56 

Chronic  glauc.  P 

ight- 

•40 

•97 

•57 

•63 

•67 

—•04 

— 

after  iridectony. 

•81 

•142 

•61 

•63 

•65 

—•02 

•55 

1 

A  simple  subtraction  gives,  in  the  first  case,  the  height  of 
the  sine ;  in  the  second,  the  depth  of  the  pit  below  the  cliord. 
The  sum  of  these  two  results  gives  the  "  total  impres'sion." 


There  is  generally  some  difference  between  the  consecutive 
measurements,  and,  when  this  is  so,  the  highest  sine  and  the 
shalloivest  pit  are  selected  as  being  the  most  correct.  For  it 
is  manifest  that  any  unsteadiness  of  the  hand  in  applying  the 
instrument  will  affect  the  position  of  the  outer  rods,  one  or 
both,  more  than  that  of  the  centre  rod,  and  that  any  extra 
movement  of  either  outer  rod  will  make  the  sine  appear 
smaller,  or  the  pit  deeper,  as  the  case  may  be.  It  frequently 
happens  that,  if  this  selection  be  reversed,  and  the  loioest 
sine  be  added  to  the  deepest  pit,  the  result  is  identical  with 
that  obtained  in  the  opposite  way.  The  foregoing  cases  are 
examples  in  point.     In  each  case  the  highest  sine  and  the 
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shallowest  pit  are  once  undeiiiued ;  their  sum  is  equal  to 
that  obtained  by  adding  the  figures  which  are  tivice  under- 
lined, which  are  respectively  the  lowest  sine  and  the  deepest 
pit.  It  will  be  seen  that  in  the  second  case  (chronic  glaucoma) 
the  pit  below  the  chord  is  indicated  by  minus  quantities,  for 
the  middle  rod,  though  weighted,  does  not  reach  the  level  of 
the  two  outer  rods,  that  is  to  say,  the  "  pit  below  the  chord  " 
does  not  exist.  The  minimum  of  these  minus  quantities  is 
— "05,  the  maximum  — "02. 

The  estimation  of  "tension"  by  this  instrument  is,  it 
must  be  confessed,  a  tedious,  and,  apparently,  a  complicated 
process.  As  regards  the  reckoning  which  is  required,  a  little 
practice  has,  in  my  own  case,  rendered  it  easy  and  rapid ;  but 
the  necessity  for  recording  so  many  figures  is,  undoubtedly,  a 
disadvantage.  Up  to  the  present  time  I  have  had  no  practical 
experience  of  any  other  tonometer  than  my  own,  and  I  am 
far  from  wishing  to  undervalue  those  which  have  been 
designed  and  used  by  other  experimenters.  The  ingenious 
and  convenient  tonometer  of  Monnik,  described  by  him 
in  detail  in  Graefe's  Archives,  vol.  XVI.,  I.,  appears  to  be  an 
efficient  instrument,  and  to  have  yielded  to  its  author  some 
important  results.  That  my  own  is  practically  superior  to 
this,  I  am  by  no  means  in  a  position  to  assert ;  but  I  believe 
that  the  principle  upon  which  my  metliod  was  founded  is,  in 
certain  respects,  the  sounder  of  the  two.  It  has  already 
been  stated  that  the  tension  must  be  estimated  from  two 
data  : — 1.  Tlic  amount  of  jn^cssurc  employed  ;  2.  The  depth 
of  impression 'p'i'odueed  ;  Monnik  makes  a  uniform  impression, 
and  measures  the  pressure  employed.  I  employ  a  uniform 
pressure  and  measure  the  impression  produced.  It  appeared 
to  me,  in  view  of  the  sensibility  of  the  eye,  that  a 
uniform  pressure,  of  such  amount  as  experience  should 
show  to  be  readily  borne,  would  be  preferable  to  a  variable 
pressure  which  would  be  greatest  in  the  very  cases  where  it 
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miglit  be  most  objectionable — viz.,  acute  glaucoma,  witli 
severe  pain.  I  have  met  with  no  objection  to  the  employ- 
ment of  my  tonometer,  even  in  the  case  of  acute  glaucoma 
in  nervous  women,  and  am  constantly  answered  in  the 
negative  when  I  enquire  whether  its  application  is  painful. 
I  have  no  experience  of  the  comparative  merits  of  other 
tonometers  in  this  respect.  Again,  it  appeared  that  the 
unvarying  and  easily  ascertained  effect  of  a  weight  would  be 
preferable  to  the  less  constant  effect  of  an  elastic  spring, 
especially  as  some  arrangement  was  necessary  by  which  the 
agent,  whichever  it  might  be,  could  be  readily  thrown  in  or  out 
of  gear.  The  feature  in  my  instrument,  upon  which  I  lay  the 
most  stress,  however,  is  the  connection  of  each  of  the  outer 
rods.  A,  A,  with  a  separate  pointer.  This  complicates  the  read- 
ings, it  is  true,  but  greatly  increases  their  accuracy.  Experience 
shows  that  it  is  seldom  possible,  even  with  the  greatest  care 
to  bring  the  two  outer  rods  into  contact  with  the  sclera  at 
precisely  the  same  moment,  for  one  of  the  corresponding 
pointers  is  almost  always  left  more  or  less  in  advance  of  the 
other.  It  follows  that,  if  the  outer  rods  were  in  one  piece, 
like  a  fork,  so  that  the  contact  of  either  moves  a  pointer 
common  to  both,  as  is  the  case  in  Monnik's  tonometer,  an 
error  in  the  reading  must  occur  very  frequently — that  is  to 
say,  whenever  the  outer  points  do  not  reacli  the  sclera 
simultaneously,  the  sine  will  be  indicated  too  low,  or  the  pit 
too  deep,  as  the  case  may  be. 

The  following  table  of  measurements,  (^)  made  on  a  polished 
boxwood  cylinder,  under  the  most  favourable  conditions  as 
regards  position  and  steadiness  exhibits  the  necessity  of 
elmiinating  this  source  of  error.  The  positions  of  the  two 
red  points  (outer  rods)  were  noted  down  after  every  applica- 
tion, and  appear  in  the  columns  a  a.     It  will  be  seen  that 

^  See  p.  47. 
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only  thrice  (*)  in  the  twenty  measurements  did  they  exactly 
coincide ;  and  remembering  that  the  figures  in  the  first 
decimal  place  represent  the  position  of  the  rods  to  a  tenth  of 
a  millemetre,  =  -oi-^y  inch,  and  that  those  in  the  second  place 
represent,  though,  of  course,  not  with  any  precision, 
hundredths  of  a  millemetre  (25V0  inch),  it  is  manifestly 
impossible  to  bring  the  rods  into  contact  with  the  eye  with  a 
precision  at  all  approaching  that  which  these  readings 
represent. 

Of  the  twenty  measurements  of  the  sine,  column  B — A, 
the  maximum  is  '61  mm.,  the  minimum  '58  mm.,  giving  a 
difference  of  -03  mm.,  —  y|^  inch.  It  must  be  confessed,  in 
measuring  the  curves  ^nd  the  tension  of  the  eye,  a  series  of 
measurements  will  frequently,  though  not  always,  contain 
wider  differences  than  this  ;  but,  by  selecting  the  maximum 
sine  and  the  minimum  pit,  as  before  explained,  I  believe 
that  a  very  satisfactory  degree  of  accuracy  is  obtained. 

It  remains  only  to  state  the  amount  of  friction  in  my 
tonometer.  To  ascertain  this  I  placed  each  rod  in  succession 
against  the  long  vertical  indicator  of  a  very  sensitive 
pharmaceutical  balance,  taking  care  that  the  point  of  contact 
was  the  same  distance  from  the  fulcrum  as  the  point  on  the 
horizontal  bar,  from  which  the  pan  was  suspended.  By 
loading  tlie  scale,  the  weight  necessary  to  move  each  rod  was 
found.     The  resistance  was  as  follows  : — 

Each  outer  rod  ...         5  grains. 

Centre  rod       ...         ...         7  grains. 

The  greater  friction  of  the  centre  rod  is  attributable  to  the 
thread  attached  to  it. 
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Table  of  measurements  of  the  curvature  of  a  polished 
cylinder  of  boxwood,  made  to  ascertain  the  amount  of  error 
essential  to  the  tonometer  : — 


a. 

a. 

A. 

B. 

B— A. 

82 

102 

92 

117 

•25  mm. 

66 

82 

74 

101 

•27  .. 

79 

81 

80 

108 

•28  .. 

57 

67 

62 

87 

•25  .. 

99 

113 

106 

133 

•27  .. 

*  111 

*  111 

111 

.  137 

•26  ., 

100 

108 

104 

130 

•26  ,. 

117 

123 

120 

147 

•27  M 

120 

130 

125 

151 

•26  .1 

66 

76 

71 

98 

•27  .. 

*   77 

*   77 

77 

104 

•27  .. 

104 

112 

108 

135 

•27  .. 

83 

87 

85 

113 

•28  „ 

115 

119 

117 

143 

•26  .. 

120 

124 

122 

150 

•28  ., 

112 

120 

116 

143 

•27  .. 

*  109 

*  109 

109 

135 

•26  .. 

158 

166 

162 

188 

•26  .. 

112 

120 

116 

143 

•27  .. 

112 

118 

115 

142 

•27  .1 

Columns  a  a  denote  the  positions  on  the  scale  of  the 
two  pointers  corresponding  to  the  oute7'  rods. 
Column  A,  the  mean  position  of  these. 
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Column  B,  tlie  position  of  the  pointer  corresponding  to 
tlie  middle  rod. 

Column  B—A,  the  height  of  the  arc. 

The  extreme  measm-ements  are  "25  mm.,  -28  mm.  The 
difference  between  these  =  error  =  "03  mm. 

For  a  table  of  measurements  indicating  the  relation 
between  the  tonometer  readings  and  the  commonly  employed 
symbols,  see  Section  VII.,  page  276. 

Note.— Jiay,  1S79.  Having  quite  recently,  by  means  of  further  experi- 
ment, obtained  a  better  insight  than  before  into  the  relationship  between 
tonometrical  measurements  and  the  intraocular  pressure,  I  hasten,  just  as  these 
pages  are  going  to  press,  to  add  a  note,  which  is  to  some  extent  a  correction  of 
my  former  conclusions,  especially  as  to  the  relative  merits  of  the  methods 
adopted  by  ilonnik  and  myself.  In  the  previous  experiments  my  attention 
was  du'ected  to  the  relationship  between  the  depth  of  the  impression  and  the 
amount  of  fluid  displaced  under  various  curvatures  of  surface,  and  various 
pressures,  internal  and  external.  The  results  obtained  afforded  no  rule 
by  which  to  calculate  the  internal  pressure  from  the  two  known 
quantities — the  depth  of  the  impression  and  the  external  pressure  employed. 
I  now  find  that,  by  measuring  the  diameter  of  the  impression  instead  of  its 
depth,  we  obtain  a  nearer  approximation  to  such  a  rule. 

Certain  terms,  made  use  of  in  the  following  paragraphs  require  definition. 

If  to  the  surface  of  the  sphere  in  which  an  impression  is  produced  by 
external  pressure  we  imagine  a  plane  surface  to  be  applied,  the  line  of  contact 
is  a  circle.  The  term  imi^ression-plane  is  used  to  mean  the  imaginary  plane 
bounded  by  this  circle  ;  diameter  of  tlie  impression  to  mean  the  diameter  of 
this  circle  ;  depth  of  the  impression  to  mean  the  distance  from  the  bottom  of 
the  pit  to  the  summit  of  the  curve  in  its  normal  position.  The  pressure  upon 
the  internal  surface  of  the  sphere  is  increased  by  the  formation  of  an  impression 
in  its  surface,  unless  an  outlet  exist  through  which  a  portion  of  the  contents, 
equivalent  to  that  which  is  displaced  by  the  impression,  can  escape.  The 
term  initial  pressure  is  used  to  mean  that  which  is  present  previous  to,  and 
the  term  modified  pressure  to  mean  that  which  is  present  during  the  existence 
of  the  impression. 

The  following  rule  holds  good,  I  believe,  for  all  cases,  irrespective  of  the 
size  of  the  sphere,  the  amount  of  elasticity  possessed  by  its  walls,  and  the 
degrees  of  pressure,  internal  and  external.  It  assumes,  however,  a  perfect 
pliability  in  the  walls  : — 

Rule, — Tfie  external  pressure  eqiuils  the  internal  pressure  jter  unit 
of  area  multiplied  by  the  number  of  sicch  units  in  the  impression-plane. 

For  example,  if  a  weight  of  twenty  pounds  applied  externally  produce  an 
impression-plane  equal  to  twenty  square  inches,  the  internal  pressure 
equals  one  pound  per  square  inch.  Possibly  I  am  here  stating  that 
which  is    well    known,   or  even   self-evident,    to  mathematicians ;   but    in 
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tonometrical  studies  it  appears  hitherto  to  have  received  no  notice. 
Surmising  the  existence  of  such  an  equation,  and  being  unable  to  test  it 
mathematically,  I  did  so  by  experiment. 

Employing  the  apparatus  already  described  (fig.  IV.),  I  measured  the 
diameters  of  the  impressions  produced  by  a  series  of  known  weights.  The 
internal  pressure  was  produced  by  a  column  of  water  137  mm.  in  height, 
=  '005  oz.  per  square  mm.  This  initial  pressure  was  not  modified  by  the 
formation  of  the  impressions,  because  the  outlet  in  connection  with  the 
horizontal  tube  remained  open  throughout.  The  measurements  were  made 
by  blackening  the  surface  of  the  membrane  and  laying  upon  it  a  circular 
flat  card,  slit  half-way  across,  so  as  to  permit  of  its  passing  the  depressing 
rod.  By  this  means  a  circle  corresponding  to  the  circumference  of  the 
impression-plane,  was  printed  off  upon  the  card.  Very  accurate  measurements 
cannot  be  obtained  in  this  way  but  the  results,  as  shown  in  the  foUo^ving 
table,  are,  I  think,  sufficiently  approximate  to  establish  the  principle  : — 


Internal  Pressure  =  '005  oz.  per  square  mm. 


Weight 
employed. 

a. 


4 
6 
8 
10 
12 
14 
16 


oz. 


Diameter  of 

impression-plane, 

as  measured. 

h. 

33  mm. 

..       39  „ 

..       44  „ 

..       50  .. 

..       55  M 

..       60  „ 

..       65  n 


Area  of 
impression-plane . 


853-3 

sq.  m 

1194- 

1520-5 

1962-7 

2375-8 

2827-4 

3318-3 

Internal  pressure 

multiplied  by  area  of 

impression-plane. 

d. 

...       4.18  oz. 

...       5-97  II 

...       7-6  „ 

...      9-81  ., 

...  11-87  .. 

...  14-3  H 

...  16-59  n 


The  weights  with  which  the  depressing  rod  was  loaded  are  shown  in  column  a  ; 
the  diameters  of  the  impression-planes  obtained  by  measurement,  in  column 
b  ;  their  areas  obtained  by  multiplying  the  square  of  the  diam.  by  -7854,  in 
column  c  ;  multiplying  the  number  of  square  millimetres  in  each  impression 
plane  by  -005,  we  obtain  the  figures  shown  in  column  d.  According  to  the 
rule,  columns  a  and  d  should  be  identical.  Considering  the  absence  of 
precision  in  the  method  by  which  the  impression-planes  were  measured,  their 
correspondence  is  remarkably  close.  Other  measurements,  made  under 
differents  conditions  as  regards  internal  pressure  and  curvature  of  surface, 
yielded  closely  corresponding  results. 

If  we  attempt  to  apply  this  method  of  calculating  internal  pressure  to  the 
case  of  the  liNong  eye,  we  are  met  bj'  several  difficulties.  The  tonometer 
supplies  us  with  two  known  quantities — viz.  : 

1.  The  external  pressure  employed. 

2.  The  dejith  of  the  impression  produced. 

"We  require  to  know  also — 

3.  The  diameter  of  the  impression. 

4.  The  amount  of  rigidity  in  the  tunics,  i.e..  tlve  amounl  of  external 
pressure  which  would  be  necessary  to  produce  this  impression-platie  in 
the  absence  of  internal  pressure. 

And,  lastly,  we  require  to  know — 
D 
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5.   The  difference   hetivccn   the  initial  2}rcssurc   and  tJie  modified 
pressure  ; 
for,  from  the  data  1,  3,  and  4,  we  could  calculate  only  the  modified  pressure 
present   during  the  application  of  the  tonometer,  whereas  it  is  the  initial 
pressure  which  we  desire  to  know. 

To  what  extent  can  we  ascertain  the  values  of  these  unknown  quantities  ? 

A  direct  measurement  of  the  diameter  of  the  impression  appears  unattain- 
able by  any  possible  contrivance.  Can  we,  in  any  given  case,  deduce  the 
diameter  from  the  depth  ?  I  find  by  experiment  that,  in  the  case  of  any 
given  sphere,  the  ratio  between  the  diameter  and  depth  of  an  impression 
varies  in  impressions  of  different  depths.  In  the  case  of  a  large  india-rubber 
ball  of  considerable  rigidity,  I  find  that  if  the  dr2Hh  of  the  impression  =  -^ 
diam.  of  sphere,  its  diameter  is  about  eight  times  greater  ;  if  -^,  about  six 
times  ;  if  -5^,  about  five  times.  The  ratio  for  an  impression  in  the  tunics  of 
the  eye  could  only  be  ascertained  by  experiment  on  the  dead  subject.  If  we 
connect  the  vitreous  chamber  with  a  column  of  water  of  known  height,  we 
know  the  internal  pressure  ;  if  we  then,  with  a  known  external  pressure, 
make  an  impression  of  known  depth,  we  can  calculate  the  area,  and 
thence  the  diameter,  of  the  impression-plane,  and  thereby  ascertain  the  ratio 
between  the  diameter  and  the  depth  of  this  particular  impression.  If  we 
now  in  every  case  produce  an  impression  of  this  depth,  we  know  (assuming 
similar  size  and  shape  in  the  eyes)  the  diameter  and  the  area  of  the 
impression-plane. 

The  error  due  to  rigidity  of  the  tunics  can  also  only  be  ascertained  by 
experiment  on  the  dead  subject.  If  we  establish,  by  means  of  a  column  of 
■water,  a  pressure  =  0  in  the  vitreous  chamber,  we  can  then  ascertain  the 
pressure  which  is  required  to  overcome  the  rigidity  of  the  tunics  in  making 
an  impression  of  any  given  depth.  This  amount  must  be  subtracted  from 
the  external  pressure  emploj'ed  before  including  the  latter  in  any  calculation. 

Finally,  the  difference  between  the  initial  and  the  modified  pressure  must  in 
like  manner  be  determined  by  experiment.  If  we  connect  a  column  of  water 
with  the  vitreous  chamber,  and  then,  after  closing  the  outlet,  produce  a 
known  impression  by  means  of  a  known  weight,  the  column  represents  the 
initial  pressure.  If  we  then  raise  the  column  to  such  a  height  that,  the 
outlet  heiny  open,  the  same  weight  produces  the  same  impression  as  before, 
the  exalted  column  represents  the  modified  pressure  as  it  existed  in  the 
former  instance  with  closed  outlet. 

Supposing  the  foregoing  data  to  be  obaincd,  the  tonometer  would  enable 
us  to  calculate  the  intraocular  pressure.  Let  me  give  an  illustration, 
although  certain  of  the  data  are  wanting. 

A  weight  of  10  grammes  produces,  in  the  average  healthy  eye,  an 
impression  '8  mm.  deep.  (This  is  the  actual  fact  according  to  my  own 
measurements.)  Now,  '8  mm.  =  -jV  diameter  of  the  eye.  Let  us  therefore 
assume,  following  the  indications  of  the  india-rubber  ball,  that  the 
diameter  of  the  impression  =  6  times  its  depth ;  then  diameter  of 
impression  =  '8  mm.  x  6  =  4 "8  mm.  ;  and  area  of  impression»plane  ==4.8 
squared  x   7854  =  18  square  mm. 
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From  the  10  gramme  weight  we  must  suhtrcact  the  amount  expeuded  in 
overcoming  the  rigdity  of  the  tunics — say  1  gramme — and  we  have  effective 
weight  =  9  grammes. 

Then,  by  the  rule,  internal  pressure  per  sq.  millemetre  =  f's  gramme 
=  "5  gramme.  Now,  "5  gramme  per  sq.  millemetre  =  pressure  of  50 
centimetres  of  water. 

This,  then,  according  to  our  calculation,  is  the  internal  pressure  of  the 
normal  eye  during  the  application  of  the  tonometer. 

How  much  must  we  subtract  from  this  in  order  to  obtain  the  initial 
pressure  ?  I  will  not  even  hazard  a  guess  in  answer  to  this  question,  but 
will  point  out  that  the  normal  intraocular  pressure,  as  determined  by  purely 
experimental  methods',  appears  to  be  equal  to  about  30  centimetres  oftoater.{^) 
Our  calculation,  although  including  some  very  uncertain  data,  has  thus  led 
to  a  result  which  is  probably  not  very  far  removed  from  the  truth. 

My  intention  in  setting  forth  this  method  of  calculation  has  not  been  to 
hold  out  the  hope  that  the  tonometer  will  in  the  future  be  an  exact  indicator 
of  the  intraocular  pressure,  for  so  long  as  eyes  differ  in  size,  shape,  rigidity, 
and  elasticity,  exactitude  will  be  unattainable  ;  but  rather  to  lay  down  a 
principle  which  shall  enable  us  to  perceive  where  mathematical  certainty 
ends  and  where  physiological  uncertainty  begins. 

As  a  practical  outcome  of  the  investigation,  I  submit  the  following 
conclusions  : — 

The  employment  of  a  uniform  impression  (Monnik's  tonometer)  affords  a 
simpler  basis  for  calculation  of  the  internal  pressure  than  does  the  employ- 
ment of  a  uniform  weight  (my  tonometer).  The  former  system  has,  moreover, 
a  practical  advantage — viz.,  that  the  sensitiveness  ot  the  instrument  increases 
with  every  rise  of  the  intraocular  pressure  ;  it  varies,  in  fact,  with  the 
amount  of  the  difference  between  the  initial  and  the  moditied  pressure,  and 
thus  increases  with  the  tension  of  the  tunics. 

If  an  impression  of  '8  mm.  (or  '75  mm.  Monnik)  be  adopted  for  all  cases, 
the  distance  between  the  outer  rods  of  the  tonometer  need  not  be  more  than 
6  mm.,  for  the  diameter  of  such  an  impression  is  certainly  less  than  this. 
This  reduction  in  the  chord  would  diminish  the  average  sine  from  '5  mm.  to 
•3  mm.,  and  would  diminish  its  variations  by  one  half,  in  which  case  they 
might  probably  be  neglected  with  advantage,  certainly  with  much  less 
disadvantage  than  when  the  chord  of  '8  mm.  is  employed,  as  in  Monnik's 
and  my  own  tonometer. 

When  leisure  and  opportunity  permit,  I  hope  to  work  out  experimentally 
the  average  values  of  the  unknown  quantities  set  forth  above,  and  to 
remodel  my  tonometer  in  conformity  with  these  later  conclusions. 

1  Section  IV.,  p.  97. 
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SECTION     III. 


THE    SYMPTOMS    OF    GLAUCOMA. 

Glaucoma  is  characterised  by  one  constant  and  essential 
symptom — increased  tension  of  the  eyeball.  Let  this  physical 
condition  be  added  to  any  eye,  healthy  or  diseased,  and 
straightway  it  becomes  glaucomatous,  and  will,  under  con- 
tinuance of  the  pressure,  manifest  those  changes  which  are 
peculiar  to  the  disease.  On  the  other  hand,  let  the  excess  of 
pressure  be  taken  away  from  the  glaucomatous  eye,  and, 
whatever  morbid  processes  or  structural  changes  may  be  left, 
glaucoma  exists  in  it  no  longer.  Glaucoma  is,  then,  strictly 
speaking,  a  symptom — a  complex  one,  truly,  but  still  a 
symptom — of  certain  hidden  processes  which  lead  to  excess  of 
pressure  within  the  eye. 

Those  forms  of  the  disease  in  which  increase  of  tension 
is  the  first  discoverable  change  are  termed  primary,  whilst 
those  in  which  it  has  been  preceded  by  other  evident  morbid 
processes  are  classed  together  as  secondary,  or  consecutive. 

Primary  glaucoma  is  the  uncomplicated  type,  and  is  very 
generally  to  be  understood  when  the  word  glaucoma  is  used 
without  a  qualifying  adjective.  The  long  series  of  symptoms, 
subjective  and  objective,  met  with  in  this  disease,  are 
referable,  perhaps  without  exception,  to  the  fundamental 
change — the  increase  of  pressure  within  the  eyeball ;  and  the 
varying  degrees  of  intensity  which  tliey  manifest  depend 
upon  the  rapidity  with  which  the  pressure  rises,  and  the 
height  to  which  it  reaches. 
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In  accordance  with  these  variations  we  recognise  three 
forms  of  primary  glaucoma — the  chronic,  the  siib-aciite,  and 
the  acute.  Continental  writers  commonly  employ  the  terms 
simple,  chronic-inflammatory,  and  acute-inflammatory,  but 
these  are  not  free  from  objection  on  pathological  grounds. 
Von  Wecker  expresses  the  same  differences  more  happily  by 
tlie  words  irritative  and  non-irritative.  Each  possesses 
distinctive  clinical  features,  but  is  not  divided  from  the  next 
by  any  hard  and  fast  line.  I  propose,  in  the  first  place,  to 
describe  the  general  characters  of  each  form,  and  subsequently 
to  analyse  more  closely  certain  of  the  individual  symptoms. 

Chronic  glaucoma  begins  almost  imperceptibly,  progresses 
slowly,  with  little  tendency  to  exacerbation  or  remission,  and 
leads  inevitably,  unless  arrested  by  treatment,  to  blindness. 
The  patient,  when  first  seen  by  the  surgeon,  is  usually  at 
least  fifty  years  of  age.  He  complains  of  a  dimness  of  sight, 
which  has  come  on  gradually  in  one,  or  in  both  eyes.  One 
eye  is  almost  invariably  somewhat  worse  than  the  other  in 
this  respect,  and  amongst  the  poorer  classes__  relief  is 
frequently  unsought  until  the  second  eye  is  seriously 
impaired  ;  indeed,  it  occasionally  happens  with  unobservant 
persons  that  one  eye  is  blind,  or  nearly  so,  before  its  owner 
discovers  that  anything  is  going  wrong.  "We  are  frequently 
told,  if  the  question  is  asked,  that  spectacles  have  been  used 
from  an  early  age,  and  that  recently  they  have  been  changed 
for  stronger  ones,  once  or  more,  with  only  temporary  benefit. 
The  patient  complains  of  little  or  no  pain  in  the  eyes,  but 
will  perhaps  have  suffered  more  or  less  pain  in  the  temples, 
forehead,  or  face.  On  examining  the  functions  of  the  eyes, 
we  find  the  range  of  accommodation  small  in  proportion  to 
the  age,  if  not  totally  wanting  ;  the  acuity  of  vision  more  or 
less  impaired  ;  and  the  field  of  vision  peripherally  contracted 
— a  sign  that  the  corresponding  portion  of  the  retina  is  no 
longer    sensitive.       A    subjective    phenomenon   frequently. 
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tlioiigli  not  constantly,  met  with,  is  the  appearance  of  a  ring 
of  prismatic  colours  around  any  luminous  object  at  which  the 
patient  looks.  Externally  the  eyes  exhibit  little  or  nothing 
amiss.  The  episcleral  vessels — anterior  ciliary  arteries  and 
veins — which,  especially  the  latter,  are  barely  visible  in  the 
healthy  eye,  are  usually  somewhat  enlarged,  and  appear  as 
four  single  or  double  trunks  opposite  the  insertions  of  the 
four  recti  muscles.  The  depth  of  the  anterior  chamber  is 
reduced  by  an  advance  of  the  lens  and  iris  towards  the 
cornea.  The  jjupil  is  frequently  large  in  proportion  to  the 
age  of  the  patient,  and  responds  imperfectly  to  light ;  but 
this  is  by  no  means  a  constant  symptom.  The  tension  of  the 
cychall  is  increased.  The  excess  at  first  may  be  so  slight 
that,  apart  from  other  symptoms,  it  would  hardly  justify  a 
diagnosis,  and  yet  it  may  suffice,  if  continuous,  to  induce 
the  whole  chain  of  secondary  changes  ;  and,  on  the  other 
hand,  it  may,  in  the  later  stages,  amount  almost  to  stony 
hardness,  and  yet,  if  its  advance  have  been  even  and  slow, 
it  may  be  entirely  unaccompanied  by  pain,  and  alter  the 
appearance  of  the  eye  but  little.  It  is,  however,  in  every 
form  of  glaucoma,  the  chief  diagnostic  symptom.  The  second 
in  importance  is  revealed  by  the  ophthalmoscope.  The  optic 
disc,  and  the  vessels  lying  on  it,  exhibit  changes  which  are 
quite  characteristic  of  glaucoma.  As  the  result  of  pressure, 
and  consequent  atrophy  of  tissue,  the  disc  is  depressed  to  a 
lower  level  than  that  of  the  sm'rounding  retina — it  becomes 
excavated,  or  "  cupped."  The  rim  of  the  cup  is  firmer,  and, 
consequently  yields  less  than  the  other  parts,  so  that  it  comes 
gradually  to  be  undermined  in  such  a  way  that  the  sides  of 
the  cup  a,re  hidden  from  the  observer's  view  by  the  over- 
hanging margin.  The  undermining  is  made  evident  by  the 
interrupted  course  of  the  vessels,  which,  visible  at  the  bottom 
of  the  cup,  are  lost  to  view  as  they  ascend  the  sides,  and 
reappear,  changed  as  to  number  and  position,  as  they  bend 
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rouud  the  rim  of  the  cup  to  gain  the  retina  (figs.  47,  49). 
The  excavation  of  the  disc  involves  its  whole  area  quite  up 
to  the  scleral  margin — a  point  of  much  importance  in  the 
differential  diagnosis  betvv^een  this  and  other  forms  of 
cupping.  Around  the  margin  of  the  disc  there  is  almost 
always  a  narrow  circle  of  rather  irregular  contour  and 
of  a  lighter  colour  than  the  adjoining  parts — a  circumscribed 
choroidal  atrophy.  The  vessels  of  the  disc  and  retina  exhibit 
changes  as  regards  size,  course,  and  pulsation.  Those  portions 
of  the  veins  which  traverse  the  retina  are  generally  enlarged, 
and  sometimes  tortuous,  whilst  the  portions  situated  within 
the  hollow  of  the  disc  may  be  reduced  in  size.  The  arteries 
are  usually  reduced  in  size  throughout,  but  not  to  any  great 
extent  in  the  earlier  stages  of  the  disease.  In  advanced 
glaucoma,  accompanied  by  elongation  of  the  eyeball,  all  the 
retinal  vessels  are  attenuated  (figs.  48,  49).  The  peculiar 
interruption  of  course  which  the  bloodvessels  appear  to 
undergo  at  the  margin  of  the  disc  has  already  been  mentioned. 
There  is  frequently  another  abnormality  of  distribution — 
namely,  a  displacement  of  all  the  vascular  trunks  towards 
the  nasal  side  of  the  disc,  or,  if  viewed  by  the  indirect  method, 
an  apparent  outward  displacement.  Pulsation  of  one  or  more 
of  the  venous  trunks  on  the  disc  is '  commonly  to  be  seen 
in  glaucoma,  and,  if  not  present,  may  readily  be  induced  by 
light  pressure  on  the  eyeball ;  but  it  has  little  diagnostic 
value,  for  it  occurs  in  eyes  of  normal  tension  under  certain 
circumstances,  which  will  be  discussed  later  on.  Pulsation 
of  the  arteries  of  the  disc  is  a  more  trustworthy  sign  of 
increased  pressure  within  the  eye,  but  this,  too,  is 
occasionally  seen  in  connection  with-  other  conditions, 
and    is  absent   in  many   glaucomatous   eyes. 

The  whole  of  these  symptoms  are  not  to  be  met  with  in 
every  case  of  chronic  glaucoma,  nor  are  they  necessary  for 
the  recognition  of  the  disease.     By  far  the  most  significant 
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are  tlie  increase  of  tension,  the  cupping  of  the  disc,  and  the 
contraction  of  the  field  of  vision. 

Siib-acute  glaucoma  is  characterised  by  the  intermittent 
nature  of  its  course.  It  may  he  described  as  chronic 
glaucoma,  plus  periodic  exacerbations,  of  an  irritative,  quasi- 
inflammatory  type.  The  symptoms  coincident  with  each 
of  these  attacks  are  as  follows : — 

A  rise  of  tension,  remarkable  rather  for  the  rapidity  of 
its  occurrence  than  for  its  amount,  is  the  most  important, 
inasmuch  as  it  is  the  precursor  and  cause  of  the  others. 
There  is  a  rather  sudden  obscuration  of  vision,  amounting 
sometimes  only  to  a  mistiness,  sometimes  to  almost  total 
darkness.  A  ring  of  colours  around  luminous  objects  is 
generally  perceived.  Pain  is  felt  in  the  eye,  and  often  in  the 
forehead  and  the  temple.  The  conjunctiva  is  injected,  the 
anterior  ciliary  vessels  are  engorged  and  tortuous.  The  pupil 
is  unusually  large  and  sluggish,  and  the  anterior  chamber 
shallow.  On  attempting  to  view  the  fundus  of  the  eye  with 
the  ophthalmoscope  during  such  an  attack,  w^e  observe  some 
impairment  of  the  normal  transparency  of  the  cornea,  a 
change  which  has  been  generally  attributed  to  turbidity  of 
the  media,  but  on  insufficient  grounds. 

After  these  symptoms  have  persisted  for  some  hours,  or  it 
it  may  be  for  a  day  or  two,  the  attack  subsides.  The  first 
few  attacks  may  leave  the  eye  apparently  but  little  damaged, 
but  with  their  repetition  the  glaucomatous  state  becomes 
permanently  established.  The  tension  remains  persistently 
in  excess,  the  optic  disc  succumbs  to  pressure  and  becomes 
cupped,  and  all  the  other  changes  already  described  ensue. 
Each  occurrence  tends  to  intensify  the  mischief  and  to  render 
the  subsequent  remission  less  complete.  Months  may  elapse 
between,  and  during  the  quiescent  period  the  eye  may 
exhibit  only  such  symptoms  as  are  met  with  in  the 
earliest  stages  of  chronic  glaucoma ;   or,  on  the  other  hand, 
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the  attackvS  may  recur  from  day  to  day,  and  rapidly  produce 
destructive  changes.  The  acuter  symptoms  tend  to  become 
persistent ;  the  enlargement  and  tortuosity  of  the  episcleral 
vessels  increase  ;  the  pupil  remains  large  and  fixed,  in  shape 
frequently  oval  rather  than  round ;  the  tissue  of  the  iris 
atrophies ;  the  disc  is  deeply  excavated  with  extensive 
destruction  of  its  nerve  fibres ;  pain  is  frequent  and  severe  ; 
and  sight,  long  since  limited  to  a  small  central  area  of  the 
retina,  is  totally  extinguished,  though  subjective  phenomena 
simulating  light  may  still  continue. 

The  structural  changes  which  ensue  still  later,  in  this  and 
in  other  varieties  of  glaucoma,  will  be  described  in  another 
place.  (^) 

Acute  (jlaucoma  is  distinguished  from  the  varieties  already 
noticed  by  the  suddenness  of  its  onset,  the  intensity  of  all  its 
symptoms,  and  its  little  tendency  to  spontaneous  remission. 
While  chronic  glaucoma  is  liable  to  be  mistaken  for  simple 
atrophy  of  the  optic  nerve,  acute  glaucoma  simulates  a 
general  inflammation  of  the  eyeball.  The  resemljlance, 
although  only  superficial,  has  led  too  often  to  disastrous 
results.  Here,  again,  it  cannot  be  too  forcibly  reiterated  that 
the  whole  malady  depends  upon  excessive  pressure  within 
the  eyeball.  We  have  here  to  deal  with  no  true  inflammation, 
and  cannot  cure  the  disease  by  any  antiphlogistic  measures — 
as  many  a  patient  could  testify  in  years  gone  by  ;  a  lowering 
of  the  pressure,  and  that  only,  can  break  the  chain  of  evil  con- 
sequences. The  onset  of  the  attack  is  frequently  at  night, 
or  in  the  early  morning,  while  the  patient  is  in  bed,  and 
appears  in  many  cases  to  be  immediately  induced  by  some 
form  of  exhausting  nervous  excitement,  such  as  anger,  grief, 
or  prolonged  anxiety.  The  patient  states  that  she — acute 
glaucoma  is  somewhat  more  frequent  in  women  than  in 
men — that   she   was  seized  with  sudden  pain  in   the  eye, 

^  See  "Absolute  Glaucoma,"  p.  60. 
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wliicli  soon  extended  to  the  forehead  and  temple,  or  even 
affected  the  whole  side  of  the  head  and  face  ;  that  this  grew 
more  and  more  severe  hour  after  hour,  and  seemed  almost  to 
blind  the  eye ;  that  vomiting  set  in,  and  that  in  a  few  hours 
she  was  reduced  to  a  state  of  utter  misery  and  prostration. 
The  ocular  changes  during  such  an  attack  as  this  are  very 
striking.  The  eyelids  are  somewhat  swelled,  the  conjunctiva 
reddened,  and  perhaps  cedematoiis ;  the  scleral  vessels  are 
much  injected,  not  only  as  regards  the  four  groups  of  epis- 
cleral vessels,  which  are  prominent  in  the  less  acute  forms  of 
the  disease,  but  as  a  general  hypersemia  over  the  whole  surface 
of  the  membrane,  and  especially  in  the  neighbourhood  of  the 
cornea.  In  the  most  severe  cases  a  protrusion  of  the  eyeball 
is  discoverable.  The  tears  flow  profusely,  and  the  eye,  though 
nearly  blind,  is  intolerant  of  light.  The  cornea  has  lost  its 
polish,  and  "  looks  like  a  glass  which  has  been  breathed 
upon,"  and,  provided  a  high  degree  of  tension  has  already 
persisted  some  time,  its  sensitiveness  to  touch  is  generally 
diminished  or  lost.  The  pupil  is  widely  dilated  and  totally 
inactive — a  condition  which  at  once  indicates  that  we  have 
before  us  no  ordinary  inflammation;  it  has,  moreover,  a 
grayish  or  greenish  hue,  instead  of  the  black  of  the  normal 
eye.  Telling  the  patient  to  look  downwards,  and  placing  the 
tips  of  the  two  forefingers  upon  the  upper  eyelid,  we  find 
the  eyeball  almost  stomj  hard  The  vision  of  the  affected 
eye  is  always  much  impaired.  In  very  acute  cases  it  may,  in 
the  course  of  a  few  hours,  be  reduced  to  the  barest  perception 
of  light,  or  it  may  be  totally  extinguished ;  more  frequently, 
a  day  or  two,  or  more,  must  pass  without  relief  before  this 
state  is  reached.  The  field  of  vision,  tested  by  the  move- 
ments of  a  candle  before  the  eye,  or  by  throwing  light  upon 
it  from  various  points  by  means  of  the  ophthalmoscope, 
will  be  found  reduced  in  size.  On  attempting  an  ophthal- 
moscopic examination  of  the  fundus  we  are  baflled,  in  spite 
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of  the  dilatation  of  the  pupil,  by  the  imperfect  reflex.  If  a 
view  of  the  optic  disc  can  be  obtained,  signs  of  obstruction  to 
the  circulation  will  be  discovered ;  the  arteries  are  small,  and 
almost  empty  themselves  by  a  regurgitation  of  blood  during 
each  ebb  of  the  arterial  wave  ;  the  veins  are  engorged,  and 
their  main  trunks,  close  to  the  centre  of  the  disc,  collapse 
with  each  arterial  pulse.  Enlargement  of  the  veins  is  not 
invariably  present,  however.  In  a  case  of  acute  glaucoma, 
induced  in  a  predisposed  eye  by  the  use  of  atropine,  I 
observed  the  disc  to  be  pale,  and  both  arteries  and 
veins  to  be  reduced  in  size  (see  case  19,  appendix).  If 
the  fundus  can  be  thoroughly  examined,  extravasations  of 
blood  situated  in  the  choroid  or  retina  may  sometimes  be 
discovered,  though  they  are  less  frequent  during  the  advance 
of  the  disease  than  subsequent  to  its  relief  by  iridectomy, 
when  a  lowering  of  the  pressure  external  to  the  vessels 
causes  them  to  rupture. 

Excavation  of  the  disc  is  not  to  be  discovered  during  or 
after  a  first  attack  of  acute  gloucoma,  unless  the  outbreak 
has  been  preceded  by  a  chronic  excess  of  pressure  of  some 
months'  duration.  As  will  appear  later,  cupping  of  the  disc 
cannot  be  looked  upon  as  a  purely  mechanical  result  of 
exalted  pressure ;  it  probably  implies  atrophic  changes  which, 
though  essentially  due  to  pressure,  take  time  for  their 
development. 

Hmmorrhagic  glaucoma. — In  certain  cases  of  glaucoma,  a 
tendency  to  intraocular  haemorrhage  is  an  early  and  prominent 
feature  ;  so  much  so,  indeed,  that  a  distinct  variety  of  the 
disease  has  been  descriljed  as  hemorrhagic  glaucoma.  For 
clinical  purposes  the  distinction  is  useful,  inasmuch  as  the 
proclivity  to  rupture  manifested  by  the  vessels  renders  the 
sudden  lowering  of  ocular  pressure  by  iridectomy 
extremely  hazardous,  and  may,  consequently,  counterindicate 
the  operation.     Pathologically,  these  cases  appear  to  differ 
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from  tlie  others  chiefly  in  being  complicated  with  advanced 
degeneration  of  the  blood-vessels.  The  subjects  of  this  form 
of  glaucoma  "  suffer  from  the  head  symptoms  usual  in 
sclerosis  of  the  cerebral  arteries,  and  often  die  from  apoplexy 
tolerably  soon  after  the  commencement  of  the  disease."  (^) 

Numerous  minute  aneurismal  dilatations  and  varicosities 
have  been  discovered  in  tlie  retinal  vessels  in  such  cases,  and 
these,  under  the  conditions  of  obstruction  brought  about  by 
rise  of  the  intraocular  pressure,  are  prone  to  rupture.  Hence 
it  happens  that  heemorrhage  is  sometimes  the  first  sign  of 
mischief,  the  excess  of  tension  being  still  too  slight  to  have 
called  attention  by  the  production  of  other  symptoms,  and 
being  barely  discoverable  with  the  finger.  The  development 
of  higher  tension  with  all  the  other  symptoms  of  glaucoma,  a 
little  later,  will  not  unfrequently  establish  tlie  true  nature  of 
the  case.  Such  cases  hold  a  doubtful  place  between  the 
classes  of  primary  and  secondary  glaucoma.  If  we  hold,  in 
accordance  with  what  has  just  been  said,  that  a  rise  of 
pressure  precedes  the  extravasation,  they  belong  to  the 
former ;  while  if  the  rise  of  pressure  first  becomes  positive  at 
a  later  period,  and  is  a  consequence  of  the  haemorrhage,  then 
they  must  be  placed  in  the  latter  group.  The  pathology  of 
haemorrhage  in  glaucoma  will  be  more  fully  dealt  with  in 
another  section.  (^) 

Absolute  glaucoma. — The  condition  of  a  glaucomatous 
eye  which  has  already  passed  unrelieved  into  total  and 
irremediable  darkness  is  thus  designated.  The  ultimate  effects 
upon  the  eyeball  of  an  excess  of  internal  pressure  are 
manifested  in  this  stage.  They  are  chiefly  alterations  in  the 
size  and  shape  of  the  organ,  dependent  upon  degeneration  of 
its  tissues.  The  symptoms  belonging  to  the  absolute  stage  of 
glaucoma  vary  somewhat   in   accordance  with  the  previous 

1  V.  Gvaefe.     See  translation  II.  L.  0.  H.  Reports,  VII.,  95. 
-  See  Sectiou  V.,  p.  187. 
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character  of  the  disease.  If  it  have  been  chronic  throughout, 
the  eye,  though  totally  blind,  may  appear  at  first  glance  to 
be  perfectly  healthy,  and  may  be  entirely  free  from  pain. 
Its  extreme  hardness  to  the  touch,  however,  at  once  declares 
the  cause  of  the  blindness,  and  the  ophthalmoscope  reveals  a 
deep  excavation  of  the  optic  nerve,  with  contracted  arteries, 
and  a  surrounding  ring  of  choroidal  atrophy.  The  anterior 
chamber  is  usually  shallow,  but  the  pupil,  even  in  this  stage, 
is  not  always  dilated  ;  it  may  be  of  normal  size,  and  retain 
its  power  of  consensual  action.  Occasionally  the  anterior 
chamber  appears  of  normal  or  more  than  normal  depth,  and 
the  iris  is  traversed  by  one  or  more  large  blood-vessels.  (^) 
In  this  condition  an  eye  blinded  by  chronic  glaucoma  may 
remain  for  years  without  undergoing  any  visible  external 
change ;  ultimately,  however,  it  will  almost  certainly  suffer 
certain  of  the  alterations  described  below.  When  the  course 
of  the  disease  has  been  sub-acute  or  acute,  the  ultimate 
changes  are  usually  much  more  prominent.  The  anterior 
ciliary  vessels  are  large,  tortuous,  and  of  a  deep  purplish  red 
colour,  the  large  trunks  appearing  in  front  of  the  insertions 
of  the  recti  muscle,  and  ramifying  and  inosculating  as  they 
approach  the  sitaation  where  they  perforate  the  sclera.  Their 
appearance  is  all  the  more  striking  because  the  general 
surface  of  the  sclera  is  unduly  pale  and  the  conjunctiva 
thin.  The  transparency  of  the  cornea  is  more  or  less 
impaired,  its  epithelium  is  thickened,  rough,  and  sometimes 
raised  in  little  vesicles  ;  and  the  true  corneal  tissue  is  often 
more  or  less  densely  opaque,  especially  throughout  that 
portion  exposed  by  the  opening  of  the  eyelids.  Its  sensibilty 
is  greatly  lowered  or  abolished.  If  the  structures  behind  the 
cornea  are  visible,  the  iris  is  seen  to  be  reduced  to  a  narrow 
circle  by  reason  of  the  wide  dilatation  of  the  pupil ;  its 
characteristic    markings    are   gone,    and    at    the    peripheral 

1  Section  VII.,  case  22,  fig,  42. 
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line  it  is  in  contact  with  the  cornea,  its  surface  being  altered 
in  colour  by  destruction  of  the  epitlielium.  The  lens  sooner 
or  later  becomes  cataractous,  and,  provided  the  cornea  be 
transparent,  is  then  strikingly  conspicuous,  by  reason  of  its 
advanced  position  and  the  wide  dilatation  of  the  pupil.  It  is 
most  important,  however,  to  remember  that,  in  any  stage  of 
glaucoma,  the  lens  may  appear  at  first  sight  to  be  cataractous 
when  it  is  not  so.  The  inexperienced  observer  may  well  be 
astonished  to  find  that  he  can  view  with  the  ophthalmoscope 
the  minutest  details  of  the  fundus  through  a  crystalline  lens, 
which  to  the  naked  eye  looks  like  a  cataract  almost  ready 
for  extraction.  At  every  ophthalmic  institution,  probably, 
instances  of  bitter  disappointment  due  to  previous 
mistakes  in  diagnosis  from  this  cause  are  witnessed : 
patients  suffering  from  advanced  glaucoma,  but  hoping 
to  be  cured  of  what  they  have  been  told  is  cataract, 
have  to  be  informed  that  their  malady  has  been  mistaken, 
and  is  in  an  incurable  stage.  In  those  cases  in  which  the 
lens  becomes  really  cataractous  the  opacity  is  often  extreme, 
having  a  brilliant  white  or  yellowish  appearance,  such  as 
occurs  in  the  secondary  cataract  associated  with  disease  in 
the  ciliary  region.  Pain  often  continues  long  after  the  total 
extinction  of  sight.  This  is  so  chiefly  when  the  disease  has 
previously  run  a  sub-acute  or  acute  course,  with  sudden 
painful  exacerbations.  So  long  as  the  sensory  nerves  retain 
their  function,  and  the  conditions  capable  of  inducing  sudden 
rise  of  tension  persist,  so  long  will  tlie  eye  be  liable  to  pain. 
It  is  chiefly  for  the  relief  of  this  that  advice  is  sought  when 
glaucoma  is  already  absolute.  Subjective  visual  sensations 
are  not  infrequent  long  after  the  eye  is  blind,  and  these  also, 
though  more  rarely,  may  bring  the  patient  to  the  surgeon,  in 
the  vain  hope  that  they  indicate  a  chance  of  improvement. 

The  last  stage  of  glaucoma  is  marked  by  changes  in  the 
size  and  shape  of  the  eyeball.     These  occur  in  two  opposite 
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directions,  according  to  wlietlier  the  integrity  of  the  tunics 
or  the  processes  of  secretion  within  hold  out  the  longer.  If 
secretion  persist  in  suflicient  amount,  the  eyeball  gradually 
enlarges,  the  tunics  are  thinned,  the  curvature  of  the  cornea 
flattens  and  approximates  to  that  of  the  sclerotic,  the  ciliary 
sclera  is  extremely  attenuated,  and  has  a  bluish  look  in  con- 
sequence, and  the  conjunctiva  is  atrophied  and  rotten.  Instead 
of  a  general  enlargement,  or  simultaneously  with  it,  a  more 
circumscribed  bulging  of  the  sclera  frequently  occurs  in  one 
or  more  places.  Such  a  weakened  state  of  the  tunics  is  liable 
to  lead  to  rupture.  This  occurs  usually  during  some  excessive 
muscular  effort — such  as  coughing,  sneezing,  or  the  like — 
which  is  accompanied  with  forcible  contraction  of  the 
eyelids  ;  it  is  followed  by  profuse  h?eniorrhage  from  the 
eyeball,  and  generally  causes  violent  pain  until  the  distended 
tunics  are  relieved  by  the  free  escape  of  blood.  Ultimately 
the  eyeball  coUapses  and  contracts  to  a  small  size,  in  which 
condition  it  may  unfortunately  still  be  liable  to  recurrences 
of  pain.  Q)  If,  on  the  other  hand,  the  atrophy  of  the 
intraocular  vessels,  especially  those  of  the  ciliary  processes, 
have  proceeded  in  advanc2  of  the  wasting  of  the  sclera, 
so  that  the  secretion  of  the  intraocular  fluids  is  insufficient 
to  cause  extension  of  the  latter,  changes  of  an  opposite  kind 
occur — viz.,  shrinking,  with  loss  of  tension.  The  cornea 
contracts  in  all  diameters,  the  sclera  is  indented  by  the 
traction  of  the  tendons  of  the  recti,  its  resistance  to  the 
finger  is  greatly  lessened,  and  a  small,  atrophic,  sunken  eye 
remains.  Even  in  this  condition  also  there  is  sometimes  a 
liability  to  attacks  of  pain.  Inflammation  of  the  choroid, 
followed  by  ulceration  and  rupture  of  the  cornea,  extrusion 
of  necrosed  tissues,  and  even  hemorrhage  of  considerable 
amount,  may  complete  the  destructive  process. 

1  Case  23,  Section  YIL 
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SYMPTOMS    OF    SECONDARY    GLAUCOMA. 

The  symptoms  of  secondary  glaucoma  are  essentially  tlie 
same  as  those  already  described  as  belonging  to  the  primary 
form,  for  the  cause  is  identical  in  the  two  cases — an  excess 
of  pressure  within  the  eye — but  they  are  necessarily  modified 
or  masked  by  the  other  changes  present.  To  the  description 
already  given  I  shall,  therefore,  add  only  a  brief  notice  of 
these  modifications. 

A  rise  of  the  tension  of  the  eye  above  the  normal  limits  is 
the  essential  and  characteristic  symptom.  It  has  the  same 
importance,  and  must  be  investigated  in  the  same  way,  as 
when  it  is  the  primary  symptom. 

Anomalies  of  accommodation  are  seldom  discoverable,  by 
reason  of  antecedent  changes  affecting  the  cornea,  iris, 
lens,  &c. 

Changes  of  refixiction,  for  the  same  reason,  are  not  often 
observed.  In  young  people,  however,  in  whom  the  persistence 
of  high  pressure  invariably  increases  the  size  of  the  eyeball — 
the  so-called  buphthalmos — the  production  of  extreme  myopia 
may  occasionally  be  demonstrated,  when  the  condition  of  the 
media  will  allow.  (^) 

Im])airmcnt  of  vision  is  usually  extreme,  for,  in  addition 
to  the  pressure  upon  the  retina,  there  are  usually  present 
conditions  affecting  the  transparency  of  the  cornea,  lens,  or 
vitreous,  and  the  patency  of  the  pupil.  Such  eyes  often 
come  to  total  blindness,  and  it  is  sometimes  a  question  of 
importance  whether  this  depends  upon  pressure  or  upon 
obstruction  in  the  path  of  the  rays  of  light.  Persons 
occasionally  present  themselves   whose   blindness,  optically 

*  Case  4,  Section  VII.,  specimen  4. 
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considered,  might  be  remediable  were  it  not  physiologically 
hopeless.  Especially  is  this  the  case  after  neglected  iritis. 
The  margin  of  the  pupil  becomes  adherent  throughout  to  the 
lens  capsule ;  fluid  collecting  behind  the  iris  bulges  it  forward 
till  its  periphery  touches  the  cornea  ;  from  that  moment 
glaucomatous  complications  supervene,  the  function  of  the 
retina  succumbs,  and  the  eye  becomes  hopelessly  blind.  The 
formation  of  an  artificial  pupil  which,  earlier  in  the  disease, 
would  have  lowered  the  tension  and  readmitted  the  light, 
and  thus  preserved  a  useful  organ,  is  now  no  longer  able  to 
restore  the  sight. 

Iridescent  vision  is  occasionally  met  with — e.  g.,  in  the 
secondary  glaucoma  of  myopics.  Usually  the  optical 
conditions  are  too  much  deranged  to  allow  of  its  occurrence. 

Contraction  of  the  field  of  vision  probably  occurs  precisely 
as  in  primary  glaucoma,  in  such  cases  as  do  not  previously 
involve  disease  of  the  retina.  In  one  of  my  own  cases  of 
buphthalmos  with  high  tension,  perception  of  light  was 
retained  only  in  a  very  small  area  of  the  retina,  corre- 
sponding, as  far  as  one  could  tell,  with  the  situation  of  the 
yeUow  spot.  {}) 

Pain  is  a  very  frequent  symptom.  In  many  cases  it  has 
been  already  present  as  a  part  of  the  original  malady,  and  is 
then  invariably  intensfied  by  the  onset  of  the  glaucomatous 
attack.  As  already  stated,  its  intensity  depends  much  upon 
the  rapidity  with  which  the  tension  increases.  Very  severe 
pain  accompanies  the  onset  of  glaucoma  during  attacks  of 
iritis,  with  occlusion  of  the  pupil.  (^)  Intense  pain,  with 
vomiting  and  prostration,  are  induced  by  simple  displacement 
of  the  lens  into  the  anterior  chamber,  in  the  absence  of  any 
injury    or    previous    inflammation.  (^)      The    same    occurs 

1  Case  1,  Sectiou  VII,         ^  q^^  28,  Section  VII. 

"  Cases  24,  25,  Section  VII. 
E 
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during  the  liigli  tension  produced  by  effusion  of  blooJ  into 
tlie  chambers,  or  between  the  tunics.  (^)  Wlien  the  tension 
rises  gTcadually  and  only  to  a  moderate  degree,  as  in  some 
cases  of  intraocular  tumour,  and  in  myopia  with  glau- 
comatous complication  in  elderly  people,  the  pain  is  trivial. 

Shallowness  of  the  anterior  chamber  is  present  in  many 
cases.  Total  abolition  of  the  chamber,  by  compression  of  the 
iris  and  lens  against  the  posterior  surface  of  the  cornea,  may 
often  be  observed  on  making  a  section  through  eyes  which 
have  been  excised  for  absolute  glaucoma  originating  in  iritic 
adhesions  with  lens  or  cornea  ;  but  this  condition  is  usually 
masked,  during  the  life  of  the  eye,  by  opacity  of  the  cornea. 
As  a  warning  that  glaucomatous  complications  are  likely  to 
arise,  an  advanced  position  of  the  iris,  whether  due  to  the 
direct  pressure  of  the  lens  or  to  the  accumulation  of  fluid 
imprisoned  between  the  iris  and  the  lens,  is  a  symptom  of 
much  importance. 

Dilatation  of  the  pupil  only  occurs  in  the  absence  of 
synechia — i.e.,  in  the  minority  of  cases  of  secondary  glaucoma. 
It  is  generally  to  be  observed  during  an  attack  of  serous 
iritis,  and  will  be  found  to  occur  simultaneously  with  the 
increase  of  tension.  During  the  growth  of  intraocular 
tumours,  a  wide  dilatation  of  the  pupil,  due  to  the  amaurotic 
state  of  the  detached  retina,  occurs  independently  of  excess 
of  tension,  but  the  dilatation  becomes  still  more  extreme 
when  glaucomatous  complications  supervene.  In  such  cases 
we  see  the  iris  reduced  to  a  mere  dark  line  behind  the 
periphery  of  the  cornea. 

Dilatation  of  the  episcleral  vessels  is  one  of  the  most 
prominent  symptoms  of   the  secondary  as  of   the  primary 

*  Case  7,  Section  VII. 
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form  of  glaucoma.  It  is  especially  well  seeu  in  tlie  later 
stages — absolute  glaucoma — when  the  general  redness  of  the 
conjuuctiva  and  sclera,  from  iritis,  &c.,  has  subsided.  A 
single  glance  at  a  blind  eye  in  M"hich  this  condition  is  well 
marked  sometimes  convinces  the  surgeon  that  excess  of 
pressure  has  been  the  cause  of  blindness.  It  is,  however, 
not  an  absolutely  certain  indication.  In  a  case  of  complete 
destruction  of  both  corncce  by  small  pox,  idtimately  resulting 
in  repair  by  opaque  cicatrices,  in  which  no  trace  of  the  tissue 
or  the  form  of  the  cornea  was  visible,  the  episcleral  vessels 
were  enormously  enlarged  in  both  eyes,  and  presented  an 
almost  exactly  similar  appearance  in  each.  One  eye  was 
excessively  hard,  the  other  as  remarkably  soft.  The  vascular 
dilatation  was  probably,  in  the  latter  case,  a  remnant  of  a 
former  glaucomatous  condition. 

Cupping  of  the  optic  disc  occurs  sooner  or  later  in  every 
instance  of  persistently  excessive  tension.  In  eyes  excised 
on  account  of  secondary  glaucoma  it  is  constantly  to  be 
discovered  on  section,  if  the  tension  has  been  in  excess  for 
some  months  previously.  As  a  symptom  during  the  life  of 
the  eye  it  is  very  frequently  beyond  the  reach  of  observation, 
by  reason  of  obstructions  of  the  pupil,  &c.,  but,  when 
discoverable,  is  always  of  value  as  an  indication  of  the  share 
which  pressure  has  had  in  producing  the  impairment  of 
vision.  Fig.  48  represents  the  disc  in  a  case  of  buphthalmos, 
and  fig.  49  in  a  case  of  myopia  with  excess  of  tension.  The 
similarity  in  the  two  drawings  is  striking,  and  depends  upon 
the  fact  that  in  both  cases  the  eyeball  had  undergone  much 
elongation,  with  attenuation  and  atrophy  of  the  tunics.  The 
small  size  of  the  blood-vessels,  and  the  remarkable  absence  of 
sharp  curves  or  tortuosities  in  their  course,  are  noteworthy 
indications  of  the  stretching  to  which  they  have  been 
gradually  subjected.      Speaking  of   cupping  of  the  disc  in 
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association  with  posterior  staphyloma,  v.  Graefe  says,  "  the 
excavation  of  the  optic  nerve  is  never  so  strikingly  and 
clearly  marked  in  these  cases  as  where  there  is  no  posterior 
staphyloma.  .  .  The  sclerotic  around  the  optic  nerve 
is  diseased,  and  hence,  its  power  of  resistance  approximating 
to  that  of  the  entrance  of  the  optic  nerve  far  more  than 
in  the  normal  eye,  there  cannot  be  formed  by  pressure  a 
deep  cavity  in  the  papilla,  but  only  a  shallow  depression, 
with  a  little  displacement  of  the  vessels  at  its  margin."  (^) 

Changes  in  the  form  of  the.  glole  occur  as  the  ultimate 
effects  of  pressure  in  secondary  as  in  primary  glaucoma  ; 
indeed,  their  varieties  are  more  numerous  and  irregular  in  the 
secondary  form,  because  of  its  frequent  connection  with 
inflammations  and  mechanical  injuries  of  the  tunics.  Thus, 
localised  staphyloma,  single  or  multiple,  occurs  in  the  ciliary 
region  or  at  the  equator  when  an  inflammation  of  the  uveal 
tract,  involving  also  the  sclera  and  retina,  is  complicated 
with  excess  of  pressure.  Again,  partial  or  total  staphyloma 
of  the  cornea,  or  of  the  cicatricial  tissue  which  replaces  it 
after  ulceration  or  injury,  is  a  frequent  condition  in 
secondary  glaucoma.  Such  prominences  are  not  certain 
indications  of  excess  of  pressure  from  within,  for  they  may 
occur  merely  under  the  action  of  the  normal  pressure  upon 
weakened  tunics,  but  they  should  always  suggest  an 
examination  for  the  presence  of  morbid  tension. 

The  ultimate  fate  of  such  eyes,  if  the  glaucomatous  con- 
dition pass  unrelieved,  differs  little  from  that  to  which  primary 
glaucoma  leads,  as  already  described.  The  tendency  to  loss  of 
tension,  with  detachment  of  the  retina  and  shrinking  of  the 
eyeball,  is  probably  more  frequent  in  this  class  of  cases  than  in 
the  primary,  because  of  the  common  occurrence  of  conditions 
which  diminish  or  arrest  the  intraocular  secretion-processes, 

*  V.  Graefe  on  Glaucoma,  New  Syd.  Society,  p.  375. 
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especially  inflammatory  disorganisation  of  tlie  ciliary  body. 
Destruction  of  the  eye  in  the  opposite  way — namely,  by 
distention,  attenuation,  rupture,  and  collapse — may  also  occur. 
Eyes  blinded  by  secondary  glaucoma  should  be,  and  usually 
are,  excised  before  such  a  result  is  reached.  They  are  capable, 
in  many  instances,  of  exciting  sympathetic  inflammation  in 
the  fellow  eye. 


ANALYSIS    OF   THE    SYMPTOMS   OF   GLAUCOMA. 

In  order  to  test  experimentally  the  supposed  causal 
relationship  between  increased  intraocular  pressure  and 
certain  of  the  phenomena  observed  in  glaucoma,  I  have 
constructed  an  apparatus  by  which  the  living  eye  may  be 
subjected  to  pressure  of  known  amount,  variable  at  pleasure, 
for  any  desired  period  of  time,  while  at  the  same  time  sub- 
jective and  objective  examinations  of  the  organ  may  be  made. 

Fig.  8  represents  diagramatically  a  side  view  of  the  apparatus,  a 
portion  of  the  frame,  which  would  otherwise  hide  the  face,  being  removed. 
The  head  is  fixed  steadily  by  means  of  adjustable  supports,  a,  a,  for  the 
chin  and  forehead.  Pressure  is  made  upon  the  eyeball  by  means  of  a 
polished  wooden  ring,  shown  in  section  and  with  exact  dimensions  in 
fig.  9  The  radius  of  the  concavity  which  is  towards  the  eye  is  14  mm. 
^i.  e.,  2  mm.  in  excess  of  the  average  radius  of  the  sclera— so  as  to  allow 
for  the  thickness  of  the  eyelids;  the  hole  is  12  mm.  in  diameter — i.  e., 
the  average  diameter  of  the  cornea.  This  wooden  ring  is  carried  by  a 
rigid  wire,  fixed  into  a  light  wooden  bar,  c,  which  oscillates  upon  a 
fulcrum  situated  vertically  above  the  eye.  The  bar  carries  a  movable 
weight,  and  is  graduated  so  as  to  indicate  the  pressure  which  this 
weight  exercises,  through  the  medium  of  the  ring,  irpon  the  eye.  The 
bar  is  so  balanced  that,  in  the  absence  of  the  weight,  the  ring  hangs  close 
in  front  of  the  eye,  but  without  contact.  When  the  weight  is  on  the  bar, 
the  ring  compresses  the  eyeball  through  the  lids  without  obstructing  the 
entrance  of  light.  A  string  attached  to  the  other  end  of  the  bar  enables 
the  person  under  examination  to  remove  the  pressure  and  to  reapply  it  at 
pleasure.  For  the  examination  of  refraction  and  accommodation,  a 
graduated  scale,  d,  carrying  a  sliding  block,  e,  provided  with  a  sight- 
object,  is  fixed  before  the  eye.  The  block  is  moved  to  and  fro  by  the 
person  under  examination,   by  means  of  a  string  and  counterweight,  /. 
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In  ascertaining  the  position  of  tlie  far  point,  a  convex  lens,  g,  is  placed 
before  the  eye.  In  order  to  measure  variations  in  the  size  of  the  pupil 
I  availed  myself  of  the  ingenious  method  devised  by  Landolt.  ( ^ )  A 
double  prism  is  fixed  upon  the  sliding  block.  The  observer,  looking 
from  the  other  end  of  the  graduated  bar,  through  the  prism,  sees  two 
images  of  the  pupil.  The  prism  is  moved  nearer  to  or  further  from  the 
eye  by  the  observer,  until  the  two  images  of  the  pupil  exactly  touch 
without  overlapping  ;  its  position  on  the  scale  is  then  read  off,  and 
indicates,  in  accordance  with  values  previously  ascertained  for  each 
degree  of  the  scale,  a  given  deflection — i.  e.,  the  diameter  of  the  pupil. 

1.  Diminution  of  the  range  of  accommodation  never  fails 
to  accompany  the  onset  of  glaucoma  in  sucli  eyes  as 
previously  possessed  accommodative  power.  In  the  old, 
where  extreme  presbyopia  already  exists,  it  is  not  discover- 
able, but  in  early  middle  life  a  retrocession  of  the  near  point, 
to  the  extent  of  several  inches,  representing  a  loss  of 
accommodation  equivalent  to  a  lens  of  20  or  15  inches  focus, 
occurs  with  even  a  moderate  rise  of  tension,  while,  during  an 
acute  attack  of  glaucoma,  the  accommodative  power  appears 
to  be  entirely  abolished.  By  experiment  with  the  pressure 
apparatus  already  described,  I  have  obtained  strong 
evidence  that  the  excess  of  j^ressure  is  the  direct  cause  of 
the  limitation.  I  accurately  ascertained  the  positions  of  the 
far  and  near  points  of  my  own  right  eye- — first  in  the  normal 
condition,  then  under  a  pressure  of  40  grammes.  In  measuring 
the  far  point  a  convex  lens  of  40  cm.  focus  (16  ins.)  was 
interposed  at  5  cm.  (2  ins.)  from  the  eye.  It  is  necessary, 
therefore,  to  substract  5  cm.  from  the  measurements  obtained, 
and  to  consider  the  focus  of  the  lens  35  instead  of  40  cm. 
I  made  ten  successive  trials  of  the  far  and  near  points  in  each 
case,  and  as  the  readings  on  the  scale  were  invisible  to  me, 
and  were  noted  down  by  an  assistant  without  comment,  the 
conditions  of  an  unbiassed  experiment  were  ensured.  The 
following  were  the  measurements  obtained,  variations  of  less 
than  half  a  centimetre  (l  inch)  being  disregarded  : — 

^  Annales  d'  Oculistique,  1878,  Mars-Avril,  p.  146. 
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Under  no 

PRESSURE. 

Under  Pressure 

OF  40  Grammes. 

Far  point  (with 
lens  40  cm.  focus, 
5  cm.  from  eye). 

Near  point. 

Far  point  (with 
lens  40  cm.  focus, 
5  cm.  from  eye. 

Near  point. 

31-5  cm. 

16-  cm. 

28-5  cm. 

17- 

32-      „ 

15-    „ 

30-      „ 

18-5 

31-5    „ 

15-    „ 

29-5    „ 

17-5 

31-5    „ 

15-    „ 

27-5    „ 

17-5 

31-5    „ 

15-5  „ 

28-      „ 

19- 

32-      „ 

15-    „ 

29-5    „ 

17-5 

31-5    „ 

15-    „ 

30-      „ 

17-5 

30-5    „ 

15-    „ 

29-      „ 

18-5 

30-      „ 

15-5  „ 

30-      „ 

17- 

30-5    „ 

15-    „ 

29-5    „ 

17. 

Average  3 12  5 

15-2 

29-15 

17-7 

Subtracting  5  cm.  in  each  case  from  the  measurements  of 
the  far  point,  and  deducting  the  influence  of  a  lens  of 
35  cm.  focus,  we  find  the  real  far  points  to  be — 

Under  no  2)ressurc.  Voider  jJressure  of  Jfi  grammes. 

105  cm.  =  41  inches.        ...       79  cm.  =  31  inches. 

Eeckoned  in  inches,  the  pre-existing  M  ^V  was  increased  by 
the  pressure  to  M  -^.  This  was  an  unexpected  result. 
It  appeared  probable  that  pressure  applied  to  the  front  of  the 
eye  would  shorten  the  antero-posterior  axis,  and  thereby 
produce  hypermetropia.  The  actual  result  was,  I  believe,  due 
to  an  increased  convexity  of  the  cornea  through  the  pressure 
on  the  ciliary  region,  for  a  distinct  myopic  astigmatism 
occurred  very  readily  in  the  vertical  meridian  unless  the 
edges  of  the  lids  were  approximated  so  as  to  leave  only  a 
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small  gap  of  the  ciliary  region  at  eacli  side  free  from  pressure. 
The  position  of  the  near  point  was  displaced  in  the  opposite 
direction,  viz. : — 

Under  no  pressure.  Under  i^rcssure  of  Jfi  grammes. 

15-2  cm.  =  6  inches.  ...  17'7  cm.  =  7  inches. 
Eeckoned  in  inche§,  this  represents  a  loss  of  accommodation 
=  To  (approximately),  and  to  this  must  be  added  a  further 
loss  equal  to  the  increased  refraction,  viz.  yg-g-,  by  approach 
of  the  far  point ;  thus,  the  total  diminution  of  the  range  of 
accommodation  induced  by  a  pressure  of  40  grammes  applied 
in  the  manner  described  =r  ^  +  yl^  =  aV- 

The  probable  explanation  of  this  symptom,  as  it  occurs  in 
glaucoma,  is  this :  The  rise  of  pressure  in  the  vitreous 
chamber  increases  the  tension  of  the  choroid  and  suspensory 
the  ligament,  and  thereby  diminishes  their  power  to  undergo 
the  forward  movement  which  is  essential  to  the  accommative 
act.  (^)  Paresis  of  the  nerves  to  the  ciliary  muscle  is  a 
less  feasible  explanation  ;  later  in  the  course  of  the  disease 
the  nerves  doubtless  suffer  atrophy  from  long-continued 
pressure,  but  it  is  unlikely  that  they  are  so  affected  at  a  time 
when  the  sensory  nerves  exhibit  no  sign  of  impaired 
function,  and  under  a  pressure  very  much  lower  than  that 
which  we  often  see,  at  a  later  stage,  to  be  quite  compatible 
with  free  movements  of  the  iris. 

Changes  of  refraction — i.e.,  of  the  position  of  the  far  point 
— are  less  frequent  than  changes  of  accommodative  range. 
Hypermetropia  is  found  in  eyes  affected  with  glaucoma  in  50 
to  75  per  cent. ;  but  it  cannot  be  inferred  from  this  that  the 
refractive  error  is  caused  by  the  excess  of  tension,  especially 
as  there  is  reason  to  believe  that  the  hypermetropic  structure 
predisposes  to  glaucoma.  Again,  comparisons  of  the  refractive 
state  before  and  after  iridectomy,  which  have  been  adduced 

*  Hensen  and  Volckers,  Arch.  f.  Ophth.,  XIX.,  I.,  156. 
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in  this  connection,  are,  I  think,  entirely  fallacious.  In  a 
given  case,  it  is  said,  hypermetropia  was  present  before 
iridectomy ;  myopia  was  discovered  after  it :  and,  since 
iridectomy  cured  the  disease,  the  subsequent  condtion  was 
the  normal  one,  the  previous,  a  product  of  the  disease.  The 
occurrence  of  myopia  after  iridectomy  is  certainly,  in  many 
cases,  due  to  the  advance  of  the  lens  on  the  evacuation 
of  the  anterior  chamber,  a  displacement  which  often 
disappears  very  slowly,  and  sometimes  remains  as  a 
permanency.  Case  21  illustrates  the  conversion  by  iridec- 
tomy of  a  slight  H  into  a  slight  M,  and  the  ultimate 
establishment  of  E.  Cases  occur,  however,  in  which,  without 
operation,  a  development  or  an  increase  of  H  or  a  reduction 
of  M  are  discoverable  during  the  progress  of  glaucoma.  (J) 
In  case  19,  H  -gV  appeared  in  both  eyes,  previously  emme- 
tropic, immediately  before  an  acute  attack.  Here,  however, 
the  change  was  attributable,  in  part  at  least,  to  the  use  of 
atropine. 

The  lowering  of  refraction  by  increased  tension  is  readily 
explained  in  the  same  way  as  was  the  reduced  accommoda- 
tive power — viz.,  by  the  increased  tension  of  the  suspensory 
ligament,  whereby  the  convexity  of  the  lens  is  diminished. 

Increase  of  refraction  is  also  sometimes  observed.  In 
advanced  glaucoma,  especially  in  the  secondary  form  met 
with  in  young  persons,  the  so-called  bulphthalmos,  the 
antero-posterior  axis  of  tlie  eye  is  often  greatly  lengthened 
(specimen  5,  case  V.,  measures  32  mm.  =  1|  inch),  which  in 
a  seeing  eye  constitutes  a  high  degree  of  M.  The  slight 
increments  of  refraction  which  often  usher  in  glaucoma  are 
probably  due,  however,  rather  to  an  advance  of  the  lens  and 
to  a  slight  change  in  the  form  of  the  globe  than  to  a  positive 
distension  of  the  tunics.  With  every  rise  of  tension  the 
spheroid  tends  to  become  a  sphere  :  therefore,  ceteris  parihis, 

1  Handbuch  d.  g.  A.,  V.  I.,  3. 
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tlie  short,  flattened,  hypermetropic  eye  is  lengthened,  the 
elongated  myopic  eye  is  shortened,  by  rise  a  rise  of  pressure 
within. 

The  modes,  then,  in  which  the  refraction  of  the  eye  may 
be  altered  by  an  increase  of  the  intraocular  pressure  are 
numerous  and  mutually  antagonistic — e.g. : — 

Flattening  of  the  cornea  ; 

Shortening  of  the  antero-posterior  axis ; 

Lengthening  of  the  antero-posterior  axis ; 

Advance  of  the  lens  ; 

Keduced  convexity  of  the  lens. 

It  is,  therefore,  not  surprising  that  the  refraction  should  in 
one  case  be  increased,  in  another  be  diminished,  and  in  a 
third  be  left  unchanged.  (^) 

Iridescent  vision — i.e.,  the  appearance  of  a  ring  of  prismatic 
colours  around  luminous  objects — is  frequent  in  the  early 
stages  of  glaucoma,  especially  during  periods  of  temporary 
exacerbation.  It  is  stated  that  the  red  end  of  the  spectrum 
is  usually  to  the  outer  side  of  the  circle,  the  violet  to  the 
inner,  and  that  between  the  light  and  the  coloured  circle 
there  is  an  intervening  non-luminous  space.  The  cause 
of  the  phenomenon  is  not  clear.  Bonders  describes 
it  as  an  "  interference "  effect,  due  to  clouding  of  the 
refractive  media;  (^)  von  Wecker,  observing  that  a  some- 
what similar  anomaly  of  vision  occurs  in  some  conjunctival 
affections,  attributes  it   to   "  very  slight  alterations   in  the 

1  The  foregoing  paragraphs  weie  written  before  the  theory  which 
attributes  the  causation  of  primary  glaucoma  to  a  senile  change  of  form  in 
the  lens  had  been  arrived  at  (see  Sections  IV.  and  V.)  I  will  not  now  attempt 
to  bend  the  facts  into  conformity  with  the  theory,  but  will  merely  suggest 
that,  should  the  theory  prove  to  be  correct,  these  accommodative  and 
refractive  changes  may  turn  out  to  be,  in  part  at  least,  precursors  rather  than 
consequences  of  a  rise  in  the  intraocular  pressure. 

-  Handbuch  d.  g.  A.,  V.  I.,  6. 
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corneal  epithelium,  caused  by  a  temporary  exaggeration  of 
pressure."  (^) 

It  must  be  remembered  that  the  normal  eye  is  by  no 
means  achromatic.  The  existence  of  chromatic  aberration  is 
readily  made  manifest  in  several  ways — c.  g.,  covering  one 
half  of  the  pupil  with  an  opaque  shield  while  viewing  the 
boundary  line  between  white  and  black  surfaces;  intercepting 
the  middle  rays  of  the  spectrum  by  cobalt  blue  glass,  &c.  (^) 
It  appears  probable  that  in  glaucoma  the  latent  physiological 
aberration  is  in  some  way  rendered  manifest  or  exaggerated. 

By  means  of  the  pressure  apparatus  (fig.  8)  I  sub- 
jected my  right  eye  to  a  pressure  of  40  grammes  while 
looking  steadfastly  at  the  flame  of  a  candle  at  ten  feet 
distance.  The  effect  upon  the  refraction  was  such  as  to 
produce  polyopia  ;  the  flame  appeared  to  be  triple,  a  central 
bright  one,  with  a  fainter  one  on  each  side,  and  in  contact 
with  it.  After  a  minute  or  two  the  outer  margin  of  each 
lateral  image  was  seen  very  distinctly  prismatic,  the  violet 
to  the  outer  side,  within  that  blue,  shading  into  green  ;  the 
other  colours  of  the  spectrum  were  not  distinguished.  An 
increase  of  pressure  almost  sufficient  to  abolish  vision,  made 
by  the  finger  on  the  bar,  did  not  increase  the  iridescence. 
On  removing  the  pressure  the  flame  instantly  recovered  its 
normal  form,  and  the  iridescence  vanished.  On  looking  out 
of  the  window,  at  least  two  minutes  later,  I  was  instantly 
struck  with  an  iridescent  appearance  round  the  moon,  and 
round  a  street  gas  lamp,  visible  against  a  pitch-black  back- 
ground. The  contrast  presented  by  each  of  these  to  the  two 
eyes  was  striking  and  unmistakeable.  The  gas  flame  was 
seen  with  each  eye  as  a  symmetrical  star  of  brilliant  rays  ;  to 
the  left  eye  the  rays  appeared  devoid  of  colour  except  the 
yellowish   tint   of    the   gaslight ;    to   the    right   they   were 

^  Therapeutique  Oculaire,  p.  352. 
^  Helmholtz.  Handbucli  der  Physiolog  Optik,  125. 


1Q 

brilliantly  coloured — violet,  blue,  and  red  were  very  evident, 
the  violet  was  furthest  from  the  flame.  On  making  the 
eye  hypermetropic  with  a  —  10  inch  lens,  the  order  was 
reversed,  the  red  being  then  to  the  outer  side.  This  difference 
between  the  two  eyes  lasted  at  least  six  or  seven  minutes. 
During  this  time  I  examined  my  pupils  twice  in  a  mirror 
to  ascertain  whether  the  chromatopsy  might  be  due  to 
an  inequality  in  the  size  of  the  pupils,  but  found  them 
exactly  equal.  (})  I  would  point  out  that  to  my  eye,  which 
has  a  refraction  M  =  sV  or  less,  the  spectrum  appeared  with 
the  violet  end  outwards,  but  that  when  the  M  was  converted 
artificially  into  H  the  order  was  reversed.  These  are  the 
positions  in  which  the  normal  chromatic  aberration  of  the 
healthy  eye  disposes  the  colours  in  M  and  H  respectively. 
In  glaucoma  the  red  is  outwards  in  the  majority  of  cases, 
presumably  because  the  refraction  is  most  frequently 
hypermetropic.  This  would  appear  to  indicate  that  the 
phenomenon  is  closely  allied  to  the  chromatopsy  which  is 
always  present,  though  seldom  perceived,  in  the  healthy  eye. 
Corneal  ojpadty  is  of  very  frequent  occurrence  in  glaucoma, 
especially  in  the  acute  form,  and  in  the  later  stages.  In  the 
latter  the  epithelium  is  very  often  the  seat  of  marked 
changes,  looking  as  though  it  were  raised  in  little  blisters 
or  were  partially  peeled  off ;  but  in  the  early  stages  of  the 
disease  no  such  changes  are  discoverable.  The  surface 
retains  a  high  polish,  and  presents  a  sharp  reflected  image ; 
the  cloudiness  which  is  here  discoverable,  and  which  has 
frequently  been  mistaken  for  opacity  of  the  vitreous  humour, 
appears,  beyond  all  doubt,  to  be  situated  in  the  true  corneal 
tissue.      Time   fails   me  for  a  review  of  all   the  facts  and 

^  This  experiment  was  carefully  made,  and  was  noted  down  at  the  time, 
now  some  months  ago.  I  felt  sure  that  the  phenomenon  observed  was  a 
pressure  effect.  Quite  recently,  wishing  to  eon  firm  the  observation  before 
recording  it  liere,  I  repeated  the  experiment  with  slight  alterations  several 
times,  and,  to  my  surprise,  failed  to  obtain  the  same  results. 
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opinions  wHcli  have  been  recorded  in  connection  witli  this 
subject,  (^)  and  I  must  confine  myself  to  calling  attention 
to  one  or  two  points  of  importance. 

It  has  been  suggested  recently  that  such  opacity  is  due 
to  "  an  increase  of  the  osmosis  which  occurs  through  the 
healthy  cornea,  to  such  an  extent  as  to  separate  and  infiltrate 
the  corneal  tissue."  (^)  Leber  has  proved,  and  my  own  experi- 
ments have  fully  confirmed  the  fact,  that  no  such  osmosis 
occurs  even  under  a  pressure  thrice  as  great  as  that  of  the 
healthy  eye.  (^)  It  is  exceedingly  unlikely  that  such 
osmosis  ever  occurs  in  the  living  cornea,  unless  it  has  been 
partially  destroyed  or  injured,  for,  apart  from  experimental 
proofs,  the  very  existence  of  enormously  high  tension  is 
evidence  of  the  completeness  of  the  obstruction  to  the  escape 
of  the  intraocular  fluid.  (*)  Again,  the  theory  which 
attributes  these  corneal  obscurations  to  infiltration  with 
altered  fluids  along  the  normal  nutrient  channels,  though 
doubtless  true  for  cases  of  considerable  and  persistent 
opacity,  is  hardly  satisfactory  for  those  not  uncommon 
instances,  in  which  the  haze  appears  and  disappears  with. 
great  suddenness  and  completeness. 

It  is  probable,  I  think,  that  the  change  is  a  purely 
physical  one,  affecting  the  minute  relations  of  the  corneal 
elements,  and,  consequently,  the  transparency  of  the  mem- 
brane as  a  whole.  Evidence  in  support  of  this  opinion  may 
be  obtained  by  observing  the  change  effected  in  the  cornea  of 
an  excised  eye  by  considerable  pressure  on  the  globe.  If 
the  perfectly  fresh  eye  of  a  pig  be  squeezed  between  the 
finger  and  thumb  the  whole  cornea  is  dimmed,  and  if  much 
force  be  employed  the  dimness  is  so  great  as  almost  to 
completely  hide  the  iris.     The  instant  the  pressure  is  relaxed, 

^  See  especially  Sclinabel's  article  in  the  Archives  of  Ophth.  and  Otol. 

(English  edition),  vol.  V.,  pp.  342-381. 

2  Arch.  f.  Ophth.  XXII.,  III.    ^  Section  IV.,  p.  113.     ^  See  Section  IV.,  p.  116. 
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perfect  transparency  returns.  This  change  may  be  effected 
as  many  times  in  a  minute  as  the  fingers  can  be  made  to  act. 
If  tlie  eye  be  illuminated  with  the  ophthalmoscope  mean- 
wliile,  an  obscuration  very  much  resembling  that  which  is 
witnessed  in  acute  glaucoma  is  seen  during  every  compression 
of  the  eye.  The  pressure  necessary  to  effect  this  obscuration 
is  certainly  considerable,  but  it  is  not  unlikely  that  the  slight 
cloudiness  met  with  in  the  cases  in  question  may  be  evoked 
by  a  pressure  much  less  intense. 

By  oblique  illumination  of  the  cornea,  opacities  in  the 
superficial  epithelium,  in  the  substance  of  the  membrane, 
and  dotted  over  its  posterior  surface,  are  also  frequently 
discoverable.  These  do  not  appear  and  disappear  suddenly 
as  does  the  diffuse  cloudiness  above  referred  to.  They 
depend  upon  nutritive  disturbances,  which  take  time  for 
their  production  and  recovery.  The  dotted  opacities  on  the 
posterior  surface  are  doubtless  minute  deposits  of  lymph 
from  the  altered  aqueous  humour.  It  must  be  observed, 
however,  that  certain  observers  have  disputed  the  existence 
of  any  such  alteration  in  the  aqueous.  (^)  The  fact  that  the 
evacuated  aqueous  humour  received  into  a  watch-glass  has 
been  found  to  be  discoloured,  if  confirmed  by  sufficient  trials, 
and  if  not  rendered  fallacious  by  the  chance  admixture  of  a 
minute  quantity  of  blood,  appears  to  be  capable  of  deciding 
the  question.  (^)  I  have  no  experience  which  throws  light 
on  this  matter ;  excepting  of  the  well-known  fact  that  in 
serous  iritis  with  glaucomatous  tension — a  condition  con- 
stantly accompanied  by  dotted  opacities  on  the  posterior 
surface  of  the  cornea — the  fluid  which  escapes  on  para- 
centesis is  often  thick  and  yellow. 

Diminished  scJisibilU//  of  the  cornea  may  often  be  observed 
during  acute  attacks,  and  in  the  advanced  stages  of  glaucoma- 

*  Schnabel,  Schweigger.     See  Arch,  for  Ophth.  and  Otol.,  vol.  V.,  p.  335. 
"  Handbuch  d.  g.  A.,  V.,  I.,  10. 
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tons  degeneration.  It  is  generally  attributed  to  a  partial 
impairment  of  the  function  of  the  corneal  nerves,  due  to  the 
direct  action  of  pressure  upon  them.  Some  additional  cause, 
however,  appears  to  be  at  work,  for  in  chronic  glaucoma,  in 
which  very  high  tension  has  come  on  gradually,  the  sensibility 
of  the  cornea  is  frequently  little,  if  at  all,  impaired.  These 
variations  appear  to  find  a  parallel  in  the  greater  and  smaller 
degrees  of  paralysis  present  in  the  iris  in  these  different 
forms  of  glaucoma.  It  is  not  improbable,  I  think,  that 
stretching  of  the  nerve  fibres  plays  some  part  in  diminishing 
their  conducting  power.  A  child  was  under  treatment  at  my 
hands  for  severe  interstitial  keratitis,  which  had  reached  a 
formidable  stage  before  he  came  under  notice.  At  his  third 
or  fourth  visit  I  was  surprised  to  find  that  the  pain  and 
photophobia,  previously  severe,  had  ceased  suddenly  and 
entirely.  I  found  that  both  cornete  had  become  rapidly 
infiltrated  to  such  an  extent  as  to  threaten  rapid  destruction, 
and  had  undergone  a  very  marked  distension  in  all  diameters 
at  the  same  time.  The  eyes  ultimately  recovered  excellent 
sight,  but  the  cornete  remain  considerably  above  the  normal 
size.  The  sudden  cessation  of  nervous  symptoms  appeared 
to  me  to  be  due,  in  all  probability,  to  the  sudden  nerve- 
stretching.  Again,  corneal  anaesthesia  occurs  during  "  rapidly- 
forming  protrusion  of  the  eyeball."  (^)  Ad.  Weber  concludes, 
as  the  result  of  certain  observations  made  during  his  experi- 
ments on  rabbits,  that  loss  of  corneal  sensibility  depends 
more  upon  bulging  of  the  cornea  than  upon  high  pressure.  (^) 
In  the  glaucomatous  human  eye  a  positive  bulging  of  the 
cornea  is  entirely  exceptional,  but  it  is  likely  that  the  nerves 
undergo  a  considerable  stretching  when  the  sclera  is  suddenly 
made  tense,  as  in  an  attack  of  very  acute  glaucoma ;  and,  in 
the  latter  stages,  when  staphylomatous  conditions  ensue,  they 

1  Bader.     The  Human  Eye,  &c.,  p.  171. 
*  Arch.  f.  Ophth.,  XXIII.,  I. 
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manifestly  do  so.  In  clironic  glaucoma  time  is  given  for  the 
nerves  to  adapt  themselves  to  the  altered  conditions,  as  we 
know,  from  recent  experiments  in  nerve  stretching,  they  are 
capable  of  doing.  In  the  later  stages  of  absolute  glaucoma 
the  ciliary  nerves  doubtless  pass  into  a  state  of  atrophy,  in 
common  with  the  other  structures  within  the  eyeball. 

Dilatation  and  inactivity/  of  the  pupil  occur  in  the  same 
classes  of  cases  as  those  in  which  the  foregoing  symptom  is 
met  with,  and  are  probably  caused,  to  some  extent,  in  a 
similar  manner.  Certain  other  causes,  however,  are  certainly 
in  operation.  The  presence  of  a  peripheral  adhesion  of  the 
iris  and  cornea,  produced  by  the  bulging  forward  of  the 
former  by  the  enlarged  ciliary  processes,  must  of  itself  tend 
to  draw  the  pupillary  margin  outwards.  (^)  In  advanced 
glaucoma  the  narrow  atrophic  iris  may  be  seen,  during  life, 
to  be  adherent  to  the  cornea  throughout  more  or  less  of  the 
circle.  The  somewhat  irregular  or  oval  form  of  the  pupil  in 
the  glaucomatous  eye  is  probably  due  to  the  more  advanced 
peripheral  changes  which  are  present  in  certain  portions  of 
the  circle.  The  impairment  of  retinal  function  in  the 
glaucomatous  eye  tends  in  the  same  direction,  but  appears  to 
exercise  no  great  influence  on  the  size  of  the  pupil ;  for  cases 
of  chronic  glaucoma  in  which  both  pupils  are  of  normal  size, 
"and  active,  conscnsually ,  although  one  eye  is  already  blind, 
are  not  uncommon.  (^) 

There  is,  under  ordinary  circumstances,  a  tolerably  close 
relation  between  the  size  of  the  pupil  and  the  amount  of 
blood  circulating  through  the  iris,  and  it  appears  probable 
that  the  dilatation  of  the  pupil  which  occurs  in  acute 
glaucoma  is  due  in  part  to  a  mechanical  emptying  of  the 
vessels  of  the  iris.  (^)  This  explanation  is  by  no  means 
completely  satisfactory,  however,  without   further  evidence. 

1  See  Section  IV.         *  Case  21,  Section  VII. 
"  Leber.     Handbuch  d.  g.  A.,  II.,  I.,  362. 


A  variety  of  experiments,  made  in  order  to  ascertain  the 
effect  of  injection  of  fluid  into  the  vessels  and  into  the 
chambers  of  the  dead  eye,  have  given  contradictory  results 
as  regards  alterations  in  the  size  of  the  pupil.  (})  Again, 
very  high  pressure,  as  in  chronic  glaucoma,  may  exist  with 
small  pupil  and  active  iris,  and  intensely  high  pressure  may 
exist  Avith  extreme  venous  hypersemia  of  the  iris  (fig.  42, 
case  22) ;  in  fact,  if  the  circulation  through  the  iris  is  affected 
by  an  excess  of  intraocular  pressure,  in  the  same  way  as  the 
circulation  through  the  ciliary  processes,  we  should  expect  to 
find  a  condition  of  turgescence  or  venous  hypersemia,  rather 
than  one  of  vascular  emptiness  during  a  glaucomatous 
attack.  (^)  In  spite  of  these  difficulties,  I  will  venture  to 
offer  a  suggestion  which  may  help  to  explain  the  different 
behaviour  of  the  iris  under  sudden  and  gradual  rise  of  intra- 
ocular pressure.  We  know  that,  under  increased  resistance 
to  the  propulsion  of  the  blood,  the  arterial  walls  become 
greatly  hypertrophied,  and,  further,  that  such  a  hypertrophy 
has  actually  been  discovered  in  the  internal  arteries  of  the 
glaucomatous  eye.  (^)  This  may  be  the  reason  why,  under  a 
gradual  rise  of  pressure,  the  blood  supply  to  the  iris  is 
maintained  unimpaired,  while,  when  a  sudden  stress  falls  on 
the  external  surface  of  the  comparatively  yielding  healthy 
arteries,  their  calibre  is  so  far  diminished  as  to  induce  arterial 
emptiness  in  the  iris,  and  consequent  dilatation  of  the  pupil. 
And  it  is  to  be  noticed,  further,  that  the  arteries  of  the  iris 
are  much  more  exposed  to  pressure  than  are  those  of  the 
ciliary  processes,  which  pass  directly  into  these  organs  at  the 
point  where  they  perforate  the  sclera.  This  applies,  of 
course,  only  to  the  anterior  ciliary  arteries.  (*)  I  suggest  the 
foregoing  merely  as  an  hypothesis.     Certain  experiments  on 


1  Op.  cit.  p.  363.         «  See  Section  V.,  p.  156. 
3  Hulke.     R.  L.  0.  H.  Reports,  vol.  III.,  70,  71,  &c. 
*  See  diagram,  Handbuch  d.  g.  A.,  II.,  I.,  313. 
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tills  matter  which  I  had  in  view  when  the  pressure  apparatus 
and  pupilometer  before  described  were  constructed  have 
not  as  yet  been  undertaken^  through  want  of  time. 

Dilatation  of  the  anterior  ciliary  veins  is  a  characteristic 
and  important  symptom  of  the  glaucomatous  condition.  It 
will  be  fully  discussed  in  connection  with  the  primary  causes 
of  glaucoma,  to  which  it  bears  an  intimate  relation.  {}) 

Enlargement  of  the  anterior  ciliary  arteries  is  a  very 
nearly  constant  symptom  in  glaucoma,  though  it  has  not 
attracted  very  much  attention.  In  consequence  of  the 
increased  resistance  to  the  entrance  of  blood  into  the  eye, 
these  minute  trunks  undergo  more  or  less  hypertrophy. 
They  are  to  be  distinguished  from  the  veins  by  their  greater 
tortuosity,  by  their  very  abrupt  disappearance  at  the  points 
where  they  perforate  the  sclera,  by  the  greater  pressure 
required  to  empty  them  by  the  finger,  and  by  the  fact  that 
the  current  re-establishes  itself,  after  being  interrupted,  from 
the  equator  towards  the  corneal  margin.  The  dilhculty  with 
which  these  vessels  are  emptied  by  finger  pressure  is  a 
characteristic  sign  of  glaucoma,  and  may  occasionally  assist 
an  otherwise  doubtful  diagnosis. 

Puls%tion  of  the  veins  of  the  optic  disc  is  a  phenomenon 
not  confined  to  glaucomatous  eyes  :  it  frequently  occurs  in 
eyes  of  normal  tension.  But  inasmuch  as  it  is  intimately 
dependent  upon  the  mutual  relation  of  the  blood  pressure 
and  the  intraocular  pressure,  and  is  especially  liable  to  occur 
when  the  latter  rises,  it  deserves  consideration  here.  It  is  not 
a  pulsation  in  the  ordinary  sense  of  the  word,  for  it  is  not  a 
direct  continuation  of  the  arterial  blood-wave.  It  is,  as 
Bonders  has  pointed  out,  the  result  of  external  pressure 
upon  the  veins,  produced  by  the  incoming  arterial  wave, 
and  transmitted  by  the  contents  of  the  globe — the  vitreous 
humour.  Under  ordinary  conditions  the  systolic  influx  of 
1  Section  V.,  p.  156. 
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arterial  blood  is  made  room  for,  presumably,  by  a  mimite 
enlargement  of  the  globe,  and  by  an  acceleration  of  tlie 
venus  efflux,  so  small  in  amount  as  to  produce  no  visible 
change  in  the  calibre  of  the  veins.  When  the  intraocular 
pressure  rises,  and  the  sclera  approaches  the  limit  of  its 
elasticity,  the  effect  of  the  arterial  wave  falls  more  and 
more  upon  the  veins — the  only  structures  capable  of 
undergoing  compression.  Hence  the  presence  of  venous 
pulsation  in  the  glaucomatous  eye. 

Why,  then,  is  the  venous  collapse  limited,  as  it  invariably 
is,  to  a  small  central  portion  of  the  retinal  vein  ?  why  is  it 
often  absent  in  glaucoma  ?  and  why  is  it  often  present  in 
eyes  of  normal  tension  ?  I  venture  to  think  that  a  com- 
pletely satisfactory  answer  to  these  questions  has  not  yet 
been  given.  Let  fig.  56  represent  a  portion  of  a  compressible 
tube  (a  vein)  transmitting  fluid.  If  a  localised  pressure  fall 
suddenly  upon  the  portion  h,  the  adjacent  portions  a,  c 
undergo  an  instantaneous  dilatation,  in  order  to  accommodate 
the  fluid  expelled  from  the  portion  I.  Let  fig.  57  represent 
a  portion  of  another  such  tube  passing  through  a  partition,  p 
(a  retinal  vein,  passing  at  p  through  the  lamina  cribrosa  into 
the  optic  nerve).  If  a  general  and  equable  pressure  fall 
suddenly  upon  the  whole  of  the  portion  to  the  right  hand  of 
the  partition  p,  a  compression  and  diminution  of  the  tube  in 
portions  a,  h,  c,  &c.,  can  only  occur  by  means  of  a  great 
acceleration  of  the  amount  escaping  at  ^,  and  can  not  occur, 
to  any  visible  extent,  until  after  the  lapse  of  a  certain 
interval  of  time.  Thus  displacement  of  fluid  from  portion  h 
is  resisted  by  the  pressure  falling  simultaneously  upon 
portions  a,  c.  Portion  d,  adjacent  to  the  partition,  is  the  only 
one  which  can  collapse  under  the  influence  of  sudden  general 
pressure,  for  portion  e,  beyond  the  partition,  being  exempt 
from  the  pressure,  is  able  to  dilate  so  as  to  accommodate  the 
fluid  which  is  driven  into  it  from  d.     This,  I  think,  explains 
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tlie  collapse  of  the  small  portion  of  the  vein  immediately 
adjacent  to  the  aperture  in  the  optic  disc,  synchronously  with 
each  arterial  pulsation.  When  we  remember  that  the 
vense  vorticosae  pass  into  a  dense  firm  structure  like  the 
sclera,  and  that  they  pass  obliquely  and  at  considerable 
length  through  this  unyielding  channel,  the  absence 
of  any  visible  "pulsation"  or  collapse  in  these  trunks 
appears  to  be  explained.  Secondly,  as  regards  the  appearance 
of  this  phenomenon  in  eyes  of  normal  tension,  I  would 
point  out  that  the  tendency  to  collapse  of  the  central 
portion  must  be  greatly  increased  by  any  condition  which 
tends  to  check  the  force  of  the  stream  at  the  distal  end 
of  this  portion — i.e.,  near  the  margin  of  the  disc.  I  believe 
that  when  a  main  arterial  trunk  crosses  a  main  vein  near 
the  margin  of  the  disc  the  dilatation  of  the  former  com- 
presses, or  may  compress,  the  latter  in  such  a  way  as  to 
greatly  favour  the  collapse  of  its  central  portion.  Fig.  58 
expresses  this  idea  diagramatically,  the  dotted  lines  showing 
the  conditions  of  artery  (a),  and  vein  (v)  during  the 
arterial  wave.  Imagine  this  arrangement  to  exist  at  the 
point  /,  fig.  57,  and  the  increased  liability  to  collapse  in 
portion  d  is  manifest.  This  is  not  a  mere  hypothesis,  but 
was  suggested  to  me  by  the  appearances  observed  in  several 
cases. 

Fig.  45  was  sketched  from  an  eye  affected  with 
premonitions  of  glaucoma,  tension  very  slightly  in  excess, 
T  +  1  ?  Impression  '69  mm.  Portion  a  of  the  vein 
"  pulsated  "  ;  no  other  pulsation  was  discoverable  in  either 
disc,  although  the  tension  of  the  other  eye  was  precisely 
the  same  ;  in  no  other  spot  did  an  artery  overlie  a  vein.  (^) 

Fig.  44  illustrates  the  point  in  a  more  striking  way.  The 
tension  of  the  eye  was  strictly  normal.  I  was  led  to  look 
carefully  for  venous  pulsation  in  portion  c,  solely  because  the 

»  Fig.   45,  case  19. 
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peculiar  arrangement  of  the  arterial  and  venous  brandies 
appeared  to  be  so  favourable  to  its  occurrence.  The  portion  e, 
when  viewed  by  the  direct  method,  was  seen  to  pulsate 
strongly,  (i) 

Another  way  in  which  the  vein  may  be  predisposed  to 
suffer  this  "  pulsation "  is,  I  believe,  by  being  bent  very 
sharply  in  the  immediate  neighbourhood  of  the  disc.  It 
is  well  known  that  the  friction  of  a  fluid  traversing  a 
pipe  is  greatly  increased  by  bends  or  angles  in  the  latter. 
Fig.  46  exhibits  the  disc  of  a  myopic  eye,  the  tension  of 
which  was  strictly  normal,  and,  as  indicated  by  the  tonometer, 
inclining  to  softness  rather  than  hardness.  Portion  a  of  the 
large  vein  turned  suddenly  backwards,  and  collapsed  slightly 
with  every  arterial  wave.  It  is  possible,  I  think,  that  it  may 
have  been  so  stretched  across  the  underlying  artery  as  to 
have  suffered  some  slight  compression  by  the  dilatation  of  the 
latter. 

I  think  it  is  probable  that  some  mechanical  cause  of  this 
kind — perhaps  not  always  a  visible  one — is  present  in  every 
case  in  which  a  vein  pulsates  visibly  under  normal  pressure. 

Finally,  we  have  to  enquire  why  this  phenomenon  is  often 
absent  in  glaucomatous  eyes.  In  these  also  I  suspect  that 
its  occurrence  varies  considerably  with  slight  variations  in 
the  mutual  relations  of  the  vessels,  the  angles  which  they 
make,  and  the  condition  of  the  portion  of  the  nerve  into 
which  the  vein  immediately  passes.  If  this  is  abnormally 
tense,  an  obstacle  similar  to  that  offered  by  the  sclera  in  the 
case  of  the  vense  vorticosre  may  be  offered  to  the  compression 
of  the  vein.  A  more  important  factor,  however,  must  be 
noted.  The  venous  pulse  depends  essentially  on  the 
elasticity  of  the  arteries,  whereby  they  are  enabled  to  yield 
to   the    pulse    wave.      In   chronic    glaucoma    the    arterial 

^  See  account  of  the  case,  Sec.  VII.,  p.  266. 
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muscular  wall  is  greatly  Lypertropliied.  (^)  And  tliis  doubt- 
less materially  diminishes  the  impulse  which  is  transmitted 
to  the  vitreous.  A  certain  elasticity  in  the  arteries  being 
essential,  it  is  not  surprising  that  venous  pulsation  occurs 
much  more  constantly  in  the  healthy  eye  when  subjected  to 
pressure  than  it  does  in  cases  of  chronic  glaucoma. 

Pulsation  of  the  arteries  of  the  optic  disc  is  a  symptom  of 
more  import  than  the  foregoing,  as  regards  the  presence  of  an 
excess  of  intraocular  pressure.  The  pulse  becomes  visible 
when,  by  reason  of  an  excessive  pressure  on  their  external 
surface,  their  diastolic  contraction  is  greater  than  in  health. 
It  is  the  expression  of  the  contention  between  the  pressures 
in  the  arteries  and  in  the  ocular  chambers,  and  the  alternate 
supremacy  of  each.  During  the  cardiac  systole,  or  as  its 
immediate  consequence,  the  retinal  arteries  are  filled,  and,  in 
extreme  cases,  may  be  seen  to  undergo  slight  movements  of 
unbending  or  elongation  on  or  close  to  the  disc  ;  during  the 
diastole  they  collapse,  a  sudden  pallor  is  visible  in  the  area 
of  the  disc,  and  movements  the  opposite  of  those  which  occur 
during  the  systole  take  place.  Klein,  (^)  who  has  recently 
investigated  this  symptom  in  a  large  number  of  healthy  and 
glaucomatous  eyes,  states  that  it  may  be  induced  by  external 
pressure  in  almost  every  healthy  eye,  the  amount  of  pressure 
necessary  being  very  various  ;  and,  in  common  with  other 
observers,  assigns  no  very  precise  value  to  the  so-called 
"  easily-induced  arterial  pulsation "  in  the  diagnosis  of 
glaucoma.  (^)  Spontaneous  arterial  pulsation,  on  the  other 
hand,  though  not  absolutely  limited  to  glaucoma,  is,  in  the 
great  majority  of  instances,  a  sign  of  increased  intraocular 
pressure.  It  has  been  observed,  also,  in  cases  of  aortic 
insufficiency,   in   Graves's  disease,  and   even  in   a  state   of 

^  K.  Hulke,  L.  0.  H.  Eeports,  vol.  III.,  70,  71.     See  also  some  of  my  own 

sections  of  optic  disc. 
2  Arch.  f.  Ophth.,  XXII.,  IV.,  157.        =>  Handbuch  d.  g.  A.,  V.  I.,  9. 
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liealtli.  Arterial  pulsation  is  decidedly  more  frequent  during 
periods  of  exacerbation  in  an  early  stage  of  the  malady  than 
it  is  in  chronic  glaucoma,  however  high  the  pressure  may 
become.  This  fact,  and  the  readiness  with  which  it  may  be 
induced  in  healthy  eyes,  is  presumably  dependent  upon  the 
varying  degrees  of  elasticity  present  in  the  coats  of  the 
arteries.  In  chronic  glaucoma,  as  already  stated,  extreme 
hypertrophy  of  the  muscular  coat  opposes  the  development 
of  the  pulsatile  movements  in  any  marked  extent. 

Contraction  of  the  field  of  vision  is,  next  to  excess  of 
tension  and  cupping  of  the  optic  disc,  the  most  characteristic 
sign  of  the  glaucomatous  process.  It  invariably  proceeds, 
unless  complicated  by  other  morbid  processes,  from  the 
periphery  towards  the  centre.  Leber  has  shown  that  the 
peripheral  parts  of  the  retina  receive  the  fibres  which  occupy 
the  centre  of  the  optic  disc.  The  excavation  of  the  disc 
occurs  at  the  expense  firstly,  and  mostly,  of  these  central 
fibres ;  moreover,  it  is  only  in  cases  of  cupped  disc  that  we 
see  the  gradual  slow  contraction  of  the  field.  In  acute 
glaucoma,  in  which,  as  it  is  well-kown,  no  cupping  is  present 
there  is  not  any  concentric  extension  of  the  blindness  at  all 
comparable  with  this ;  the  function  of  the  retina  suffers,  as  a 
whole,  more  than  in  chronic  glaucoma.  If  central  vision  be 
but  little  impaired  there  will,  I  believe,  usually  be  little  or 
no  contraction  of  the  field  in  purely  acute  glaucoma.  These 
facts  point  to  atrophy  and  destruction  of  nerve  fibres  in  the 
disc  as  the  cause  of  the  progressive  contraction  of  the  visual 
field.  The  peripheral  deterioration  is  discoverable  at  the 
onset  only  in  subdued  light.  The  temporal,  the  upper,  and  the 
lower  quadrants  of  the  retina  usually  suffer  more  than  the 
nasal  quadrant ;  in  other  words,  vision  outivards  remains 
unimpaired  the  longest.  Statistics  obtained  from  the 
examination  of  the  field  in  119  cases  of  glaucoma  are  given 
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hj  H.  Schmidt.  (^)  For  ordinary  purposes  a  blackboard 
suffices  for  the  mapping  of  the  field.  I  use  a  circular  board 
which  hangs  on  the  wall,  with  pulley  and  counter-weight, 
so  as  to  be  readily  adjusted  for  any  height.  A  bent  iron  rod 
fastened  to  the  board  above,  and  bearing  a  small  cushion  on 
its  free  end,  supports  the  forehead  of  the  patient,  and  keeps 
the  eye  at  ten  inches  from  the  centre  of  the  board.  A  series 
of  circles  j)ainted  on  the  board  indicate  the  angles  from  0° 
to  50°,  and  a  series  of  lines  passing  diametrically  through  the 
centre  indicate  the  meridians.  With  this  board  all  defects 
except  those  which  lie  more  peripherally  than  50°  can  be 
mapped  out. 

Experiment.  The  pressure  apparatus  (fig.  8)  was  modified 
in  such  a  way  that  pressure  could  be  applied  without  narrowing 
the  field  of  vision  laterally.  Instead  of  the  wooden  ring 
(fig.  9),  a  small  steel  rod,  tipped  with  a  flat  ivory  knob,  having 
a  diameter  of  5  mm.,  made  the  pressure  on  the  eye.  It  was 
directed  at  an  angle  of  45°  upw^ards  against  the  lower  lid,  and, 
by  means  of  a  pulley  and  a  series  of  weights,  could  be  made 
to  exercise  a  pressure  of  any  desired  amount.  A  stage 
placed  just  below  the  level  of  the  eye  carried  a  series  of 
small  opaque  white  glass  balls,  arranged  in  a  semicircle,  with 
the  eye  as  a  centre.  The  balls  were  separated  from  each 
other  by  an  angle  of  ten  degrees,  and  were  backed  by  a  dead 
black  surface.  The  head  being  fixed,  the  light  was  lowered 
until  the  balls,  though  still  distinctly  visible,  disappeared 
after  about  twenty  seconds,  if  the  eye  remained  perfectly 
motionless.  The  ball  on  each  side  of  the  central  one  (the 
fixation  point)  generally  disappeared  first ;  the  remainder  of 
the  series,  excepting  the  "fixation"  ball,  immediately  followed; 
the  latter  remained  persistently  visible.  The  lateral  limits  of 
the  field  were  invariably,  on  many  careful  examinations,  90° 
outwards,    55°   inwards.      My    object    was    to    employ    an 

1  Handbuch,  d.  g.  A.,  V.  I.,  20. 
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amount  of  light  only  just  sufficient  to  excite  the  retina 
under  normal  blood  supply,  and  to  ascertain  whether,  by 
making  a  gradually  increasing  pressure  upon  the  eye,  I  could 
(by  embarassing  the  blood  supply  or  otherwise)  obtain  a 
gradual  centripetal  contraction  of  the  field  of  vision  similar  to 
that  which  occurs  in  glaucoma.  As  will  be  seen  immediately 
I  entirely  failed  to  do  so.  The  eye  was  continually  fixed  on 
the  central  ball  of  the  semicircle.  The  pressure  rod  was 
weighted,  beginning  with  5  grammes,  and  proceeding  with 
successive  additions  of  the  same  amount.  Twenty  grammes 
being  reached,  it  was  noticed  that  the  balls  disappeared  after 
a  shorter  interval  than  before.  They  disappeared  in  the  same 
order  as  before  stated  ;  the  slightest  movement  of  the  eye — 
viz.,  through  perhaps  two  or  three  degrees  (which  could  be 
effected  without  removing  the  pressure) — instantly  restored 
the  images,  and  restored,  moreover,  the  excitability  of  the  parts 
of  the  retina  on  which  they  had  previously  fallen,  for  they 
remained  clearly  visible  when  the  eye  again  "  fixed "  the 
previous  point.  I  need  not  here  give  all  the  notes  which 
were  taken  down  from  my  dictation  while  I  was  thus 
experimenting  upon  my  own  right  eye.  Suffice  it  to  say  that 
I  successively  loaded  the  rod  up  to  40,  60,  70,  80,  90,  and 
100  grammes.  With  each  increase,  the  duration  of  the 
perception  of  the  balls,  after  beginning  to  fix  them,  became 
shorter ;  that  is  to  say,  the  tendency  to  "  fatigue  "  of  the 
retinal  function  was  constantly  augmented.  With  the  high 
pressure  of  100  grammes,  the  images  were  lost  after  about 
two  seconds,  but  still  instantly  reappeared  when  a  slight 
movement  of  the  eye  caused  them  to  fall  on  fresh  parts  of 
the  retina.  In  no  single  instance  was  I  able  to  perceive  that 
the  images  situated  in  the  periphery  suffered  more  than  those 
at  the  centre  of  the  field.  All  returned  into  view  simul- 
taneously when  the  eye  moved,  and  all  except  the  middle 
one  appeared  to  vanish  almost  simultaneously.      In  every 
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instance,  when  the  row  was  visible,  the  lateral  limits  of  tha 
field  were  as  before — 90°  outwards,  55°  inwards.  If,  while  the 
images  were  lost  to  view,  the  pressure  Avas  removed  (which 
could  be  effected  instantaneously,  without  movement  of  the 
eye),  the  whole  row  reappeared  with  absolute  instantaneous- 
ness.  It  appears  probable — but  I  assert  this  only  as  a 
probability — that  the  loss  of  function  thus  produced  was  due 
to  a  direct  influence  on  the  nervous  structure  of  the  retina 
(whether  on  percipient  elements  or  on  fibres  I  can  give  no 
conjecture)  rather  than  to  an  indirect  influence  by  means 
of  arrested  circulation.  The  simultaneous  affection  of  all 
parts  of  the  field — and  the  instantaneous  restoration, 
are,  I  think,  in  favour  of  this  supposition.  Unfortunately, 
the  knowledge  of  the  weight  employed  and  of  the  area  of  the 
compressing  surface  does  not  indicate  the  height  to  which 
the  intraocular  pressure  was  raised  (for  physical  reasons, 
which  need  not  be  discussed  here ;  (^)  otherwise,  a  comparison 
of  this  latter  with  the  normal  blood  pressure  in  peripheral 
arteries  w^ould  help  to  show  whether  the  phenomenon  has 
any  direct  relation  to  blood  pressure. 

[I  would  observe  that  the  experiment  was  one  which 
should  not  be  incautiously  repeated.  I  judged  the  safety  of 
proceeding  with  additional  weight  by  the  sensation  of  my 
eye,  and  felt  nothing  to  be  called  pain  even  with  the  great 
weight  of  100  grammes  (=3  ounces,  about)  ;  but  I  did  not 
consider  the  danger  involved  in  such  extreme  distortion  of 
the  surface  near  the  lens,  &c.,  and  would  urge  that  all 
artifical  compression  should  be  made,  as  in  my  other  arrange- 
ment, by  the  much  safer  equable  pressure  of  a  ring.] 

Excavation  of  the  ojytic  disc.  The  characters  of  the 
glaucomatous  cup  have  already  been  noticed.  It  remains 
only  to  speak  of  the  mode  of  its  production.  In  spite  of 
some  recent  suggestions  to  thecontrary,(^)  supported,  I  think, 

1  See  note  at  end  of  Section  II.         -  Arch.  f.  Ophth.  XX.,  IV.,  157. 


91 

on  very  incomplete  evidence,  there  can  be  no  douLt  at  the 
present  time  that  an  excess  of  pressure  is  the  essential  cause 
of  the   depression   of  the   disc. 

The  objections  to  this  view  are  two  :  Firstly,  it  is  a  well- 
established  fact  that  high  pressure  may  pass  away  and  leave 
the  disc  apparently  unchanged.  This  happens,  however,  only 
when  the  high  pressure  has  lasted  a  few  days  or  weeks  at  the 
outside ;  and  in  cases  even  of  such  short  duration  microscopic 
sections  have  shown  that  the  first  step  towards  excavation — 
viz.,  a  retrocession  of  the  lamina  cribrosa — has  already  set  in. 
Brailey  has  recorded  some  important  observations  on  this 
point.  He  says :  "  Though  the  formation  of  a  cup,  and 
especially  one  with  undermined  edges,  takes  a  long  time,  yet 
in  all  cases  in  which  increased  tension  has  been  noted  before 
excision  I  have  found  distinct  evidence  of  it  in  the  disc.  The 
first  result  of  the  pressure  is  a  pushing  back  of  the  centre 
of  the  lamina  cribrosa,  so  that  its  front  surface,  instead  of 
being  nearly  straight  as  in  normal  eyes,  is  markedly 
concave,"  {})  Secondly,  we  occasionally  see  excavation  of 
the  disc  resembling  that  of  glaucoma,  in  eyes  the  tension  of 
which  is  not  distinctly  in  excess.  I  will  not  venture  to 
assert  that  such  an  excavation  never  occurs  in  the  absence  of 
an  excess  of  pressure,  but  Avhen  we  know  that  a  very  slight 
excess,  discoverable  perhaps  only  by  means  of  the  tonometer, 
as  in  one  case  which  came  recently  under  my  own  notice 
will  under  long  continuance  excavate  the  disc,  we  should, 
I  think,  be  very  cautious  in  assuming  the  presence  of  a 
different  cause. 

The  truth  of  the  matter  appears  to  be  that  the  glaucoma- 
tous cup  is  not  a  purely  mechanical  result  of  exalted 
pressure,  but  is  in  part  at  least  an  atrophic  condition 
which,  though  primarily  due  to  pressure,  includes  vascular 
changes  and  impaired  nutrition  in  the  area  of  the  disc  and 

1  R.  L.  0,  H.  Reports,  vol.  IX.,  208. 
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around    its  margin,  wliicli  require  a  considerable  period    of 
time  for  their  full  development. 

Figures  50  to  53   exhibit   several  varieties   and  degrees 
of  cupping,  in  microscopic  section. 
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SECTION    IV. 


PATHOLOGY    OF    GLAUCOMA. 

PAKT   I. 

A  history  of  the  various  opinions  which  have  been  held 
concerning  tlie  nature  of  tlie  glaucomatous  process  is  beyond 
the  scope  of  this  essay.  Between  the  clays  of  Hippocrates, 
wheri  the  green  pupil  was  the  symptom  by  which  the  disease 
was  known,  and  to  which  it  owed  its  name,  and  that  epoch 
in  the  annals  of  our  science  when  the  ophthalmoscope  of 
Helmholtz,  in  the  hands  of  von  Graefe,  established  the  fact 
that  the  essence  of  glaucoma  is  an  excess  of  intraocular 
pressure;  between  these  points  of  time,  almost  every  part 
of  the  eye — lens,  vitreous,  retina,  choroid,  sclera — was 
selected  in  its  turn  as  the  primary  seat  of  this  mysterious 
malady.  For  abstracts  of  the  theories  of  the  older  writers, 
and  for  references  to  their  works,  Mackenzie's  admirable 
treatise  (^)  and  the  more  recent  article  by  Hermann 
Schnidt  (^)  may  be  consulted. 

To  Mackenzie  is  due  the  credit  of  having  called  attention 
to  tlie  over-fulness  of  the  eyeball,  and  of  having  been  the  first 
to  suj^gest  a  mode  of  treatment  directed  against  this  physical 
condition.  He  notes  "  an  abnormal  fulness  of  the  eye  to  the 
touch,"  and,  when  discussing  treatment,  says,  "it  is  not 
unreasonable  to  conclude  that  occasionally  puncturing  the 
sclerotic  and  choroid  might  prove  serviceable,  by  taking  off 
the  pressure  of  the  accumulated  fluid  on  the  retina." 

^  Diseases  of  the  Eye,  4th  Edit.,  p.  889.      *  Handbuch  d.  g.  A.,  V.  1,  72. 
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In  the  year  1855,  v.  Graefe,  correcting  tlie  erroneous 
impression  which  he  and  others  had  acquired  from  the  first 
ophthahnoscopic  examinations  of  tlie  glaucomatous  optic  disc 
— viz.,  a  belief  that  it  was  prominent  beyond  the  surrounding 
retina — demonstrated  the  fact  of  its  excavation  in  a  scientific 
manner.  He  saw,  in  this  excavation,  an  evidence  of 
excessive  pressure,  traced  the  action  of  tlie  same  agent  in 
many  of  the  other  secondary  changes,  and  deliberately  set 
himself  to  treat  the  malady  by  reducing  the  internal  pressure 
of  the  eye.  His  beneficent  discovery  of  the  curative  action 
of  iridectomy  had  the  additional  advantage  of  furthering  the 
knowledge  of  the  disease  by  proving  that  excess  of  pressure 
is  the  essential  cause  of  the  other  symptoms.  This  point 
being  gained,  the  lines  for  further  investigation  were  at  once 
made  clear.  The  pathologist,  disregarding  the  secondary 
changes,  had  now  only  to  address  himself  to  the  question, 
"Whence  arises  the  excess  of  pressure?"  Twenty  years, 
however,  have  not  sufficed  to  give  a  thoroughly  satisfactory 
answer. 

Assuming  that  the  overfulness  of  the  eye  indicated 
liypersecretion  of  the  intraocular  fluid,  v.  Graefe  and  Bonders, 
each  on  a  different  line,  advanced  theories  to  account  for  the 
excessive  secretory  activity. 

V.  Graefe,  taking  acute  glaucoma  as  the  type  of  the 
disease,  attributed  the  hypersecretion  to  a  serous  inflamma- 
tion of  the  choroid.  Evidence  of  such  inflammation  was 
hardly  to  be  obtained,  even  in  the  so-called  "  inflammatory" 
cases,  while  for  "  glaucoma  simplex  "  it  soon  appeared  that 
some  other  explanation  was  necessary.  Senile  rigidity,  or 
contraction  of  the  sclera,  and  vascular  degeneration,  were 
indicated  as  auxiliary  causes. 

Bonders,  on  the  other  hand,  regarding  the  non-inflamma- 
tory form  as  the  true  type  of  the  disease,  attributed  the 
hypersecretion  to  perverted  nerve  influence — an  irritation  of 
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certain  specific  nerve  fibres  wliicli,  according  to  liypotliesis, 
preside  over  tlie  secretion  of  tlie  intraocular  fluid.  The  acute 
attacks  were  regarded  by  liim  as  superadded  inflammation. 

Bowman,  writing  in  1865,  says  of  glaucoma,  "  It  is 
essentially  an  altered  balance  of  secretion,  in  wliicli  intra- 
ocular secretion,  even  if  of  only  tlie  natural  fluids  of  the  eye, 
is  in  excess  of  the  normal  quantity,  and  removal  by  the 
vessels  does  not  keep  pace  with  the  effusions  from  them." 
*  *  "  Glaucoma  is  in  its  essence,  not  an  inflammation, 
and  when  inflammatory,  only  so,  as  it  were,  by  accident  or 
complication.  (^) 

During  the  following  ten  years  many  conjectures  were 
put  forward  as  to  the  starting-point  of  the  malady  ;  many 
instances  of  its  occurrence  in  connection  with  other  local  and 
general  changes  were  recorded;  and  some  important  facts, 
already  noticed,  concerning  its  more  remote  etiology,  were 
established ;  but,  so  far  as  I  am  aware,  no  very  material 
addition  to  its  pathology,  as  expressed  in  Bowman's  definition, 
was  made  until  quite  recently. 

Leber,  in  1873,  demonstrated,  by  a  series  of  admirable 
experiments,  that  fluid  in  the  anterior  chamber  passes,  under 
slight  pressure,  through  the  ligamentum  pectinatum  into 
Schlemm's  canal  and  the  adjacent  veins,  and  furnished  an 
almost  absolute  proof  that  the  aqueous  humour  normally 
escapes  by  the  same  channel.  (^) 

Max  Knies,  in  1876,  published  a  series  of  observations, 
showing  that  in  eyes  which  have  been  blinded  by  glaucoma, 
this  channel — the  angle  of  the  anterior  chamber — is  almost 
invariably  closed  and  impermeable.  (^) 

Adolph  Weber,  working  independently  of  the  foregoing, 
came  to  the  same  conclusion  as  to  the  path  of  the  aqueous 

1  E.  L.  0.  H.  Eeports,  vol.  V.,  p.  10. 

«  Arck  f.  Ophth.  XIX.,  II.,  87-185.     See  Section  IV.,  p.  28,  &c. 

«  Aich.  f.  Ophth.,  XXII.,  III.,  163. 
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humour,  and  discovered  in   glcaucomatous   eyes   obstructive 
changes  similar  to  those  observed  by  M.  Knies.  (^) 

V.  Wecker  appears  to  have  anticipated  theoretically, 
though  not  by  demonstration,  something  of  the  principle 
which  underlies  these  discoveries,  inasmuch  as  he  hod 
previously  maintained  that  glaucoma  is  the  result  rather  of 
diminished  excretion  than  of  increased  secretion,  and  that 
iridectomy  cures  by  re-establishing  a  channel  of  escape.  C) 

We  can  now  place  side  by  side  three  very  significant 
facts,  viz. : — 

1.  The  aqueous  humour  escapes  from  the  eye  at  the 

angle  of  the  anterior  chamber  ; 

2.  In  ulaucoma  the  anuie  of  the  anterior  chamber  is 

compressed  or  closed ; 

3.  The  only  operative  procedures  which  have  a 
definitely  curative  action  on  glaucoma  are 
practised  at  the  angle  of  the  anterior  chamber. 

These,  in  conjunction,  form  a  strong  argument  against  the 
nerve  theory  of  glaucoma,  as  formerly  understood  ;  but  they 
do  not  suffice  to  explain  the  primary  origin  of  the  malady. 
We  have  yet  to  make  clear  the  mode  in  which  the  compres- 
sion of  the  angle  of  the  anterior  chamber  is  induced.  Max 
Knies  attributes  the  obstruction  to  a  primary  inflammation ; 
Weber,  to  swelling  of  the  ciliary  processes.  While  I  believe 
that  such  changes,  the  latter  especially,  are  more  or  less 
concerned  in  the  glaucomatous  process,  I  am,  I  believe,  in  a 
position  to  show  that  neither  the  one  nor  the  other  is  the 
primary  starting-point,  and  to  advance  a  theory,  founded,  in 
oreat  part,  upon  facts  which  are  demonstrable  by  experiment, 


1  Arch.  f.  Ophth.,  XXII.,  I.,  1.       ^  Arcli.  f.  Ophtli.,  XXIL,  IV.,  209. 
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which   affords   a   satisfactory   explanation    of    the    clinical 
features  of  the  disease. 

The  foregoing  paragraphs  indicate,  in  outline  merely,  the 
position  of  the  pathology  of  glaucoma  at  the  present  time. 
I  shall  now  proceed  to  review  in  detail,  and  necessarily  at 
considerable  length,  a  series  of  facts,  physiological  and 
pathological,  without  which,  as  a  groundwork,  no  trustworthy 
theory  of  glaucoma  can  be  built  up.  For  the  sake  of  brevity 
and  precision,  I  shall  introduce  each  step  by  a  more  or  less 
dogmatic  statement  of  the  facts,  as  far  as  they  appear  to  be 
decided,  and  then  proceed  to  state  the  evidence  in  its  favour. 

The  normal  intraocular  prssurc  is  equal  to  about  25 
millemetres  of  mercury  (i.e.,  30  centimetres  of  water — 1  inch 
of  mercury — 12  inches  of  water  J. 

In  certain  of  the  lower  animals  the  normal  pressure  of 
the  intraocular  fluids  has  been  determined  with  approximate 
accuracy  by  means  of  manometrical  measurements.  It  is 
equal  to  25  mm.  of  mercury.  The  following  figures  show 
the  results  obtained  by  several  experimenters  (^) : — 

Gruenhagen,  in  rabbits      ...  25    —  26*5  mm.  Hg. 

„             in  cats            ...  26    —  29       „      „ 

Adamiik              „               ...  24    —  25       „      „ 

Wegner        18    —  35       „      „ 

Leber           18-5—  29-5    „      „ 

The  differences  are  considerable,  but  we  may  safely 
conclude  that  25  mm.  of  mercury  is  not  far  from  the  average 
pressure  in  these  animals. 

In  the  case  of  the  living  human  eye  the  manometrical 
test  is  inapplicable,  and,  consequently,  a  less  direct  method 

1  Leber.     Handbuch  d.  g.  A.,  II.,  I.,  371. 
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has  to  be  employed.  By  applying  the  manometer  to  the  eye  of 
the  dead  subject,  we  can  produce,  at  will,  a  series  of  variations 
of  tension,  corresponding,  in  each  case,  to  a  known  internal 
pressure  ;  by  measuring  the  "  tensions  "  thus  obtained  with 
the  tonometer,  we  learn  the  measurement  which  corresponds 
to  each  degree  of  internal  pressure  ;  and,  by  comparison  of 
these  with  the  results  of  measurements  of  the  living  eye  in 
health,  we  can  estimate  the  normal  pressure.  The  accuracy 
of  this  method  is,  however,  not  very  satisfactory,  if  judged 
by  its  results.  The  following  are  the  conclusions  as  to  the 
normal  pressure  thus  determined : —  (^) 

Adolph  Weber  30  —  40  mm.  Hg. 

Dor 37  „       „ 

E.  Pflliger       50  „       „ 

That  these  figures,  the  latter  especially,  are  too  high  anyone 
may  convince  himself,  as  Weber  appears  to  have  done,  by 
simple  palpation  of  any  eyeball  under  such  pressure. 

Experiments  of  a  similar  kind  with  my  own  tonometer 
lead  me  to  believe  that  the  normal  pressure  is  about 
25  mm.  Hg. — the  same,  that  is,  as  in  the  lower  animals.  I 
employed  a  hollow  steel  needle,  from  a  subcutaneous 
injection  syringe,  attached  to  a  fine  india-rubber  tube,  the 
other  end  of  which  was  connected  with  a  vessel  of  water 
(the  tube  of  a  glass  ear  syringe)  suspended  at  any  desired 
height  above  the  eye  under  examination.  A  small  stopcock 
near  the  lower  end  of  the  tube  served  to  prevent  regurgita- 
tion of  water  into  the  tube  during  the  application  of  pressure 
by  the  tonometer.  This  is  an  indispensable  precaution. 
The  needle  was  passed  through  the  sclera  into  the  vitreous 
chamber ;  no  ligature,  or  other  means  against  leakage  was 
required,  for  the  needle  filled  the  puncture,  and  was  water- 

^  Handbuch,  d.  g.  A.,  II.,  371. 
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tight.  An  assistant  closed  the  stopcock  immediately  before 
each  application  of  the  tonometer^  and  noted  down  the 
readings  from  my  dictation.  The  table  which  follows  shows 
the  results.  In  the  first  and  second  cases  I  found  some 
difficulty  in  applying  the  tonometer  at  the  same  point  as  that 
selected  in  testing  the  living  eye — viz.,  4  mm.  below  the 
corneal  margin,  and  had  to  content  myself  with  applying  it 
about  2  mm.  below.  The  tunics  are  less  yielding  here,  there- 
fore the  impression  is  less  deep,  and  the  tension  of  the  eye 
appears  a  little  higher  than  when  the  measurements  are  taken 
in  the  usual  place.  In  the  other  cases  I  overcame  this 
difficulty  very  easily,  as  follows  :  — A  fine  sewing  needle 
was  passed  beneath  a  small  bridge  of  the  conjunctiva  and 
the  denser  tissue  beneath  it,  close  to  the  lower  margin  of 
the  cornea.  A  second  was  passed  in  a  parallel  direction 
through  the  skin  of  the  forehead.  By  winding  a  thread 
round  these,  so  as  to  approximate  them,  I  could  rotate  the 
eye  upwards  and  expose  the  sclera  to  a  sufficient  distance 
below  the  cornea.  I  would  observe  that  no  movement 
of  the  eyeball  is  admissible  after  the  stopcock  is  closed, 
as  changes  of  tension  are  thereby  readily  produced.  I 
found  that  near  the  cornea  the  curvature  of  the  sclera 
varies  but  little  under  different  degrees  of  pressure  ;  I  have, 
therefore,  in  each  case  adopted  a  constant  value  for  the  height 
of  the  curve,  estimated  from  a  number  of  measurements 
taken  with  each  degree  of  pressure. 

The  results  of  the  measurements  of  the  tension  by  the 
tonometer  were  compared  with  those  obtained  by  simple 
palpation  with  the  fingers,  and  obtained  corroboration 
therefrom.  A  water  pressure  of  60  cm.  (==  50  mm.  Hg.) 
produced  a  tension  which  appeared  to  myself  and  to  two 
assistants  to  be  distinctly  glaucomatous,  while  that  of  30  cm. 
(=  25  mm.  Hg.)  appeared  to  be  about  normal.  In  the  last 
column  of  the  table  I  have  placed  side  by  side  the  ordinary 
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symbols  of  plus  tension,  and  the  readings  on  my  tonometer 
witli  wliicli  tliey  appear  to  correspond  : — 
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The  intraocular  lorcssurc  is  much  lower  than  the  hloocl 
2)rcssiore,  hut  is  intimately  dependent  upon  it. 

The  pressure  of  the  blood  in  the  arteries  is  equal  to  about 
150  mm.  mercury  (=  6  inches  Hg.  or  6  ft.  water),  subject  to 
considerable  variations,  depending  upon  the  condition  of  the 
heart  and  vessels,  the  quantity  of  blood,  respiration,  muscular 
exercise,  &c.  The  mean  pressure  is  slightly  lower  in  the 
small  arteries  than  in  the  main  trunks,  and  lowest  in  the 
arterioles  directly  leading  to  the  capillaries.  It  increases 
during  the  systole,  falls  during  the  diastole ;  increases 
during  expiration,  falls  during  inspiration ;  it  is  greatly 
increased  in  interruption  to  respiration,  by  the  arrest  of  the 
non-aerated  blood  in  its  passage  through  the  capillaries.  Q) 

There  is  evidence  to  show  that  every  fluctuation  in  the 
pressure   of  the   blood-stream   through   the    eye   alters   the 
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pressure  of  the  intraocular  fluids  against  tlieir  envelopes, 
the  changes  in  the  two  cases  being  similar  in  kind  hut 
different  in  degree. 

Compression  of  the  aorta  immediately  helow  the  diaphragm 
causes,  in  the  lower  animals,  immediate  and  marked  rise  of 
the  intraocular  pressure,  by  increasing  the  volume  and  the 
pressure  of  the  blood  flowing  to  the  head.  During  the 
continuance  of  the  compression  and  of  the  high  ocular 
pressure,  as  indicated  by  the  manometer,  the  mercurial 
column  exhibits  oscillations  synchronous  with  the  pulse  ;  on 
the  removal  of  the  compression  the  pressure  speedily  falls, 
nearly,  but  not  quite,  to  the  normal  level.  Again,  a  rise  of 
pressure  in  the  eye  has  been  observed  during  general  con- 
traction of  the  small  arteries  of  the  body,  and  consequent 
high  arterial  blood  pressure,  induced  by  artificial  irritation 
of  the  vaso-motor  system.  On  the  other  hand,  ligature  of 
the  carotid,  by  reducing  the  local  blood  supply,  lowers  the 
tension  of  the  corresponding  eye  ;  the  same  result  has  been 
observed  under  conditions  which  lower  the  general  blood 
pressure — e.g.,  failure  of  the  heart's  action  in  curarised 
animals;  considerable  losses  of  blood;  poisoning  by  opium, 
which  dilates  the  small  vessels,  and  thereby  lov/ers  the  blood 
pressure ;  and,  during  depression  of  the  heart's  action,  by 
irritation  of  the  pneumo-gastric  nerve.  (^) 

Many  of  the  observations  just  cited  were  made  under 
such  extreme  conditions  as  to  be  hardly  applicable  to  the 
question  of  physiological  variations  of  the  ocular  tension, 
but,  apart,  from  these,  there  is  reason  to  believe  that,  under 
comparatively  normal  conditions,  fluctuations  in  the  blood 
pressure  are  accompanied  by  similar  changes  in  the  tension 
of  the  eye.  In  anaemic  girls  the  tension  has  appeared 
to  me  to  be  perceptibly  below  the  average  in  almost  every 
case  that  I  have  examained,  but  on   such  a  point   one  is 

1  Leter,     Handbucli  d.  g.  A.,  II.,  I.,  371. 
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liable  to  self-deception.  Tonometrical  measurements  in 
several  cases  of  this  kind  have  given  a  corresponding  result. 
An  old  man  insufficiently  fed,  and  exhausted  by  over- 
walking,  applied  at  the  hospital  on  account  of  incipient 
cataract.  His  pulse  was  small  and  compressible,  his  face 
very  pale,  his  skin  covered  with  cold  perspiration.  The 
tension  of  the  eyes  was  below  the  normal  average,  as 
measured  by  the  tonometer.  Three  days  of  enforced  rest  in 
the  hosjoital,  with  meat  and  beer,  brought  the  colour  to  his 
cheeks,  strengthened  the  pulse,  and  greatly  improved  his 
general  condition.  A  distinct  rise  of  tension  was  discovered 
to  correspond  with  these  changes.  The  same  sequence  of 
events  occurred  twice,  at  different  times,  in  this  patient. 
One  or  two  other  instances  of  the  same  kind  have  occurred 
to  me  during  my  investigations  with  the  tonometer.  The 
variations  are  small,  and  are  hardly  beyond  the  limits  of 
possible  error,  but,  taken  together,  they  point  to  the  influence 
of  varying  blood  pressure.  (^) 

The  rise  of  the  intraocular  pressure  which  occurs  when 
the  blood  pressure  is  increased,  as  in  the  experiments  on 
animals  before  mentioned,  depends  upon  two  separate  factors 
— viz.,  an  increased  fulness  of  the  intraocular  vessels,  by 
reason  of  which  they  encroach  upon  the  space  bounded  by 
the  ocular  tunics,  and  an  increased  flow  of  secretion  into  the 
chambers.  It  is  hardly  possible  to  distinguish  bctM'een  the 
effects  of  these  two  factors,  inasmuch  as,  under  normal 
conditions,  they  vary  together— the  amount  of  a  secretion 
being  usually  in  proportion  to  the  blood  supply  ;  but  it  must 
not  be  overlooked  that  this  rule  does  not  invariably  hold 
good.  It  has  been  proved  in  the  case  of  certain  secretions — 
e.g.,  the  saliva — that  the  amount  is  not  dependent  only  upon 
the  dilatation  of  the  vessels,  but  is  under  the  control  of 
specific  nerve  fibres  acting  directly  on  the  secreting  cells,  so 

1  See  Case  37,   Section  VII. 
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that,  under  certain  circumstances,  secretion  may  be  arrested 
even  during  wide  dilatation  of  the  afferent  arteries. 

Venous   obstruction   in    the   neighbourhood   of  the   eye 
raises    the    intraocular    pressure.  (^)       Experiments     have 
proved  that  ligature  of  the  veins  which  receive  the  blood 
from  the  interior  of  the  eye  may  cause  a  rise  of  the  internal 
pressure  to  more  than  twice  the  normal  height.     Obstruc- 
tions to  the  venous  current  at  a  greater  distance  from  the  eye 
have  much  less  influence  ;  compression  of  the  large  veins  of 
the  neck,  and  even  ligature  of  the  superior  vena  cava,  have 
been  found  to  raise  the  ocular  pressure  but  little ;   in  the 
latter  case  especially,  this   may  be  due  to  the    diminished 
return  of  blood  to  the  heart,  and  the  consequent  weakening 
of  its  action. 

The  intraocular  2>f assure  is  subject,  in  some  degree,  to  the 
infiiience  of  the  fifth  nerve.     Artificial  irritation  of  the  fifth 
nerve  in  certain  parts  causes  a  marked  rise  of  the  intraocular 
pressure.     Von  Hippel  and  Gruenhagen,  in  a  long  series  of 
experiments   upon   animals,  invariably  obtained  this  result, 
when  the  origin  of  the  nerve  in  the  medulla  oblongata  was 
irritated    by   means    of    needles    transmitting    an    induced 
current.  (^)      The   animals  were  curarised ;    the  intraocular 
pressure  was  measured  by  a  manometer  connected  with  the 
anterior  chamber.     The  rise  of  pressure  was  much  greater 
than  that  produced  by  compression  of  the  abdominal  aorta, 
and,  on  the  removal  of  the  needles,  it  remained  in  excess 
much  longer  than  after  removal  of  the  compression  in  the 
latter  case.      Moreover,  irritation  of  the  fifth  nerve  during 
compression  of  the  aorta  produced  a  marked  additional  rise. 
For  example,  in  an  experiment  on  a  cat — 

Initial  pressure        ...  ...         ...       31  mm.  Hg. 

After  compression  of  aorta...         ...       81     „       „ 

After  irritation  of  fifth 200     „       „ 

1  Leber.  Haudbuch  d.  g.  A,,  II.,  I.,  372.      "  Arch.  f.  Ophth.,  XIY.,  III.,  219. 
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During  this  excessively  high  pressure  the  carotid  was  felt  to 
be  enlarged,  and  the  mercury  in  the  manometer  pulsated 
strongly.  The  intraocular  pressure  thus  obtained,  be  it 
observed,  was  much  higher  than  the  normal  average  blood 
pressure,  and  itself  indicates  a  strong  determination  of 
blood  to  the  eye.  The  sequence  of  events  was  not  altered 
by  the  previous  application  of  atropine  to  the  eye,  by  the 
performance  of  iridectomy  some  weeks  beforehand,  or  by  the 
division  of  the  cervical  sympathetic.  A  fall  of  pressure 
sometimes  preceded  the  rise  when  the  sympathetic  was  entire, 
presumably  due  to  irritation  of  that  nerve.  (^)  Adamlik  also 
obtained  a  marked  rise  of  the  intraocular  pressure,  by  irrita- 
tion of  the  fifth  nerve  within  the  skull.  Again,  superficial 
irritation  of  the  eye  itself  by  mechanical  means,  and  by 
certain  irritating  substances,  notably  nicotine,  has  been 
observed  to  raise  the  intraocular  pressure  in  association 
with  injection  of  the  blood-vessels.  Of  these  facts  tliere 
is  no  doubt,  but,  as  yet,  the  precise  nature  of  the 
influence  exerted  by  the  fifth  nerve  over  the  tension  of 
the  eye  is  undetermined.  Tlie  question  still  at  issue  is  this 
Does  the  trigeminus  contain  sjwcial  fibres  which  regulate  the 
secretion  of  the  intraocular  fluids  by  direct  action  on  the 
secreting  cells,  like  those  which  are  known  to  be  connected 
with  the  salivary  glands,  or  is  its  influence  over  the  tension 
of  the  eye  an  indirect  one  acting  through  the  vaso-motor 
system  ?  Although  the  proved  existence  of  specific  secretory 
fibres  in  the  salivary  gland  is  a  point  in  favour  of  those  who 
hold  the  former  view,  it  is  worth  noting  that  the  secretory 
requirements  are  apparently  different  in  the  two  cases.  In  the 
digestive  organs  secretory  activity  is  required  at  certain  times 
only,  and  in  reflex  response  to  certain  sensory  imj)ressions, 
while  in  the  eye,  on  the  contrary,  uniformity  in  the  flow 
appears  to  be  essential  to  the  well-being  of  the  organ. 

1  Leber.     Handbuch  d.  g.  A.,  II.,  I.,  378. 
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The  results  of  experiments  of  an  opposite  nature — 
viz.,  by  destruction  of  the  fifth  nerve — give  no  decisive 
information.  Immediately  after  division  of  the  nerve,  the 
intraocular  pressure  rises,  presumably  through  irritation 
of  the  fibres ;  later  it  falls  but^  according  to  von  Hippel 
and  Gruenhagen,  it  falls  only  when  neuro-paralytic  changes 
in  the  cornea  set  in,  by  which,  they  suppose,  the  escape 
of  the  aqueous  is  favoured ;  while  Snellen  and  Bonders 
have  witnessed  a  steady  fall  when  corneal  changes  are 
completely  absent.  On  this  point  it  should  be  noted 
that  Charcot  disputes  the  inferences  of  Meissner  and 
others  as  to  the  changes  which  follow  destruction  of  the 
supposed  trophic  fibres,  and  urges  that  such  lesions  are 
not  paralytic  but  irritative. 

An  ivfluencc  of  the  symjxdhetic  nerve  over  the  intraocnlcir 
2orcssure  hc(s  not  lecn  definitely  estahlishcel.  Irritation  of  tlie 
sympathetic  is  stated  by  von  Hippel  and  Gruenhagen,  and 
by  Adamiik,  to  cause  first  a  slight  rise  and  then  a  fall  of  the 
intraocular  pressure.  The  following  is  the  hypothetical 
explanation  of  these  changes.  The  function  of  the  sympa- 
thetic, as  regards  the  eye,  is  to  contract  the  intraocular 
vessels,  and  also  the  unstriped  muscular  fibre  in  the  orbit. 
By  the  latter  action  the  orbital  space  is  diminished,  the  eye 
pushed  forwards,  and  its  internal  pressure  raised ;  by  the 
former,  the  volume  of  blood  within  the  eye  is  diminished, 
and  the  intraocular  pressure  lowered.  The  changes  are  slight, 
and  the  explanation  hardly  decisive.  (^) 

Accommodative  movements  ciiiiKar  to  cause  no  clianrjc  of 
pressure  either  in  front  of  or  dchind  the  lens.  This  has  been 
tested  in  several  ways — in  curarised  animals  by  galvanism  of 
the  ciliary  ganglion,  and  of  the  ciliary  region  of  the  eye ; 

1  Leber.     Handbuch  d.  g.  A.,  II.,  I.,  376. 
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and  by  galvanism  of  freshly  excised  eyes  in  which  contrac- 
tility of  the  pupil  still  remained.  A  manometer  was 
employed  in  each  case  to  test  tlie  pressure ;  Adamlik,  indeed, 
employed  two  manometers,  connected  one  with  the  aqueous, 
one  with  the  vitreous  chamber.  In  no  case  Avas  any  change 
of  pressure  observed,  and  in  the  latter  the  pressure  was 
observed  to  be  equal  in  the  two  chambers.  Monnik  tested 
the  tension  of  the  eye  with  the  tonometer  in  seven  persons 
during  strong  accommodative  effort,  and  in  no  case  found  it 
different  from  what  it  was  during  relaxed  accommodation. 
The  eye  under  examination  was  caused  to  maintain  the  same 
position  under  each  condition,  so  as  to  avoid  any  change  due 
to  action  of  the  internal  rectus  muscle  during  convergence. 
The  advance  of  the  anterior  surface  of  the  lens  during 
accommodation  is  compensated  for  by  the  retrocession  of  the 
periphery  of  the  iris.  This  movement  of  the  iris  is  very 
readily  seen  in  the  dead  subject,  if  the  whole  lens  be  made  to 
advance  by  pressing  on  its  posterior  surface  with  a  needle, 
introduced  near  the  equator  of  the  eye.  This  1  have 
witnessed  many  times. 

It  is  lyrobahlc  that  the  ]ircssurc  in  the  aqueous  chamhcr 
differs  hut  little,  if  at  all,  from  that  in  the  vitreous  chamher. 
Before  stating  my  grounds  for  this  assertion  I  will  give, 
almost  in  liis  own  words,  the  opinion  advanced  by  Adolph 
Weber,  which  is  at  variance  with  it.  "  The  suspensory 
ligament,  together  with  the  lens,  constitute  a  firm  physio- 
logical as  well  as  anatomical  partition "  (between  the 
vitreous  and  aqueous  chambers).  "  In  the  dead  eye  this 
partition  will  bear  a  pressure  of  50  to  60  mm.  of  mercury, 
a  pressure  double  that  natural  to  the  eye.  The  arrangement 
of  this  partition  is  such  that,  under  normal  conditions,  it 
bears  and  neutralises  a  portion  of  the  pressure  generated 
in  the  vitreous  chamber ;  the  tension  of  the  cornea  is,  on 
that  account,   lower    '  by   several    tonometer  degrees '  than 
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tliat  of  the  sclera."  (^)  I  believe  this  view  to  be  erroneous, 
and,  as  the  question  bears  intimately  on  the  pathology  of 
glaucoma,  as  I  understand  it,  it  must  be  closely  considered. 

An  inequality  of  pressure  before  and  behind  the  partition 
formed  by  the  lens  and  its  suspensory  ligament,  can  only 
exist  on  one  condition — namely,  that  the  jinrtition  is  incaj^ahle 
of  yielding,  toweircls  the  lourr  incssiire,  to  an  extent  suffi.cient 
to  equalise  the  'pressures  vpon  its  two  surfaees.  Thus,  if 
the  vitreous  pressure  exceed  the  aqueous  pressure,  the  lens 
must  be  incapable  of  such  an  advance  towards  the  cornea  as 
would  establish  equality.  Seeing  that  the  aqueous  humour 
is  incompressible,  such  an  advance  would  manifestly  be 
small.  Now,  if  the  partition  really  possess  this  power  of 
resistance,  it  must  be  in  one  or  other,  or  both,  of  two  ways. 
Either  the  tension  of  the  suspensory  ligament  is  in  itself 
sufficient,  or  it  is  supplemented  by  the  pressure  of  the  iris 
against  the  anterior  lens  surface,  or  the  latter  is  in  itself 
sufficient.  I  cannot  find  that  these  requisite  conditions 
exist. 

First,  as  regards  the  resistance  offered  by  the  lens  and 
its  suspensory  ligament  independently  of  the  iris.  Weber 
has  ascertained  that  in  the  dead  eye  this  partition  will,  in 
the  absence  of  support  from  the  cornea,  sustain  without- 
rupture  a  pressure  on  .  its  posterior  surface  equal  to 
50-60  mm.  of  mercury ;  but  obviously  this  fact  proves 
nothing  as  to  its  ability,  when  in  its  normal  position,  to 
sustain  an  excess  of  pressure  on  its  hinder  surface  ivitliout 
advancing.  My  own  experiments  prove  that  a  very  slight 
excess  of  pressure  in  the  vitreous  chamber  over  that  in  the 
aqueous  chamber  will  drive  the  partition  forward  and  apply 
it  to  the  posterior  surface  of  the  cornea. 

A  liollow  needle,   connected  by  a  tube  with  a  vessel  of  water,  was 
introduced  into  the  anterior  chamber,  another  into  the  vitreous  chamber. 

1  Arch  f.  Oj.hth.,  XXI I.,  IV.,  216. 
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Each  reservoir  stood  at  first  at  a  height  of  30  cm.  above  the  eye 
(=25  mm.  Hg.  =  about  the  normal  intraocular  pressure).  On  raising 
the  vitreous  pressure  to  40  cm.  water  (=  33  mm.  Hg.)  the  lens  at  once 
moved  forward,  the  contents  of  the  aqueous  chamber  escaped  into  the 
tube  connected  with  it,  and  Ulc  ivhole  of  the  anterior  surface  of  the  iris 
tvas  airplicd  to  the  j^ostcrior  surface  of  the  cornea.  When  the  vitreous 
pressure  was  raised  only  to  35  cm.  water  {—  29  mm.  Hg.) — that  is,  when 
it  was  only  5  cm.  water  (=  i  mm.  Hg.)  in  excess  of  the  a(|ueous 
pressure — the  lens  still  advanced  sufficiently  to  apply  the  periphery  of 
the  iris  against  the  cornea,  though  a  narrow  circle  surrounding  the  pupil 
remained  free.  In  the  latter  case,  even,  I  believe  that  the  incomplete 
contact  of  the  iris  with  the  cornea  was  not  due  to  the  resistance  of  the 
"partition"  to  farther  advance,  but  to  the  intervention  of  the  needle 
between  the  surfaces  of  the  lens  and  the  cornea.  When  the  pressure  in 
the  vitreous  was  a  little  higher,  it  sufficed  to  imbed  the  needle  in  the 
surface  of  the  lens,  as  1  discovered  by  subsequent  examination  of  the 
latter.  These  results  were  seen  with  the  utmost  precision  when  a 
coloured  fluid  was  used  instead  of  water  in  the  anterior  chamber. 

A  full  account  of  these  experiments  is  given  later.  They 
were  made  upon  human  eyes  and  upon  the  eyes  of  pigs,  in 
each  case  very  shortly  after  death.  (^) 

It  cannot  be  objected  that  the  experiment  was  vitiated 
by  the  open  communication  between  the  anterior  chamber 
and  its  reservoir ;  this  condition  was  essential,  inasmuch  as  my 
sole  object  was  to  ascertain  the  behaviour  of  the  "  partition  " 
when  subjected  to  unequal  pressures  before  and  behind. 
The  difference  between  the  two  pressures  was  not  affected  by 
the  advance  of  the  ''  partition,"  for  the  level  of  the  water  in 
the  reservoirs  was  not  sensibly  aifected  by  the  slight  flow 
from  the  one,  or  into  the  other.  Had  the  anterior  chamber 
been  closed,  the  pressures  on  the  two  surfaces  of  the  partition 
would  have  been  equalised  by  an  imperceptible  advance  of 
the  lens,  and  the  point  at  issue  would  not  have  been  decided. 

It  appears,  then,  that  the  "  partition  "  is  so  freely  mobile 
in  an  anterior  direction,  as  to  be  incapable,  ^^c?"  se,  of 
retaining  its  normal  position  under  any  discoverable  excess 
of  pressure  behind  it;  in  other  words,  it  is  incapable  of 
neutralising   any   discoverable   excess    of   pressure    in    the 

1  Pages  123  to  134. 
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vitreous  cliamber.  Secondly,  as  regards  tlie  influence  of  tlie 
iris  on  the  position  of  the  "  partition,"  it  appears  to  me  that 
this  must  be  set  down  as  extremely  minute,  inasmuch  as  it 
has  never  been  shown  that  the  lens  advances  during 
paralysis  of  the  sphincter  of  the  pupil  due  to  lesion  of  the 
third  nerve.  Did  the  lens  advance  to  a  perceptible  extent 
under  such  circumstances,  the  refraction  of  the  eye  must 
necessarily  be  altered  in  the  direction  of  myopia,  which  it 
never  is.  Finally,  I  would  cite,  in  opposition  to  Weber's 
theory,  an  interesting  clinical  observation  recorded  by 
Ad.  Mohr,  first  assistant  surgeon  in  his  own  clinique.  (^) 
While  experimenting  with  eserine,  he  found  in  some  cases 
that,  by  the  extreme  action  of  this  drug,  the  ciliary  muscle 
was  so  much  contracted  as  to  draw  forward  and  slacken  the 
zonula  "  beyond  the  limits  of  the  elasticity  of  the  lens,"  so 
that  the  zonula  became  loose  and  the  lens  hung  slack, 
causing  a  visible  irido-donesis  (tremulous  iris).  Now,  this 
tremulous  condition  of  the  partition  could  not  exist  if 
there  were  the  slightest  inequality  of  pressure  on  its  two 
sides,  and  yet,  according  to  Weber,  it  is  precisely  under 
these  circumstances — viz.,  maximum  effect  of  eserine — that 
the  excess  of  pressure  in  the  vitreous  chamber  is  at  its 
greatest. 

I  do  not  assert  that  the  pressures  in  the  aqueous  and 
vitreous  chambers  are  precisely  equal,  but  I  think  it  is  certain 
that,  if  any  difference  exists,  it  is  extremely  small — certainly 
too  small  for  tonometrical  demonstration.  Measurements 
with  the  tonometer  upon  structures  differing  so  much  in 
curvature  and  in  texture  as  the  cornea  and  sclera,  are,  I 
think,  hardly  to  be  compared  ;  certainly  such  evidence  is  not 
to  be  accredited  in  opposition  to  that  given  by  the  mano- 
meter, which,  as  already  stated,  indicated  to  Adamiik  an 
equality  of  pressure  in  the  aqueous  and  vitreous  chambers, 

1  Arch.  f.  Ophth.  XXIII.,  II.,  p.  166. 
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and  in  opposition  to  that  wliicli  is  afforded  by  the  experi- 
ments just  cited.  (^) 

The   effects    of    atropine    and  eserine   upon    the   internal 

2}ressure   of  the   healthy   eye    are  not  positively    determined. 


^  June,  1S79. — Wheu  an  incision  is  made  in  the  cornea,  as,  for  example, 
in  the  performance  of  iridectomy,  more  or  less  of  the  aqueous  fluid  escapes 
through  it  on   the  ■withdrawal  of  the  knife  ;  the  lens  and  iris  advance  to  a 
corresponding  extent,   and  the  form  of  the  cornea  remains  practically  un- 
changed.    In  exceptional  cases,  however,  a  diff"erent  change  occurs.     As  the 
ai^ueous  escapes,  the  cornea  collapses,  the  j)ressure  upon  its  inner  surface  being 
apparently  no  longer  sufficient  to  maintain  its  curvature.     This  collapse  of 
the  cornea  appears  to  take  the  place  of  the  advance  of  the  lens  and  iris,  and 
would  seem,  at  first  sight,  to  support  Weber's  statement  that  the  "  partition  " 
is  able  to  support  the  whole  of  the  vitreous  pressure,  and  to  refute  the  opinion 
which   I   have  put  forward  as  to  the  practical  equality  of  the  aqueous  and 
vitreous  pressures.        But  let  us  examine  the  matter  more   closely.      The 
advance  of  the  lens  and  iris,  which  we  ordinarily  witness,  depends  upon  the 
pressure  of  the  vitreous  ;  and,  since  the  vitreous  is  practically  incompressible 
and  iaexpansive,  it  implies  a  certain  degree  of  elastic  contraction  in  the  sclera, 
or  of  pressure  upon  it  by  the  contents  of  the  orbit.     For,  if  we  imagine  the 
case  of  an   eye   with   absolutely  inelastic   sclera,    subjected  to  no  external 
pressure,  it  is  obvious  that,  however  high  the  vitreous  pressure  may  be,  an 
infinitesimal  advance  of  the  lens  wUl  reduce  it  to  nil,  precisely  as  though  the 
globe  were  made  of  cast-iron.     I  believe  that  the  collapse  of  the  cornea  occurs 
just  in  those  cases  in  which  the  elasticity  of  the  sclera  and  the  external 
pressure  upon  the  globe  are  at  a  minimum— namely,  in  aged  persons  with 
cavernous  hollows  between  the  globe  and  the  orbital  margin.     I  have  never, 
so  far  as  I  can  remember,  seen  such  a  collapse  in  a  young  or  even  in  a  middle- 
aged  person,  or  in  an  elderly  person  of  stout  habit  of  body  with  a  tendency 
to  prominence  of  the  eyes.     Since  my  attention  has  been  especially  directed 
to  the  matter,  I  have  seen  it  four  times,  during  the  performance  of  preliminary 
iridectomy   in   cases    of    senile    cataract.        All    four  patients  were    aged, 
thin,  and  hollow-eyed.     Arlt  observes  that  loss  of  vitreous  during  cataract 
extraction   is  not  to  be  feared  when  the  cornea  collapses,   the  eye  is  deep 
set,  and  the  patient  is  perfectly  tranquil.      (Handbuch  d.  g.  A.,  III.,  302.) 
My    own    experience    of    the    truth    of    this    statement,     and    conversely 
of  the  liability   to   rupture   of   the   suspensory  ligament  in    stout  people, 
with    turgid   veins    and   prominent    eyes,    is   very  decided.      The  absence 
of    this    danger  in    the   former    case   is   due,    I  believe,    to  the   fact   that 
an  extremely  small  advance  of  the  lens  suffices  at  once  to  lower  the  vitreous 
pressure  in  an  unusual  degree — to    a    degree,    in  fact,    which    is    actually 
neutralised,  and  borne  with  comparative  safety,  by  the  suspensory  ligament. 
That  the  suspensory  ligament  has,    as  Weber  asserts,  a  considerable  amount 
of  intrinsic  strength   is  certain  ;  the  point  for  which  I  contend  is,  that  it 
cannot  neutralise  any  appreciable  excess  of  pressure  on  its  posterior  surface 
without  advancing  from  its  normal  position. 


Ill 

Tliey  have  been  closely  studied,  but  the  conclusions  arrived 
at  are  not  in  agreement.  Adolpb  Weber  measured  tlie  tension 
of  cornea  and  sclera  before  and  after  the  use  of  atropine, 
and  before  and  after  the  use  of  eserine.  (^)  He  concluded 
that  atropine  lowers  the  vitreous  and  raises  the  aqueous 
pressure,  and  explains  these  effects  by  the  slackening  and 
tightening  of  the  partition  between  the  chambers.  As 
already  stated,  it  appears  to  me  unsafe  to  attach  an 
accurate  value  to  a  comparison  of  such  tonometrical 
measurements,  and,  as  regards  the  explanation  given,  I  can 
not  reconcile  it  with  physiological  facts.  The  iris  is, 
according  to  Weber,  the  chief  agent  in  neutralising  the 
pressure  of  the  vitreous  upon  the  lens  and  its  suspensory 
ligament,  and  is  able  sometimes,  when  tense,  "  to  support  the 
Avhole  of  the  vitreous  pressure  " !  As  evidence  of  this,  he 
cites  the  production  of  irido-donesis  by  the  extreme  action  of 
eserine  already  referred  to.  Now,  it  appears  to  me  that  any 
undulating  movement  in  the  partition  between  the  two 
chambers  is  physically  impossible,  unless  the  pressure  on  its 
two  sides  is  equal.  The  slightest  excess  on  either  side  would 
cause  a  displacement  towards  the  other  chamber,  which 
would  only  be  arrested  when  the  membrane  was  put  upon 
the  stretch,  or  when  the  pressure  on  its  two  surfaces  was 
equalised.  We  must,  I  think,  conclude  that  any  discoverable 
changes  of  pressure  which  these  drugs  produce  are  not  to  be 
explained  in  this  mechanical  manner.  It  is  not  impossible, 
however,  that  they  may  effect  such  alterations  by  their 
influence  on  the  blood-vessels.  Here  again,  unfortunately, 
we  are  met  by  such  diverse  observations  that  no  conclusion 
is  justifiable.  Leber  reviews  tlie  question  with  the  result 
that  it  is  probable,  though  not  proved,  that  atropine  slightly 
lowers  the  tension  of  the  healthy  eye,  but  not  in  excess  of 
those    variations    which    frequently    occur    under    normal 

1  Arch.  f.  Ophth.,  XXII.,  IV.,  216. 
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couditious;  and  tliat  eseriiie  (Calabar)  probably  raises  it 
slightly,  though  this  is  contrary  to  the  evidence  of  von 
Hippel  and  Gruenhagen's  experiments.  Its  action  is  possibly 
only  the  same  as  that  of  any  other  irritant.  (^) 

In  the  fjlauconvitoiis  condition  the  action  of  these  drugs 
upjn  th",  temion  of  the  erjc  is  in  sonn  cases  very  marked ; 
atropine  raises,  cserino  reduces  it.  Instances  of  these  effects 
are  given  in  another  section,  and  the  modus  operandi  is 
discussed  in  connection  with  the  theory  of  glaucoma.  (^) 

In  the  foregoing  paragraphs,  I  have  endeavoured  to 
analyse  our  knowledge  of  the  intraocular  pressure  in  its 
more  general  relations  ;  I  shall  next  discuss  the  physiological 
process3s  upon  which  it  is  immediately  dependent — namely, 
the  secretion  and  absorption  of  the  intraocular  fluids. 

The  aqueous  humour  is  secreted  hy  the  ciliary  prcccsscs, 
and  perhaps  to  a  smaller  extent  hy  the  iris.  (^)  The  highly 
vascular  structure  of  the  uveal  tract  in  the  ciliary  region,  its 
peculiar  plicate  arrangement,  and  the  relation  of  this  part  to 
the  aqueous  and  vitreous  chambers  indicate  a  special 
adaptation  to  secretion.  The  anterior  ends  of  the  processes 
present  a  free  surface  to  the  posterior  aqueous  chamber; 
fluid  escaping  from  them  passes  into  this  space,  and  thence 
through  the  pupil  into  the  anterior  chamber.  The  effects 
of  disease  confirm  this  view.  When  the  margin  of  the 
pupil  adheres  throughout  its  whole  circle  to  the  capsule  of  the 
lens,  so  as  to  cut  off  the  passage  of  fluid  from  the  posterior 
to  the  anterior  chamber,  the  iris  soon  becomes  bulged  forward 
by  the  imprisoned  secretion,  and  the  anterior  chamber  is 
annihilated.  The  iris,  if  a  secreting  organ  at  all,  is  of 
subordinate   importance.      It   has   not   the   peculiar   plicate 

1  Handbuch  d.  g.  A.,  II.,  I.,  375.         *  Page  153. 
8  Leber.     Handbuch  d.  g.  A.  II.,  I.,  380. 
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arrangement  seen  in  the  ciliary  processes,  and  it  may  be 
completely  atrophied,  or  even  entirely  absent,  without  any 
discoverable  deficiency  in  tlie  intraocular  fluids.  A  softened 
state  of  the  eye,  indicative  of  diminished  secretion,  is,  on  the 
other  hand,  constantly  found  to  be  associated  with  atrophy, 
or  inflammatory  disorganisation  of  the  ciliary  processes.  (J-) 

The  aqueous  humour  escapes  from  the  eye  hy  filtering 
through  the  meshes  of  the  ligamentum  pectinatum  into 
Schlemvt's  eanal,  and  the  veins  in  conncetion  with  it.  This 
important  fact  we  owe  to  Leber's  admirable  "  Studien  liber 
den  Fliissigkeit's-wechsel  im  Auge,"  (^)  a  work  the  value  of 
which  has  been  established  by  the  award  to  its  author  of  the 
"  V.  Graefe  prize,"  by  the  Ophthalmological  Society  of 
Heidelberg.  Before  describing  the  way  in  which  the 
discovery  was  made,  a  brief  account  of  the  anatomy  of  the 
region  in  question  is  desirable. 

The  nature  of  the  circular  sinus  discovered,  or  rather 
rediscovered,  by  Schlemm  is  now  known  to  differ  from  that 
originally  attributed  to  it,  but  the  old  name  Schlemm's  canal 
is  so  concise  and  distinctive  that  it  is  more  convenient  to 
retain  it  than  to  substitute  for  it  either  of  its  recent 
synonyms — circulus  venosus  ciliaris,  plexus  venosus  ciliaris, 
sinus  venosus  cornete. 

Schlemm's  canal  is  situated  at  the  anterior  limit  of  the 
sclera,  and  close  to  its  inner  surface,  a  little  anterior  and 
external  to  the  origin  of  the  ciliary  muscle.  (^)  Its  structure 
differs  somewhat  at  different  parts  of  the  circle,  and  in 
different  eyes.  It  is  a  flattened,  thin  walled  vein,  generally 
single,  and  measuring  nearly  a  quarter  of  a  millemetre  in  its 
greatest  diameter.  It  is  often  accompanied  by  gne  or  more 
smaller  veins,  and  sometimes  divides  into  two  or  more 
trunks,  which,  by  frequent  anastomosis,  form  a  plexus  instead 

1  See  also  pa^e  137,  &c.         "^  Arch.  f.  Oplitli.,  XIX.,  II.,  87-185. 
^  Leber.     Handbuch,  d.  g.  A.,  II.,  327. 
H 


114 

of  a  single  caual.  Venous  twigs  join  it  from  the  anterior 
part  of  the  ciliary  muscle,  and  from  the  marginal  plexus  of 
the  cornea.  It  is  separated  from  the  angle  of  the  anterior 
chamber  by  the  meshes  of  the  ligamentum  pectinatum.  For 
the  last-named  structure,  again,  I  prefer  to  retain  the  old 
name,  rather  than  to  use  the  term  Fontana's  space,  as  several 
recent  writers  do.  The  latter  name  was  originally  applied 
only  to  the  larger  meshwork  of  this  structure  present  in 
certain  of  the  lower  animals,  and  is  inconvenient,  inasmuch 
as  it  indicates  not  a  part  but  a  space,  which,  moreover,  in  the 
human  eye  is  not  a  solitary  well-defined  space.  The  belief  in  a 
direct  communication  between  the  anterior  chamber  and  the 
veins  which  constitute  Schlemm's  canal  is  no  longer  tenable. 
Leber  has  proved  that  the  passage  of  fluid  from  the  one  to 
the  other  is  not  by  open  channels,  but  by  osmosis.  My  own 
experiments  support  the  same  conclusion. 

Leber  experimented  with  freshly  excised  eyes  of  dogs, 
pigs,  and  cats.  A  fine  canula  was  introduced  into  the 
anterior  chamber,  and  through  it  various  solutions  were 
injected  under  a  series  of  different  pressures.  He  found  that 
such  solutions  as  will  pass  through  animal  membranes 
rapidly  appeared  in  the  episcleral  venous  plexus,  the 
marginal  loops  of  the  cornea,  and  the  conjunctival  veins  ; 
for  example,  a  neutral  carmine  solution  rapidly  caused  a 
pink  injection  of  these  vessels.  Colloid  solutions,  on  the 
other  hand,  which  will  not  permeate  animal  membranes, 
caused  no  injection.  A  solution  of  Prussian  blue,  obtained 
by  chemical  reaction,  and  which  j)resented  no  visible  particles 
under  the  miscroscope,  could  not  be  made  to  pass  from  the 
anterior  cliamber  into  the  episcleral  vessels,  except  occasionally, 
at  isolated  spots,  when  the  pressure  was  very  high.  Prussian 
blue,  as  is  well  known,  will  not  pass  through  animal 
membranes,  and  the  exceptional  instances  of  injection  were 
doubtless  due  to  rupture  of  tissue.     The  opposite  behaviour 
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of  these  two  solutions  appeared  to  prove  tlie  absence  of  an 
open  communication  between  the  chamber  and  the  vessels. 
A  very  beautiful  crucial  test  confirmed  this.  A  mixture  of 
the  two  solutions,  violet  in  colour,  was  injected.  The 
filtration  apparatus  of  the  eye  separated  them,  although, 
under  the  microscope,  no  particles  were  visible.  The  carmine 
passed  through,  causing  a  pink  injection  of  the  vessels  ;  the 
blue  was  arrested,  and  was  afterwards  found  by  the  microscope 
collected  in  the  meshes  of  the  ligamentuni  pectinatum,  Fig. 
30  shows  a  section  from  the  eye  of  a  pig  on  which  I  performed 
a  similar  experiment.  (^) 

A  second  observation  of  much  importance  for  the  subject 
under  consideration  was,  that  in  the  fresh  eye  no  fluid 
permeates  the  cornea.  From  the  list  of  conclusions  with 
which  Leber  sums  up  his  observations,  I  will  quote  those 
only  which  have  a  bearing  upon  the  pathology  of  glaucoma. 
I  retain  the  original  numbers  : — 

1.  "  The  anterior  chamber  has  no  direct  communica- 

tion with  the  blood-vessels,  neither  is  such  a 
communication  proved  to  exist  with  the 
lymphatics." 

2.  "  In  the  dead  eye,  fluid  injected  into  the  anterior 

chamber  filters  readily  into  the  veins  of  the 
circulus  venosus  and  the  iris  and  the  vortex 
veins."  (^) 

3.  "  If  the  injected  fluid  is  coloured  with  diftusible 

colouring  matter  (carmine),  a  visible  injection 

^  Fig.  30.,  slide.  It  should  be  stated  that  the  Prussian  blue  solution 
which  I  used  was,  through  an  oversight,  not  prepared  by  chemical  reaction, 
as  it  should  have  been  according  to  Leber's  method,  but  by  trituration  and 
subsequent  filtration.  It  therefore  probably  contained  iMrtidcs,  which 
Leber's  solution  did  not,  and  was,  therefore,  no  true  test  of  the  point  at  issue. 
CoiToboration  of  Leber's  experiments  can,  however,  hardly  be  considered 
necessary. 

^  In  my  experiments  in  which  fluid  was  injected  simultaneously  into  aqueous 
and  vitreous  chambers,  and  especially  when  the  vitreous  pressure  was  the 
higher  of  the  two,  no  escape  occurred  through  the  vortex  veins.  See  page  126,&c. 
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of  these  vessels  occurs ;  if  with  colloid 
colouring  matter  (Prussian  blue),  no  injection 
occurs  if  there  is  no  rupture  of  tissue." 

4.  "  It    is   probable   that,    during    life,   the   aqueous 

hmnour  passes  outwards  by  the  same  channel." 

5.  "Artificial    increase   of    the   intraocular    pressure 

during  life,  produced  by  injection  into  the 
anterior  chamber,  soon  disappears,  unless  the 
pressure  is  considerably  raised;  in  the  latter 
case  the  excess  persists  for  a  time  at  least.'* 

4.  "During  life,  and  immediately  after  death,  the 
cornea,  even  when  its  anterior  epithelium  is 
removed,  does  not  permit  the  passage  through 
it  of  the  smallest  quantity  of  the  aqueous 
humour." 

14.  "  The  agent  by  which  the  living  cornea  is  enabled 
to  retain  the  aqueous  humour  is  the  posterior 
epithelium.  If  this  is  removed,  the  corneal 
tissue  swells,  and  allows  the  passage  of  fluid 
through  it." 

Glaucomatcous  eyes,  loJieti  microscojncally  examined  after 
excision,  give  evidence  of  changes  at  the  perijphery  of  the  anterior 
chamber,  such  as  would  obstruct  the  escape  of  the  aqueous 
humour.  The  changes  which  this  region  undergoes  during 
life,  as  indicated  by  the  microscopical  appearances,  are : — 

1.  Narrowing  of  the  angle  of  the  anterior  chamber, 

with  obliteration  of  the  meshes  of  the  liga- 
mentum  pectinatum. 

2.  Contact   of    the   periphery   of   the   iris   with   the 

periphery  of  the  cornea. 

3.  Adhesion  of   the  periphery  of  the  iris  with    the 

periphery  of  the  cornea. 
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The  very  great  majority  of  the  glaucomatous  eyes  which 
have  been  examined  with  especial  regard  to  these  changes 
have  been  found  to  present  the  peripheral  adhesion  of  iris 
and  cornea.  (^)  In  a  very  few  cases,  in  which  there  has 
been  an  undoubted  excess  of  tension  before  the  excision  of 
the  eye,  this  adhesion  has  been  absent.  As  will  shortly 
appear,  it  is  a  change  which  takes  time  for  its  development, 
and  which,  therefore,  could  hardly  be  found  in  eyes  in  which 
the  previous  excess  of  tension  has  been  of  very  short 
duration.  A  narrowing  of  the  angle  of  the  chamber,  and 
even  a  contact  of  the  iris  with  the  cornea,  though  existing 
during  the  life  of  the  eye,  may  be  undiscoverable  after  its 
removal ;  hence,  the  absence  of  marked  change  in  this  region 
in  a  very  small  number  of  the  cases  examined,  does  not 
invalidate  a  theory  of  glaucoma  in  which  such  changes 
during  life  are  held  to  be  of  essential  importance. 

In  evidence  of  the  very  general  presence  of  such  changes, 
I  exhibit  sections  and  drawings  (^)  of  nine  glaucomatous 
eyes,  including  specimens  of  primary  glaucoma,  acute  and 
chronic ;  and  of  secondary  glaucoma,  associated  with 
synechia,  posterior  and  anterior — in  the  latter  case  traumatic ; 
buphthalmos ;  intraocular  tumour  ;  and  detachment  of  the 
retina,  with  haemorrhage.  In  every  case  the  obstruction 
of  the  angle  of  the  anterior  chamber  is  very  evident.  The 
conditions  are  seen  in  figures  11  to  23.  An  individual 
description  is  given  in  another  place. 

I  also  exhibit  four  specimens,  with  sections  and 
drawings,  in  which  closure  of  the  angle  of  the  anterior 
chamber  is  present  vnthout  glaucoma  (figures  24  to  27). 
To  these  I  shall  have  to  direct  especial  attention,  inasmuch 

^  Max.  Knies,  Arch.  f.  Ophth.,  XXII.,  III.,  163;  Ad.  Weber,  XXIII.,  I.,  1; 
Brailey,  R.  L.  0.  H.  Rep.,  IX.,  220. 
^  The  original  drawings,  the  microscopic  sections,  and,  in  most  cases,  the 
specimens  from  which  they  were  obtained,  are  now  in  the  museum  of  the 
Royal  College  of  Surgeons. 
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fis  tliey  appear,  at  first  sight,  to  be  opposed  to  the  obstruction- 
theory  of  glaucoma.  A  more  careful  examination  of  the 
conditions  which  they  present  will  show,  however,  that,  so  far 
from  being  in  opposition  to  this  theory,  they  afford  material 
evidence  in  its  support.  The  examination  of  these  points 
in  detail  must  follow  the  general  explanation  of  the  theory. 

The  fact  of  the  peripheral  adhesion  of  iris  and  cornea  in 
glaucomatous  eyes  is  not,  strictly  speaking,  a  discovery  of  the 
last  few  years.  It  has  long  since  been  noted  here  and  there 
in  ophthalmic  records,  but,  until  Leber  demonstrated  the 
importance  of  this  region  as  a  filtration  channel,  its  real 
significance  was  naturally  overlooked.  To  Max  Knies 
belongs  the  credit  of  having  been  the  first  to  point  to  it  as 
an  obstruction  to  the  normal  outflow  of  the  intraocular  fluid, 
and  a  cause  of  increased  intraocular  pressure.  (^)  Ad.  Weber 
observed  the  same  thing  independently,  and  published, 
immediately  after  Max  Knies,  the  statement  that  narrowing 
or  obliteration  of  this  channel  is  the  essential  cause  of 
glaucoma.  (^) 

It  cannot  be  doubted  by  anyone  who  accepts  the  dis- 
coveries of  Leber  as  facts,  that  compression  of  the  ligamentum 
pectinatum  and  peripheral  adhesion  of  the  iris  and  cornea, 
when  once  established,  must  tend  to  maintain  an  excess  of 
pressure  within  the  eye,  so  long  as  the  secreting  organs  retain 
their  function ;  but,  granting  that  this  is  so,  we  need  not 
necessarily  accept  these  changes  as  the  essential  cause  of 
crlaucoma  before  we  know  the  period  of  the  disease  at  which 
they  arise,  and  the  manner  in  which  they  are  brought  about. 
Especially  must  it  first  be  proved  that  they  are  not  a  result 
rather  than  the  cause  of  an  excess  of  pressure.  Max  Knies 
assumes — as,  I  believe,  on  insufficient  grounds — that  a  circum- 
scribed inflammation  of  the  tissues  in  the  vicinity  of 
Schlemm's  canal  is  the  starting  point  of  these  obstructive 


1  Arch.  f.  Ophth.,  XXII.,  III.         -  Arch.  f.  Ophth.,  XXIII.,   I. 
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changes,  and  is,  therefore,  to  be  considered  the  true  cause  of 
glaucoma.  He  points  to  the  activitj'  of  the  filtration  process 
carried  on  in  "  Fontana's  space "  and  the  corneo-scleral 
junction,  as  likely  to  render  this  region  liable  to  idiopathic 
inflammation,  and  he  considers  that  certain  of  the  minor 
symptoms  of  glaucoma  hitherto  viewed  as  effects  of  exalted 
pressure — e.g.,  opacity  and  anaesthesia  of  cornea,  paralysis  of 
iris,  shallowness  of  anterior  chamber,  paresis  of  accommoda- 
tion, hyperfemia  of  anterior  ciliary  viens — are  to  be  attributed, 
like  the  rise  of  pressure,  to  "  an  inflammatory  induration  of 
the  neighbourhood  of  Schlemm's  canal."  He  believes  that 
he  has  found  evidence  to  support  this  opinion  in  a  cellular 
infiltration,  or  a  cicatricial  retraction  of  the  tissues  in  this 
region,  in  the  glaucomatous  eyes  which  he  has  examined. 

Microscopical  examinations  can  hardly  prove  or  disprove 
this  theory.  Supposing  the  cellular  infiltration  and  the 
inflammatory  adhesion  to  be  discoverable  in  every  case, 
which  in  my  specimens  they  are  not,  the  question  must  still 
remain  :  Is  the  inflammation  the  cause,  or  the  consequence, 
of  the  disturbed  relations  of  the  parts  ?  In  certain  of  my 
specimens,  the  adhesion  of  the  iris  with  the  cornea  is  not 
directly  continuous  witli  the  occluded  angle  of  the  chamber, 
but  exists  only  where  the  enlarged  apex  of  a  ciliary  process 
pushes  the  iris  forwards  against  the  cornea,  while  between 
tliis  point  and  the  ligamentum  pectinatum  the  iris  and 
cornea  are  still  separated  by  a  narrow  free  space.  This 
condition  is  hardly  consistent  with  the  idea  of  an  idiopathic 
inflammation  spreading  from  Schlemm's  canal  or  its 
vicinity  as  a  focus.  Clinically,  we  can  obtain,  in  the  majority 
of  cases  of  glaucoma,  absolutely  no  evidence  in  favour  of  the 
existence  of  inflammation.  The  strongest  argument,  however, 
which  I  have  to  offer  in  opposition  to  this  theory  of  Max 
Knies  is  the  substitution  for  it  of  another,  which  appears  to 
me  to  stand  upon  firmer  ground. 
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Adolph  Weljer,  observing  especially  the  relative  positions 
of  the  parts  in  question,  comes  to  the  conclusion  that  the 
periphery  of  the  iris  is  driven  forward  against  the  cornea  by 
the  pressure  behind  it  of  the  apices  of  the  ciliary  processes. 
It  can  hardly  be  doubted  that  in  most  cases  this  actually 
occurs,  for  we  find  the  periphery  of  the  iris  bowed  forward 
in  an  unusual  sweeping  curve,  into  the  concavity  of  which 
the  enlarged  ciliary  process  is  accurately  fitted  (fig.  17). 
The  apices  of  the  processes  being  bounded  posteriorly  by  the 
suspensory  ligament  with  which  they  are  in  contact,  must, 
if  they  swell,  advance  forwards  and  inwards,  and,  in  so  doing, 
carry  the  periphery  of  the  iris  before  them.  Such,  according 
to  AVeber,  is  actually  the  process  by  which  the  obstructive 
changes  are  originated.  He  believes  that  swelling  of  the 
ciliary  processes  is  the  direct  cause  of  all  the  cases  of  primary 
glaucoma.  This  theory,  when  judged  by  the  relations  of  the 
parts  as  seen  under  the  microscope,  appears  to  be  extremely 
well  founded  ;  but,  when  we  regard  it  from  a  clinical  point 
of  view,  and  ask  for  the  causes  which  bring  about  swelling 
of  the  ciliary  processes,  it  is,  I  think,  less  satisfactory.  These 
causes  are  to  be  found,  according  to  Weber,  in  a  variety  of 
general  changes  of  slow  development,  especially  "  in  diseases 
"  which  are  associated  with  long-continued  lowering  of  arterial 
''pressure — e.g.,  mitral  disease,  and  valvular  disease  of  the 
"  right  side  of  the  heart,  or  other  circumstances  which  dispose 
"  to  passive  hyperajmia,  such  as  emphysema,  plethora,  meno- 
"  pause,  suppression  of  habitual  hcemorrhage  ;  and,  further, 
"such  occurrences  and  occupations  as  lead  to  temporary 
"  venous  dilatation,  such  as  repeated  and  persistent  attacks  of 
"  coughing,  frequent  and  severe  parturition,  trades  like  that 
"  of  the  smith,  and  so  forth."  Unfortunately  we  cannot, 
during  life,  ascertain  the  effect  of  these  maladies  and  con- 
ditions upon  the  size  of  the  ciliary  processes;  but  if  we  are  to 
believe  that  these  organs  are  liable  to  swell  under  the  various 
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vascular  conditions  which  Weber  enumerates,  and  that  their 
swelling  narrows  the  filtration  channels,  some  excess  of  ocular 
tension  should  surely  be  very  common  among  the  thousands 
of  old  people  who  suffer  from  bronchitis  and  emphysema 
with  each  return  of  winter  ;  and,  amongst  the  many  severe 
cases  of  cardiac  disease  constantly  in  our  general  hospitals, 
an  attack  of  glaucoma  should  not  be  very  rare.  Though  for 
some  years  past  holding  a  position  in  which  any  such  case 
occurring  in  the  physicians'  wards  of  a  general  hospital 
would  infallibly  have  been  brought  under  my  notice,  I  have 
never  seen  a  case  of  glaucoma  associated  with  any  very 
pronounced  disease  of  the  heart  or  vascular  system,  such  as 
advanced  mitral  or  aortic  disease,  aneurism,  &c.  Some 
months  since  I  began  to  take  pulse-tracings  in  every  case  of 
primary  glaucoma  that  I  met  with,  but  after  doing  this  in 
seven  or  eight  cases  without  obtaining  any  evidence  that  the 
vascular  conditions  were  either  better  or  worse  than  is  usual 
in  persons  beyond  middle  life,  I  abandoned  the  investigation 
for  want  of  time.  Again,  seeing  that,  under  ordinary 
circumstances,  the  effect  of  a  lowering  of  arterial  pressure  is 
a  lowering  of  intraocular  pressure,  I  should  hesitate  to  accept 
AVeber's  theory  that  long-continued  depression  of  arterial 
pressure  is  one  of  the  causes  of  glaucoma.  In  a  case  of 
congenital  cyanosis,  in  which  the  whole  venous  system  was 
engorged,  and  the  vessels  of  the  optic  discs  very  numerous, 
large,  and  blue,  the  tension  of  the  eyes  I  found  to  be  strictly 
normal. 

Having  carefully  studied  Weber's  admirable  analysis  of 
the  physical  conditions  present  in  glaucoma,  and  being 
convinced,  both  by  his  arguments  and  by  my  own  micro- 
scopic sections,  that  obstructive  changes  at  the  angle  of  the 
anterior  chamber  are  an  essential  feature  in  the  disease,  I 
proposed  to  myself  to  ascertain,  if  possible,  whether  such 
obstruction     might     not     be     artificially    produced    under 
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conditions  wliicli  would  preclude  its  dependence  upon 
swelling  of  the  ciliary  processes — namely,  in  the  excised 
eye. 

The  following  case  suggested  to  me  the  first  point  to  he 
tested.  I  performed  iridectomy  in  a  case  of  advanced  chronic 
glaucoma  ;  (^)  the  anterior  chamher  was  thereby  totally  and 
permanently  annihilated,  the  iris  and  lens  remaining  in  close 
contact  with  the  cornea  ;  the  tension  rose  to  more  than  its 
former  height,  the  remnant  of  vision  ^vas  lost^in  short,  the 
glaucoma  was  aggravated  instead  of  being  relieved.  The 
unfavourable  result  appeared  to  me  to  be  due  to  the  total 
obliteration  of  the  angle  of  the  anterior  chamber  by  the 
forcible  advance  of  the  iris  and  lens,  whereby  all  escape  of 
fluid  was  arrested  (the  wound  closed  almost  at  once,  and 
appeared  to  transmit  no  fluid)  ;  any  secretion  now  poured 
into  the  eye  must  enter  the  vitreous  chamber,  and  make 
matters  worse  by  intensifying  the  pressure  behind  the  lens. 

Acting  on  this  idea,  it  was  not  difficult  to  devise  a  means 
by  which  these  conditions  might  be  imitated  in  the  excised 
eye,  and  their  ability  to  arrest  the  escape  of  fluid  from  the 
anterior  chamber  put  to  the  test. 

It  was  necessary,  in  the  first  place,  to  know  approxi- 
mately the  height  of  the  normal  intraocular  pressure.  As 
already  recorded,  my  experiments  with  the  tonometer  on  the 
dead  subject  indicated  30  cm.  water  (=  25  mm.  Hg.)  as  about 
the  normal  average.(^)  This  result  agreed  completely  with  the 
estimate  formed  by  finger-pressure,  and  corresponds  exactly 
with  the  results  of  manometrical  measurements  in  certain  of 
the  lower  animals.  I  therefore  felt  justified  in  assuming  it 
to  be  a  fair  standard  by  which  to  regulate  the  pressures 
employed  in  my  experiments.  I  used  the  eyes  of  pigs, 
removed  in  most  cases  immediately  after  death,  and  lefore 
scalding.     In  several  crucial  confirmatory  experiments  very 

1  Case  20,  Section  VII.         -  See  pages  97—100. 
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special  precautions  were  taken  to  avoid  the  possibility  of 
post-mortem  changes.  (^)  The  experiments  were  subsequently 
confirmed  on  the  human  eye,  very  shortly  after  death.  For  the 
sake  of  clearness,  I  shall  here  rearrange  the  experiments  in  such 
a  succession  as  will  best  elucidate  tlie  points  at  issue.  They 
were  made  in  a  more  irregular  succession,  generally  two 
at  a  time,  and  repeated  for  confirmation  at  various  intervals, 
as  fresh  questions  arose.     Many  are  here  omitted. 

The  apparatus  employed  was  simple.  A  wooden  stand 
(fig.  10)  was  prepared,  which  would  receive  two  eyes  at 
a  time.  They  were  fixed  by  passing  the  stumps  of  the  optic 
nerves  through  the  holes  in  the  brass  plate,  and  transfixiiig 
with  sewing  needles  ;  thus,  ligaturing  the  nerve,  which  would 
have  vitiated  certain  of  the  experiments,  was  unnecessary. 
Eor  the  introduction  of  fluids  into  the  chambers  under  known 
pressures,  I  utilised  the  pressures  of  the  columns  of  fluids, 
instead  of  the  more  complicated  manometer.  The  tube  of  a 
glass  ear-syringe  was  suspended  by  a  string  and  counterweight 
from  a  nail  in  the  wall  above  my  table.  A  flexible  tube, 
several  feet  long,  was  attached  to  the  narrow  end  of  the  glass 
tube,  and  ended  below  in  a  small  stopcock,  to  which  again 
was  attached  a  shorter  flexible  tube,  carrying  in  its  extremity 
a  hollow  steel  needle  ;  the  blunt  end  of  the  needle  was  made 
bulbous  with  sealing  wax,  so  that  it  was  tightly  grasped  by 
the  india-rubber  tube,  but  could  be  very  readily  removed  and 
replaced  without  the  use  of  a  ligature.  Four  such  tubes  and 
reservoirs  were  hung  side  by  side  on  a  centimetre  scale, 
indicating  the  height  of  the  column  above  the  eye. 

In  order  to  obtain  a  visible  injection  of  the  vessels 
clearly  distinguishable  from  blood,  I  used  a  solution  of 
anyline  purple  (^) ;  anyline  green,  which  I  also  tried,  passes 
too  readily,  and  stains  the  tissues  too  diffusely. 

1  See   page  129. 
-  I  believe  that  tlie  teclniical  name  of  this  dye  is  "blue  black." 
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The  first  step  was  to  ascertain  whether  Leber's  statements 

concerning  the  passage  of  fluids  from  the  anterior  chamber 

into  the  episcleral  venons  plexus  hold  good  for  a  solution  of 

anyline  purple  dye.     For  the  sake  of  brevity,  injections  of 

coloured    fluid    or   water    into   the    aqueous   and    vitreous 

chambers,  and  the  pressures  respectively  employed,  will  be 

indicated  thus  : — 

Aqueous       ...     purjole         ...         30  cm. 

Vitreous       ...     water  ...         40  cm. 

The  pressure  may  in  all  cases  be  considered  equivalent  to 

the  same  column  of  water. 

Experiment  1. — Aqueous         ...         purple         ...         25  cm. 

When  the  stopcock  was  opened,  the  anterior  chamber  was  instantly 
pervaded  with  the  dye,  and  the  iris  completely  hidden  thereby.  In 
two  minutes  the  purple  appeared  in  one  of  the  anterior  ciliary  veins  ; 
in  ten  minutes  there  was  iLtense  injection  of  all  these  veins,  and  escape 
of  the  dye  from  the  crrt  edge  of  the  conjunctva. 

Experiment  2. — Similar  in  all  respects  to  experiment  1. 

ExiKrimcnt  3. — Aqueous         ...         purple         ...         30  cm. 
Free  injection  in  ten  minutes. 

Experiment  4- — Similar  in  all  respects  to  experiment  3. 

Experiment  5. — Similar  in  all  respects  to  experiment  3. 

Experiment  6. — Aqueous         ...         green  ...         30  cm. 

Well  marked  injection  in  fifteen  minutes. 

Hence  it  appeared  that,  under  a  pressure,  probably,  about 
equal  to  that  of  the  intraocular  fluids  during  life,  these 
coloured  solutions  pass  readily  from  the  anterior  chamber 
into  the  episcleral  venous  plexus.  The  next  step  was  to 
ascertain  whether  this  escape  from  the  anterior  chamber 
could  be  arrested  by  causing  the  lens  and  its  suspensory 
ligament  to  advance,  by  an  excess  of  pressure  in  the 
vitreous  chamber. 

Experiment  7. — Aqueous        ...        purple        ...        25  cm. 
Vitreous         ...         purple         ...       100  cm. 
During  the  introduction  of  the  needles  both  stopcocks  were  closed.     The 
vitreous  tube  was  then  opened,  with  the  effect  of  rapidly  making  the  globe 
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very  tense.  A  few  minutes  later  the  aqueous  tube  was  opened.  No  escape 
of  dye  occurred  into  the  aqueous  chamber,  but  the  aqueous  was  driven  into 
the  tube  by  the  advance  of  lens  and  iris.  The  iris  at  once  applied  itself 
closely  to  the  posterior  surface  of  the  cornea  throughout,  so  as  to 
completely  annihilate  the  anterior  chamber.  Thirty  minutes  later  there 
was  no  discolouration  of  the  iris  by  the  dye — it  remained  closely 
compressed  against  the  cornea  ;  no  trace  of  the  dye  in  the  episcleral  or 
conjunctival  vessels  ;  no  escape  of  the  dye  from  any  part  of  the  globe. 
The  pressures  were  then  reversed — viz.,  aqueous  raised  to  100  cm., 
vitreous  lowered  to  25  cm.  Instantly,  the  anterior  chamber  was  filled, 
the  iris  retired  from  the  cornea,  and  became  entirely  hidden  by  the 
dye.  Fifteen  minutes  later  there  was  free  injection  of  the  episcleral 
vessels. 

Ill  experiment  7  tlie  difference  between  the  pressures  in 
the  aqueous  and  vitreous  chambers  was  75  cm.  Successive 
diminutions  of  the  difference  showed  that  a  very  much 
smaller  excess  in  the  vitreous  suffices  to  arrest  the  How  from 
the  anterior  chamber. 

Experiment  8. — Aqueous         ...         purple         ...         25  cm. 
Vitreous         ...         purple         ...         50  cm. 

As  in  experiment  7,  the  vitreous  tube  was  opened  first,  the  aqueous  tube 
some  minutes  later.  Immediately  the  aqueous  tube  was  opened,  the  iris 
advanced  and  applied  itself  to  the  cornea,  and  the  anterior  chamber  was 
annihilated.  The  lens  advanced  in  like  manner,  and  was  probably  very 
nearly  in  contact  with  the  cornea,  and  received  the  point  of  the  aqueous 
needle  into  its  anterior  surface  in  the  pupillary  area.  Thirty  minutes 
later,  no  injection.     The  pressures  were  then  reversed,  viz.  : — 

Aqueous  ...         ...         60  cm. 

Vitreous  25  cm. 

and  rapid  filling  of  the  anterior  chamber,  with  total  disappearance  of  the 
iris,  followed.  Five  minutes  later,  injection  of  vessels  and  free  escape  of 
fluid  from  their  cut  ends. 

Exxtcriment  0 . — Aqueous         ...         purple         ...         25  cm. 
Vitreous         ...         purple         ...         35  cm. 

The  aqueous  tube  was  opened  two  minutes  later  than  the  vitreous  :  the 
periphery  of  the  iris  thereupon  at  once  advanced  and  applied  itself  to 
the  cornea  ;  the  pupillary  margin  remained  for  a  short  time  covered  by 
the  dye.  During  the  introduction  of  the  aqueous  needle  in  this,  and  in 
almost  all  the  experiments,  a  drop  or  two  of  the  dye  escaped  at  once  into 
the  chamber  and  mingled  with  the  aqueous  humour,  so  as  to  hide  the 
iris  unless  it  became  applied  close  to  the  corneal  surface.  Twenty-five 
minutes  later,  no  trace  of  injection  of  vessels.  Aqueous  pressure  raised 
to  50  cm.  ;  thereupon  the  anterior  chamber  filled  by  a  gradual  insinuation 
of  the  dye  between  the  iris  and  cornea.     Aqueous  again  lowered  to  25 
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cm.  ;  thereupon  the  iris  again  applied  itself  to  cornea.  The  same  change, 
several  times  repeated,  with  the  same  results.  Aqueous  then  left 
permanently  at  35  cm. — i.e.,  the  same  as  vitreous:  periphery  of  iris 
remained  just  visible  for  a  few  minutes,  and  then  disappeared.  Fifteen 
minutes  later  very  slight  injection  was  visible,  which  gradually  increased 
during  the  following  half-hour. 

It  occurred  to  me  that  I  might  obtain  a  permanent 
demonstration  of  tlie  behaviour  of  the  iris,  lens,  &c.,  under 
different  pressures,  anteriorly  and  posteriorly,  by  leaving  the 
experiment  in  operation  sufiRciently  long  for  the  tissues  to 
become  stained  by  the  dye  where  in  contact  with  it,  and 
subsequently  cutting  microscopic  sections  of  the  parts  in 
question.  The  next  two  experiments,  with  the  sections  and 
drawings  belonging  to  them,  iUustrate  the  remarkable  differ- 
ence in  the  '  effects  wlien  a  slight  excess  is  produced 
respectively  behind  and  in  front  of  the  lens  and  its  suspensory 
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Perfectly  fresh  loarm  eyes  were  used. 

Experiment  10. — Aqueous         ...         purple 
Vitreous         ...         purple 

30  cm. 
40  cm. 

The  aqueous  tube  was  now  opened  first,  so  that  an  influx  of  dye, 
mingling  with  the  aqueous  humour,  completely  hid  every  part  of  the  iris. 
The  vitreous  tube  was  then  opened.  In  a  few  seconds  the  iris  reappeared 
at  the  periphery,  and  slowly  applied  itself  to  the  cornea,  quite  up  to  the 
pupillary  margin.  The  fact  of  its  being  closely  in  contact  with  the 
cornea  was  known  by  the  complete  disappearance  of  the  dye  from  its 
surface.  The  pupil  remained  filled  with  fluid.  Five  hours  later,  no 
trace  of  injection  of  the  episcleral  vessels  at  any  jyart  of  the  circle.  [In 
looking  for  this  injection,  the  eye  was  in  all  cases  illuminated  with  a 
strong  condensed  light.]  No  escape  of  the  dye  from  the  vencc  vorticosce, 
in  the  nciglihourliood  of  the  optic  nerve,  or  at  any  other  2Mrt  of  tlie  globe. 
Fig.  32  shows  somewhat  diagrammatically  the  appearance  of  the  eye. 
The  fluid  in  the  glass  tubes  had  not  fallen.  Both  needles  were  then 
withdrawn,  and  were  found  to  be  perfectly  patent.  The  eye  was  divided 
into  lateral  halves.  The  vitreous  was  deeply  stained  throughout.  On 
carefully  removing  it  under  water,  the  retina  was  found  to  be  unstained. 
The  eye  was  then  frozen,  and  sections  cut.  Fig.  28  represents  a  section 
of  the  ciliary  region,  iris,  cornea,  &c.  ( ^ )  The  following  parts  are  deeply 
stained  :  the  posterior  elastic  lamina  of  the  cornea,  throughout  an  area 
corresponding  precisely  with  the  pupil ;  a  portion  of  the  posterior  surface 
of  the  iris,   reaching  from  the  pupillary  margin  to  the  point  where  the 

*  Slides.     Experiment  10,  a,  b. 
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ciliary  process  is  in  contact  with  it ;  the  suspensory  ligament  of  the 
lens,  and  the  tissue  by  which  it  is  connected  with  the  ciliary  process  ; 
also  the  ciliary  process  itself,  where  the  absence  of  opaque  pigment 
permits  the  appearance  of  the  stain  in  one  or  two  spots.  The  whole  of 
the  anterior  surface  of  the  iris,  and  that  portion  of  the  elastic  lamina  of 
the  cornea  opposed  to  it,  as  well  as  the  ligamentum  pectinatum,  are 
entirely  free  from  stain. 

Herein  we  have  ocular  demonstration  (fig.  28)  that  the  fluid 
which  remained  in  the  central  part  of  the  anterior  chamber 
corresponding  with  tlie  pupil  was  entirely  unable,  in  the 
course  of  five  hours,  althougli  constantly  in  open  communi- 
cation with  a  column  30  cm.  high,  to  make  its  way  to  the 
periphery  of  the  chamber,  its  normal  outlet.  We  see,  further, 
that  the  obstruction  was  due  to  the  contact  of  the  iris  with 
the  cornea,  caused  by  an  advance  of  the  lens  and  its  suspen- 
sory ligament.  The  periphery  of  the  iris  was  evidently 
pressed  upon  posteriorly  by  the  ciliary  process,  for  no  stain 
has  permeated  between  the  two,  while  nearer  to  the  pupil 
the  posterior  surface  of  the  iris  was  stained  by  fluid,  which 
reached  it  either  by  passing  backwards  through  the  pupil,  or 
forwards  from  the  vitreous  chamber  through  the  suspensory 
ligament. 

ExiKrimcnt  11. — Aqueous         ...         purple         ...         30  cm. 
Vitreous         ...        purple         ...         20  cm. 

Aqueous  tube  opened  first,  as  before  ;  vitreous  tube  immediately  after- 
wards. Anterior  chamber  at  once  filled,  so  as  to  completely  hide  iris. 
Five  minutes  later  a  few  small  vessels  were  injected  ;  thirty  minutes  later 
an  exquisite  injection  of  the  venous  plexus  all  round  the  cornea,  and  escape 
of  dye  from  edge  of  conjunctiva  (fig.  31).  Five  hours  later,  intense 
injection  and  staining  of  the  ciliary  region  ;  a  considerable  quantity  of 
fluid  had  escaped  from  cut  ends  of  vessels,  and  collected  round  the  eye. 
The  fluid  in  the  glass  tube  (aqueous)  had  fallen  f  inch.  Needles  with- 
drawn—both patent.  Eye  divided,  no  dye  in  vitreous  chamber.  Frozen, 
and  sections  cut  from  ciliary  region.  The  following  parts  were  stained  : — 
The  whole  of  the  posterior  elastic  lamina  of  cornea,  ligamentum  pectinatum 
and  its  immediate  neighbourhood,  iris,  ciliary  processes,  and  suspensory 
ligament  and  capsule  of  the  lens.    (Fig.  29.  Slides.    Experiments  11,  a,  h.) 

These  two  experiments  (10   and  11)  carried  on  simul- 
taneously, exhibited,   in   striking   contrast   throughout,   the 
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different  cousequences  of  an  excess  of  pressure  in  the  vitreous 
and  aqueous  cliambers.  Figs.  32  and  31  exhibit  roughly  the 
appearances  of  the  two  eyes  about  thirty  minutes  after  the 
commencement  of  the  experiments.  The  two  following  (12 
and  13),  in  which  the  excess  of  pressure  was  still  smaller, 
gave  respectively  the  same  results,  except  that  the  whole  of 
the  anterior  surface  of  the  iris  did  not  reach  the  cornea. 

Experiment  12. — Aqueous         ...         purple         ...         30  cm. 
Vitreous         ..  purple         ...         35  cm. 

Aqueous  tube  opened  first,  so  as  completely  to  fill  chamber  before 
opening  vitreous  tube.  Iris  returned  to  view  more  slowly  tlian  before, 
first  as  a  very  narrow  peripheral  line  here  and  there  ;  in  ten  minutes  its 
periphery  was  visibly  in  contact  with  cornea  all  round  the  circle  ;  the 
pupillary  margin  remained  permanently  hidden. 

Experiment  13. — Aqueous         ...         purple         ...         30  cm. 
Vitreous         ...         purple         ...         25  cm. 

The  tubes  opened  in  same  order  as  before.  Iris  remained  permanently 
hidden.     Injection  of  ciliary  plexus  in  fifteen  minutes. 

It  aiypcars  then  that  an  excess  of  pressure  in  the  vitreous 
chamber  equal  to  5  cm.  of  water  pressure  (  =  .^  mm.  mercury, 
or  2  ins.  water)  suffices  to  close  the  channel  through  ivhich 
the  aqucoiLS  humour  normally  escapes.  Seeking  the  points 
at  which  this  conclusion  might  be  assailed,  I  thought  that 
two  objections  might  be  raised — namely :  (1)  the  tension  of 
the  suspensory  ligament  is  believed  to  depend  upon  the 
resistance  offered  by  the  choroid,  (^)  and  since  the  choroid 
may  lose  its  elasticity  or  contractility  soon  after  death,  the 
suspensory  ligament  may  be  more  lax  in  the  dead  than  in 
the  living  eye  ;  (2)  the  tenser  the  tunics — sclera  and  choroid 
— the  tenser,  probably,  is  the  suspensory  ligament ;  if, 
therefore,  the  pressures  employed  in  these  experiments  are 
lower  than  the  normal  intraocular  pressure,  the  results  as 
regards  the  advance  of  the  suspensory  ligament  are  not 
applicable  to  the  living  eye.     I  therefore  experimented  again 

*  Hansen  and  Vijlckers.     Arch.  f.  Ophth.,  XXIX.,  I.,  166. 
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with  mucli  liiglier  pressure,  and  on  eyes  which  were  above 
all  suspicion,  of  post-mortem  cliange.  The  two  following 
eyes  were  rapidly  excised  immediately  the  animals  were 
killed,  placed  in  a  receptacle  previously  prepared — viz.,  a 
wide-mouthed  glass  bottle,  plunged  to  the  neck  in  a  box  full 
of  hot  salt,  corked,  and  at  once  brought  to  my  laboratory, 
where  they  arrived,  not  warm  merely,  but  hot  and  steaming 
as  they  left  the  orbit.  Their  temperature  was  maintained 
without  much  diminution  during  the  few  minutes  occupied 
by  the  experiments,  by  a  hot  brick  placed  close  to  the 
apparatus.  I  know  well,  from  former  experiments  in 
galvanising  freshly-excised  eyes,  that,  with  such  precautions, 
the  contractility  of  the  iris  may  be  preserved  for  an  hour 
or  more.  (^) 

Experiment  14. — Aqueous         ...        purple        ...        90  cm. 
Vitreous         ...         water  ...         95  cm. 

The  aqueous  tube  was  opened  about  two  seconds  first,  so  as  to  get  the  iris 
hidden  before  pressure  was  applied  behind  it.  The  tension  of  the  eye  to 
the  touch  was  enormous  ;  the  pressures  employed  I  believe  to  be  about 
treble  the  normal  pressure  in  man  and  several  of  the  lower  animals. 
The  iris  reappeared  quite  slowly,  but  after  two  minutes  its  extreme 
periphery  was  visibly  applied  to  the  cornea  throughout  the  whole  of  the 
circle,  and  gradually  appeared  more  and  more,  but,  as  in  experiment  12, 
the  pupillary  margin  remained  permanently  hidden. 

Experiment  15. — Aqueous         ...         purple         ...         90  cm. 
Vitreous         . . .        water  ...         92  cm. 

i.e.,  excessive  tension  of  the  tunics,  and  a  difference  of  only  2  cm.  ivater. 
After  three  or  four  minutes  the  iris  reappeared  through  about  half  the 
circle,  and  ten  minutes  later  it  was  just  visible  here  and  there  throughout 
the  remaining  portion.  It  was  evidently  not  in  close  contact  with  cornea, 
as  in  former  experiments,  for  its  surface  did  not  entirely  clear  itself  of 
the  dye.  The  experiment  was  continued,  in  order  to  ascertain  whether 
injection  would  occur.  Faint  injection  of  one  vein  was  visible  after 
about  twenty  minutes.  An  hour  and  a  half  later  there  was  a  visible 
injection  all  round  the  cornea,  but  no  escape  of  fluid,  to  any  perceptible 
amount,  from  the  cut  ends  of  the  vessels. 

In  addition  to,   and    as   a  necessary   corollary   of,   the 
conclusion  before  stated,  the  foregoing  experiments  appear  to 

^  See  British  Medical  Journal,  December  6,   1873. 
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prove  that  the  pressures  in  the  aqueous  and  vitreous 
chambers  are  normally  equal,  or  so  nearly  equal  that  the 
difference,  if  any,  must  be  entirely  undiscoverable  by  any 
tonometrical  test,  and  hardly  discoverable  by  the  manometer. 
To  ascertain,  by  a  corroborative  test,  that  the  closure  of 
the  angle  of  the  anterior  chamber  is  brought  about  by  an 
advance  of  the  partition  v/hich  separates  the  aqueous  from 
the  vitreous  chamber,  I  resolved,  during  the  occurrence  of  the 
said  closure,  to  abolish  the  partition  by  displacing  the  lens 
into  the  vitreous. 


Experiment  16.  — Aqueous        . . .        purple        ...        30  cm. 
Vitreous         ...         purple         ...         40  cm. 

Aqueous  tube  opened  a  few  seconds  before  vicreous  tube.  As  before,  the 
iris  reappeared,  cleared  of  dye,  and  applied  itself  to  the  cornea.  Fifteen 
minutes  later,  no  injection.  I  then  attempted,  with  a  bent  needle 
introduced  near  the  equator,  to  perform  '*  reclination."  The  lens  was  so 
soft  as  to  offer  no  sensible  resistance,  and  to  displace  it  whole  proved 
impossible.  Free  movements  were  made  through  it  with  the  needle  in 
all  directions.  The  dye  entered  the  anterior  chambei",  and  slowly 
insinuated  itself  between  the  iris  and  cornea,  completely  up  to  the 
periphery  ;  ten  minutes  later,  visible  injection  ;  twenty  minutes  later, 
intense  injection.  On  opening  the  eye,  the  debris  of  the  lens  was  found 
nearly  in  its  normal  position,  but  so  completely  divided  as  to  form  no 
barrier  between  the  vitreous  and  aqueous  chambers. 

Experiment  17. — Aqueous         ...         purple         ...         30  cm. 
Vitreous         ...         purple         ...         40  cm. 

A(|ueous  tube  opened  first,  as  before.  On  opening  vitreous  tube,  iris  at 
once  i-eappeared  and  applied  itself  to  cornea.  Lens  was  at  once  incised, 
and  broken  up  as  before.  Iris  immediately  disappeared,  and  aqueous 
chamber  filled  with  dye.  Vitreous  pressure  was  then  raised  successively 
to  60  cm.  and  90  cm.,  in  order  to  ascertain  whether  the  periphery  of  iris 
could  be  made  to  advance  after  the  destruction  of  the  partition  between 
vitreous  and  aqueous  chambers.  The  iris  did  not  reappear.  Eapid  and 
intense  injection  occurred.  Eye  opened  ;  lens  found  freely  divided,  and 
displaced  backwards. 

Experiment  18. — Aqueous         ...        purple         ...         30  cm. 
Vitreous         ...         purple         ...         40  cm. 

Tubes  opened  in  same  order  as  before.  Iris  applied  itself  to  cornea  ; 
five  liours  later,  no  injection.  Lens  divided  and  displaced  as  before  ;  one 
hour  later,  free  injection. 
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The  three  last  experiments  proved  that,  if  the  partition 
between  the  vitreous  and  aqueous  chambers  be  abolished  by 
the  removal  of  the  lens,  the  escape  of  fluid  through  the  angle 
of  the  anterior  chamber  is  not  arrested,  but  accelerated,  by 
an  increase  of  the  pressure  in  the  vitreous  chamber. 

In  one  important  particular,  the  conditions  of  the  eye  in 
all  the  foregoing  experiments  were  essentially  different  from 
the  conditions  of  the  living  eye — viz.,  an  artificial  outlet, 
the  aqueous  needle,  allowed  the  escape  of  fluid  from  the 
anterior  chamber,  when  an  excess  of  pressure  occurred  on 
the  vitreous  side  of  the  partition.  Such  an  outlet  was  an 
essential  necessity  for  these  experiments,  inasmuch  as 
without  it  the  pressures  on  the  two  sides  of  the  partition 
would  be  equalised  by  an  advance  of  the  lens  and  its 
suspensory  ligament,  and  the  behaviour  of  the  partition 
under  a  permanent  excess  on  its  hinder  surface  could  not  be 
tested. 

It  was  necessary,  in  the  next  place,  to  ascertain  the 
consequences  of  applying  pressure  to  the  vitreous  surface  of 
the  partition,  the  aqueous  chamber  being  unopened. 

The  results  already  obtained  enabled  me  to  forsee  these 
consequences  with  tolerable  certainty.  It  appeared  indu- 
bitable that  the  partition  and  the  periphery  of  the  iris  would 
advance  and  cause  an  escape  of  the  fluid  of  the  anterior 
chamber  through  the  natural  channel,  until,  by  this  very 
advance,  the  angle  of  the  chamber  should  be  so  much 
compressed  as  to  preclude  further  escape,  and  that  then  a 
certain  amount  of  fluid  would  be  permanently  imprisoned 
in  the  anterior  chamber,  and  prevent  the  iris  and  lens  from 
advancing  into  contact  with  the  cornea. 

Experiment  18. — Aqueous  chamber  filled  with  purple  under  a  pressure 
of  30  cm. ,  and  its  tube  tlien  closed. 

Vitreous         ...        water         ...         35  cm. 

After  a  few  minutes  a  faint  injection  of  the  episcleral  vessels  occurred, 
but  there  was  no  free  escape.    Sixty  minutes  later  iris  had  not  reappeared, 
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no  fluid  was  escaping  from  cut  ends  of  vessels,  but  anterior  chamber 
evidently  still  contained  fluid.  Aqueous  tube  opened,  iris  advanced  and 
applied  itself  to  cornea,  evidently  because  of  an  escape  of  fluid  from 
anterior  chamber  through  aqueous  needle.  The  experiment  was  not  very 
satisfactory,  because  the  iris  and  inner  surface  of  cornea  were  so  deeply 
stained  as  to  prevent  the  application  of  iris  to  cornea  from  being  distinctly 
seen. 

The  following  two  experiments  demonstrated  the 
imprisonment  of  fluid  in  the  anterior  chamber  more 
satisfactorily : — 

Experiment  19. — Aqueous        ...        purple        ...        40  cm. 
Vitreous         ...         water  ...         45  cm. 

Higher  pressures  were  employed,  in  order  again  to  prove  that  the  results 
did  not  depend  upon  the  employment  of  a  sub-normal  pressure.  Aqueous 
tube  opened  first,  so  as  to  fill  anterior  chamber  as  much  as  possible,  then 
closed  ;  vitreous  tube  then  opened.  Injection  and  escape  of  dye  from  cut 
ends  of  vessels  in  a  few  minutes.  Sixty  minutes  later  no  more  fluid 
appeared  to  be  escaping  from  the  eye  ;  on  wiping  away  the  fluid  collected 
on  the  surface,  no  more  collected.  Eye  frozen  solid,  without  disturbing 
needles,  and  divided  into  lateral  halves.  Anterior  chamber  still  present, 
and  of  moderate  depth,  contains  frozen  dye.  As  it  was  impossible  so  to 
illuminate  the  frozen  specimen  as  to  thoroughly  examine  the  condition 
of  the  angle  of  the  chamber,  I  attempted  to  learn  its  condition  in  the 
fallowing  way.  With  the  points  of  a  pair  of  compasses  I  measured 
exactly  the  external  diameter  of  the  cornea  in  the  half  eyeball,  and 
pricked  the  measurement  on  a  piece  of  paper  ;  then  extracting  the  half 
disc  of  frozen  dye  from  the  anterior  chamber,  I  measured  its  diameter  in 
the  same  way,  and  found  that  it  corresponded  exactly  with  that  of  the 
cornea.  The  edge  of  the  half  disc  of  ice  was  sharp  and  unbroken,  and 
no  delay  occurred  during  which  it  could  diminish  by  thawing,  so  that  it 
was  safe  to  conclude  that  some  narrowing  of  the  angle  of  the  chamber 
had  occurred. 

Experiment  20. — Vitreous        ...        water        ...        60  cm. 

This  was  simply  a  repetition  of  the  foregoing,  without  the  injection  of 
any  additional  fluid  into  the  anterior  chamber,  and  with  a  higher 
pressure  in  vitreous  chamber.  The  eye  was  fresh  and  full,  and  the 
aqueous  chamber  was  probably  nearly  as  full  as  during  life  ;  whether  any 
aqueous  humour  was  expressed  into  the  venous  plexus  could  not  be 
ascertained.  Sixty  minutes  later,  eye  frozen  without  disturbing  needle, 
and  divided  as  before.  Anterior  chamber  contained  frozen  aqueous 
humour.  The  diimeter  of  the  frozen  disc  of  fluid  was  as  nearly  as 
possible  the  same  as  that  of  the  cornea — possibly  a  shale  larger.  It 
probably  reached  nearly  as  far  as  the  ligamentum  pectinatum.  Its 
thickness  was  exactly  2  mm. 
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[In  any  repetition  of  these  experiments,  I  would  give  a  caution  that 
care  is  necessary  to  avoid  the  slightest  entrance  of  air  into  the  india- 
rubber  tubes.  "Where  the  columns  for  the  aqueous  and  vitreous  pressures 
are  very  nearly  equal  in  height,  the  entrance  of  a  bubble  of  air  into  the 
longer  column  may  easily  reduce  its  actual  pressure  below  that  of  the 
shorter  column,  an  d  thereby  give  results  exactly  the  opposite  of  what  is 
here  described.  This  happened  more  than  once  in  some  of  my  earlier 
experiments.  Moreover,  the  last-mentioned  experiments  gave  results 
entirely  different  if  performed  with  eyes  which  were  not  quite  fresh.  In 
three  such  I  found  the  anterior  chamber  empty,  the  iris  and  lens 
compressed  against  the  cornea,  and  the  cornea  stained  throxighout  its 
whole  thickness  by  the  passage  through  it  of  the  dye,  the  anterior 
epithelium  peeling  off,  and  fluid  exuding  from  the  cornea.  In  all  my 
experiments,  I  obtained  confirmation  of  Leber's  statement  that  the  fresh 
cornea  allows  no  fluid  to  pass  through  it.  The  anterior  epithelium 
remains  perfectly  polished,  and  perfectly  dry,  for  several  hours  under 
high  internal  pressure  in  the  fresh  eye.] 

Thus  it  was  proved  that  pressure  on  the  posterio7'  surface 
of  the  lens  and  its  suspensory  ligament,  unless  counter- 
halanced  hy  an  equal  pressure  on  the  anterior  surface,  arrests 
the  escape  of  aqueous  humour,  ty  compressing  the  angle  of  the 
anterior  chamher,  and  that  this  arrest  occurs  while  a  con- 
sideraUe  quantity  of  the  aqueous  humour  still  remains  in  the 
chamher,  and  while  the  chamber  is  open,  peripherally,  at  least 
as  far  as  the  corneal  margin,  and  prolaUy,  rather  farther. 

The  fact  here  stated  requires  to  be  confirmed,  as  regards 
the  human  eye,  before  it  can  be  applied  in  the  explanation  of 
glaucoma.  Inasmuch  as  a  complete  repetition  of  these 
experiments  would  require,  in  that  case,  the  employment  of 
human  eyes  very  shortly  after  death,  their  discoloration  with 
staining  fluids,  and,  in  some  cases,  their  excision,  it  would 
manifestly  be  a  work  of  much  difficulty  and  time.  At 
present  I  have  had  opportunity  for  a  few  experiments  only. 
They  are  however,  I  think,  sufficiently  convincing. 

Experiment  21. — Male  subject,  aged  nineteen,   two  hours  after  death. 
Aqueous         ...        purple         ...         30  cm. 
Vitreous         ...         water  ...         40  cm. 

Aqueous  tube  opened  first,   so  that  dye  mixing  with  aqueous  humour 
completely   hid  iris   from   view.     Then  vitreous  tube  opened.     The  iris 
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slowly  reappeared  at  the  periphery  and,  gradually  clearing,  applied  itself 
throughout  the  whole  of  its  surface  to  the  cornea.  The  pressures  were 
then  reversed,  so  as  to  cause  a  refilling  of  anterior  chamber  and  the  total 
disappearance  of  iris  ;  pressures  then  re-established  with  an  excess  in  the 
vitreous  of  5  cm.  only,  instead  of  10  cm.  as  before  ;   thus — 

Aqueous         ...         purple         ...         30  cm. 
Vitreous         ...         water  ...         35  cm. 

The  iris  appeared,  the  whole  circle  of  the  periphery  became  applied  to  the 
cornea,  but  the  pupillary  margin  remained  more  or  less  hidden  by  the 
dye — a  result  precisely  like  that  obtained  in  the  pig's  eye  under  similar 
conditions. 

Experiment  22. — The  other  eye  of  the  same  subject. 

Aqueous        ...        purple        ...        30  cm. 
Vitreous        ...        water  ...        20  cm. 

Iris  remained  hidden  ;  free  injection  in  30  minutes. 

As  regards  the  imprisonment  of  fluid  in  the  anterior 
chamber  during  exalted  vitreous  pressure,  I  have  had  no 
opportunity  of  demonstrating  the  fact  by  the  freezing  method 
in  the  human  eye,  but  I  am  none  the  less  confident  as  to  its 
occurrence.  During  the  experiments  on  the  dead  subject 
already  recorded,  made  with  a  view  to  learning  the  normal 
intraocular  pressure,  I  observed,  as  doubtless  others  have 
done  before,  that,  after  high  pressure  has  been  applied  to  the 
vitreous  chamber,  even  for  long  periods  of  time — e.g.,  an  hour 
or  more — the  anterior  chamber  still  contains  fluid.  This  fluid 
is  the  aqueous  humour,  imprisoned  by  the  closure  of  its 
normal  channel  of  escape. 

If  we  now  consider  in  conjunction — 

a.  The   conditions    revealed    by    the   microscope   in 
glaucomatous  eyes  ; 

h.  The  results  of  the  foregoing  experiments  ; 

c.  The   fact  that   a   shallow   anterior    chamber  is   a 
constant  feature  of  glaucoma ; 

we  may,  T  think,  safuly  conclude  that : — 
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1.  Closure  of  the  angle  of  the  anterior  chamher  is  an 

essential  ^art  of  the  glaucomatous  'process;  it 
checks  the  esca;pe  of  the  aqueous  humour,  and 
raises  the  tension  of  the  eye. 

2.  It  is  de2Jendent  on,  or  at  least  associated  with,  an 

exaltation  of  the  vitreous  pressiire  above  the 
aqueous  pressure,  which  does  not  exist  in  the 
healthy  eye. 

Eeferring  again  to  the  theories  of  Max  Knies  and  Ad. 
Weber  concerning  the  mode  in  which  the  closure  of  the  angle 
of  the  chamber  is  brought  about,  the  following  difficulty 
presents  itself: — If  the  primary  cause  of  glaucoma  be  a 
localised  inflammation  affecting  the  permeability  of  the 
ligamentum  pectinatum,  &c.,  or  if  it  be  a  swelling  of  the 
ciliary  processes,  causing  compression  of  this  region,  why  are 
not  the  lens  and  suspensory  ligament  displaced  backwards  ? 
Why  is  not  glaucoma  characterised  by  a  deep,  instead  of  a 
shallow  anterior  chamber  ? 

It  is  not  unlikely  that  in  serous  iritis  we  have  an  example 
of  a  primary  ■  obstruction  of  the  filtration  channel,  though 
as  there  is  here,  an  altered  and  perhaps  increased  secretion 
as  well,  the  condition  is  not  necessarily  one  of  obstruction 
purely.  I  think  that  the  theory  of  Max  Knies  might  explain 
this  variety  of  the  glaucomatous  condition,  but  this  only ;  and 
in  this  disease  the  symptom  above  mentioned — viz.,  deepening 
of  the  anterior  chamber — is  actually  met  with.  With  regard 
to  Weber's  theory,  I  wiU  not  venture  to  assert  that  it  is 
incorrecu,  but  I  will  say  that,  if  correct,  it  is  incomplete. 
If  we  assume,  with  him,  that  the  swelling  of  the  ciliary 
processes  is  the  primary  change,  and  that  it  produces 
narrowing  of  the  angle  of  the  anterior  chamber,  and  thereby 
retards  the  escape  of  the  aqueous  humour  and  raises  the 
intraocular  pressure,  we  have  yet  to  ascertain  how  these 
conditions  of  obstruction,   heginning  m  the  aqz(cous  chamher, 
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can  cause  the  lens  and  suspensory  ligament  to  advance — 
how,  that  is,  they  can  exalt  the  vitreous  pressure  above  the 
aqueous  pressure. 

There  can  be  no  doubt  that  the  peripheral  contact  of  the 
iris  and  cornea  is  in  many  cases  caused  directly  by  the 
pressure  of  the  ciliary  processes  against  the  posterior  surface 
of  the  iris.  This  is  seen  to  be  the  case,  for  instance,  in 
figs.  11,  15,  17,  18,  26,  in  all  of  which  the  ciliary  process 
occupies  a  position  closely  corresponding  to  the  adhesion  on 
the  other  side  of  the  iris,  or  would  manifestly  do  so  but  for 
the  absence  of  the  support  of  the  suspensory  ligament  on  its 
posterior  surface.  This,  however,  does  not  prove  that  the 
primary  change  is  in  the  ciliary  processes.  Fig.  28 
represents  a  very  similar  relation  of  the  parts  in  the 
excised  eye  of  the  pig,  in  which,  as  we  have  seen,  a 
slight  excess  of  vitreous  pressure  closed  the  angle  of  the 
chamber  as  completely  as  it  is  closed  in  the  glaucomatous 
human  eye.  Moreover,  we  have  seen  that  the  same  result  is 
obtained  in  the  human  eye  after  death,  when  no  swelling 
of  the  ciliary  processes  can  occur. 

Again,  we  see,  in  figs.  13,  22  (see  also  slides  6^^,  6&,  6c, 
Ah,  &c.),  an  adhesion  of  the  iris  with  the  cornea,  so  far  in 
advance  of  the  tip  of  the  ciliary  process,  and  such  advanced 
atrophy  of  the  latter,  that  it  appears  impossible  for  the  ciliary 
process  to  have  caused  the  adhesion,  unless  we  imagine  that 
a  former  condition  of  elongation  has  given  place  later  on  to 
atrophy  with  retraction.  The  appearances  here  referred  to, 
as  well  as  those  to  be  seen  in  many  others  of  the  slides,  seem 
to  be  due  rather  to  compression  of  the  ciliary  processes  by  an 
advance  of  the  suspensory  ligament,  than  to  a  primary  change 
in  themselves.  That  such  an  advance  actually  occurs  in 
glaucoma  we  know,  and  we  may  often  observe  a  direct  relation 
between  the  intensity  of  the  symptoms  and  the  amount  of 
this  advance. 
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To  explain  the  compression  of  the  angle  of  the  chamher 
we  must  then,  I  think,  look  for  conditions  ichich  are  capable 
of  exalting  the  vitreous  ]3rcssiire  abore  tlie  aqueous  pressure. 

Any  further  step  towards  the  elucidation  of  the  point  in 
question  seems  to  demand  a  knowledge  of  the  processes  hy 
which  the  vitreous  humour  is  nourished  and  renewed.  This 
is  uncertain  ground,  and  the  theory  which  I  have  to  advance 
is  supported  rather  by  presumptive  evidence  than  by 
demonstrable  facts. 

It  is  pit'obablc  that  the  vitreous  tody  receives  its  nutrient 
supply  exclusively  from  the  ciliary  portion  of  the  uveal  tract 
I  have  been  unable  to  find,  even  in  the  most  recent  and 
elaborate  expositions  of  the  anatomy  and  physiology  of  the 
eye,  any  distinct  statements  as  to  the  nutritive  processes  of 
the  vitreous  body.     Even  Leber  in  his  admirable  treatise,  "Die 
Circulations — und    Ernahrungs — verhaltnisse    des     Auges," 
leaves    the    subject    entirely    untouched.  Q-)       An    opinion 
commonly   entertained,   I   believe,   is   that  the   vitreous   is 
nourished  by  a  fluid  secreted  by  the  capillary  plexus  of  the 
choroid,  which  reaches  it  by  passing  through  the  retina.    One 
recent  writer  on  detachment  of  the  retina  goes  so  far  as  to 
assert  that  "  no  other  mode  of  nutrition  for  the  vitreous  is 
conceivable."  (^) 

In  opposition  to  this  view,  and  in  support  of  the 
statement  enunciated  above,  I  will  suggest  the  following 
facts  for  consideration : — 

1.  It  is  a  loriori  improbable,  and  at  variance  with 
nutritive  arrangements  in  other  parts  of  the  organism,  that 
the  retina,  a  highly  complex  nervous  structure,  composed 
of  many  differentiated  layers,  and  possessing  an  isolated 
vascular  system  of  its  own,  should  convey  the  secretion  of  an 
entirely  distinct  vascular  tract  situated  on  its  one  side  to 

1  Handbuch  d.  g.  A.,  II.,  I.         ^  ^j-ch.  f.  Ophtk,  XXII.,  IV.,  244, 
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a  structure  with  wbicli  it   has  nothing  in  common,  either 
structurally  or  by  development,  situated  on  its  other  side. 

2.  The  recent  discoveries  of  Kiihne  render  it  almost 
certain  that  the  function  of  the  chorio-capillaris  and  the 
hexagonal  epithelium  is  to  secrete  the  "  visual  purple."  (^) 

3.  The  retina  proper  terminates  at  the  ora  serrata ; 
its  vascular  system  extends  to  this  line,  and  there  abruptly 
returns  upon  itself;  precisely  at  this  line  an  intimate 
connection  between  the  uveal  tract  and  the  vitreous,  of  a 
character  perfectly  adapted  for  nutrition,  begins.  The  hyaloid 
membrane  here  undergoes  a  special  development  (zonula 
ciliaris),  and  is  very  intimately  connected,  on  the  one  hand, 
with  the  vitreous,  and,  on  the  other,  by  the  interposition  of 
a  single  layer  of  cylindrical  cells  (pars  ciliaris  retinse)  with 
the  ridges  and  furrows  of  the  secreting  surface  of  the 
ciliary  body.  (^) 

4.  Staining  fluids  injected  into  the  vitreous  chamber  pass 
very  readily  through  the  zonula,  and  colour  the  cells  covering 
the  surface  of  the  ciliary  processes ;  while,  after  many  hours, 
the  retina,  though  separated  from  the  vitreous  by  a  much 
thinner  portion  of  the  hyaloid  membrane,  i&  found 
colourless.  (^) 

5.  Detachment  of  the  retina,  in  the  forms  most  commonly 
met  with,  is  more  satisfactorily  explained  by  this  theory  than 
by  any  other.  This  point,  which  is,  I  think,  a  very  strong 
one,  would  require  for  its  development  a  very  lengthy 
examination.     In  this  place  I  can  only  sketch  the  evidence 

^  riioto-Chemistry  of  Retina,  &c.,  Kiihne  ;  Transl.  M.  Foster; 

pages  9,  10,  101. 

"  Kiilliker.    Micro.  Anat.,  p.  573.    Ivanoft'.  Handbucli,  d.  g.  A.,  I.,  I.,  p.  305. 

•''  See  experiment  29,  p.  1 45  ;  also  .slides,  exp.  29«,  exp,  296. 
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in  outline.  It  is  pretty  generally  agreed  that  the  primary 
change  in  most  forms  of  retinal  detachment  is  not,  as  formerly 
supposed,  an  inflammatory  exudation  from  the  choroid,  which 
pushes  the  retina  before  it,  but,  on  the  contrary,  an  alteration 
in  the  vitreous,  of  which  the  choroidal  exudation  is  a 
secondary  consequence.  The  vitreous  change  has  been  sup- 
posed to  induce  the  retinal  detachment,  by  altering  the 
osmotic  relations  between  it  and  the  normal  nutrient  supply 
believed  to  proceed  from  the  choroid.  (^)  This  supposition,  as 
I  understand  it,  gives  no  explanation  of  the  primary  change 
in  the  vitreous.  It  appears  to  me  that,  in  the  great  majority 
of  cases,  the  alteration  in  the  vitreous  is  one  either  of 
malnutrition,  and  consequent  loss  of  hulh  hy  atro]iliy,  or  of 
shrinking  produced  hy  inflammation  and  ciccdrisation  of  its 
tissue,  and  that  the  flow  of  a  highly  albuminous  coagulable 
fluid  from  the  choroid  is  the  natural  result  of  the  withdrawal 
from  its  vessels  of  the  pressure  to  which  they  are  normally 
subjected. 

Detachment  of  the  retina  in  the  complete  form,  so 
commonly  met  with  in  excised  eyes,  is  constantly  associated 
with  marked  changes  in  the  ciliary  body.  The  zonula  is 
found  coated  with  inflammatory  exudation,  and,  together 
with  the  pars  ciliaris  retinae,  converted  into  a  thick  opaque 
membrane,  obviously  incapable  of  the  transmission  of  a 
normal  secretion  from  the  subjacent  uveal  tract.  (^)  Such  a 
condition  is  constantly  found  in  eyes  which  have  been 
destroyed  by  irido-cyclitis,  whether  from  injury  or  from  the 
extension  of  idiopathic  iritis.  In  other  instances,  the 
secreting  portion  of  the  ciliary  body  is  found  to  be  in  a  state 
of  advanced  atrophy,  the  removal  of  the  pigment  having  left 
the  membrane  almost  transparent.  (^)  In  other  cases  again, 
especially  those  of  perforating  wounds  of  the   vitreous,   it 

1  E.  Raehlmann.     Arch.  f.  Ophth.,  XXII.,  IV.,  245. 
^  See  spf'cimen  10.         ^  Specimens  12,  13. 
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appears  likely  that  the  shrinking  of  its  substance  is  the 
sequel  of  inflammation,  and  that  the  changes  discovered  in 
the  region  of  the  zonula  are  the  result,  rather  than  the 
cause,  of  the  abolition  of  the  vitreous  body.  (^)  The 
total  annihilation  of  the  vitreous  chamber — i.  e.,  of  the  intra- 
retinal  space — coincides  with  the  complete  obliteration  of  the 
secreting  surface  from  which  it  normally  receives  its  nutrient 
supply ;  for  the  anterior  portion  of  the  retina  proj^er, 
doubling  forwards  at  the  ora  serrata,  applies  itself  to  the 
zonula,  and  ultimately  becomes  firmly  welded  to  it. 

Amongst  a  considerable  number  of  specimens  in  my 
possession,  I  find  no  case  of  detached  retina  in  which  there  is 
not  marked  disease  of  the  ciliary  body  ;  and,  more  important 
still,  I  find  no  instance  of  marked  disease  of  the  ciliary  body 
witliout  detachment  of  the  retina. 

"While  the  ciliary  portion  of  the  uveal  tract  is  thus 
constantly  the  seat  of  disease,  the  portion  posterior  to  the  ora 
serrata — the  choroid — is  often  comparatively  healthy.  That 
changes  in  the  choroid,  inflammatory  and  atrophic,  may  also 
frequently  be  found  in  such  eyes,  is  a  natural  consequence  of 
the  proneness  of  pathological  processes  to  pass  from  one  part 
of  the  uveal  tract  to  another  ;  but  that  they  are  not  in  any 
sense  a  cause  of  detachment  of  the  retina  is,  I  think,  evident, 
when  we  remember  that,  with  the  ophthalmoscope,  we  see 
almost  universal  atrophy  and  vascular  emptiness  of  the 
choroid  (productive  of  total  loss  of  retinal  function),  without 
any  retinal  detachment,  and  with  a  presumably  healthy 
nutrition  of  the  vitreous — i.e.,  with  perfect  transparency  and 
normal  tension.  The  diminished  tension  which  is  sometimes 
discoverable  in  cases  where  the  choroid  is  the  seat  of  visible 
changes,  is,  in  my  opinion,  due  to  a  participation  of  the  ciliary 
portion  of  the  membrane  in  the  disease. 

*  Specimen  11. 
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6.  The  fact  that  changes  in  the  vitreous  hodj  may  some- 
times be  traced  to  the  presence  of  disease  in  the  corresponding 
portion  of  the  choroid  is  no  proof  that  the  former  draws  its 
normal  nutrient  supply  from  the  latter.  Such  an  extension 
of  disease,  demonstrable  under  the  microscope,  involves  the 
retina  also,  and  is  a  not  unnatural  consequence  of  the  con- 
tiguity of  the  structures  concerned. 

The  foregoing  considerations  afford,  I  tliink,  strong 
presumptive  evidence  of  the  truth  of  the  statement  enunciated 
concerning  the  nutrient  supply  to  the  vitreous  body.  (^) 

It  is  prohahh  that  the  waste  finicl  of  the  vitreous  body  ])asses 
through  the  suspensory  ligament  into  the  aqueous  chamber,  and, 
forming  part  of  the  aqueous  humour,  escapes  from  the  eye  at 
the  angle  of  the  anterior  chamber.  A  complete  proof  of  this 
proposition  is  hardly  to  be  obtained  either  by  experiment  or 
by  clinical  study,  but  it  can,  I  think,  be  backed  with  much 
circumstantial  evidence.  If  we  ask  what  are  the  other  modes 
of  escape  or  reabsorption  possible  for  this  fluid,  the  following 
may  be  suggested : — 

1.  Osmosis  through  the  retina  and  absorption  by  the 
choroid,  in  accordance  with  the  theory  already  adverted  to. 
The  same  objections  which  were  urged  against  the  idea  of  a 
nutrient  supply  from  the  choroid  hold  good  for  a  return  of 
fluid  to  it.  The  fact  that  a  diffusible  coloured  fluid  injected 
into  the  vitreous  body,  under  a  continuous  pressure,  may  fail 
after  many  hours  to  produce  the  slightest  staining  of  the 
retina,  and  appears  never,  in  the  fresh  eye,  to  reach  the 
choroid,  is,  I  think,  highly  significant.  {^)  To  this  it  may 
very  properly  be  objected  that  what  is  true  of  an  artificial 
injection,  is  not  necessarily  true  of  the  normal  intraocular 
fluid;  but  the  objection  is  somewhat  weakened  by  the  fact 
that  this  same  artificial  injection  does  pass  very  readily  and 

^  See  page  137.         ^   Experiment  29,   slides. 
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rapidly  in  certain  directions  which  correspond  wdth  the 
normal  path  of  tlie  intraocular  fluid — e.  g.,  from  the  anterior 
chamber  into  the  episcleral  venous  plexus. 

2.  Through  the  lym'ph  -passages  luithin  the  sheath  of  the 
optic  nerve.  Schwalbe  says  of  these  lymph  passages,  "  They 
constitute  a  very  complicated  channel,  which  finds  exit  in 
the  lymph  spaces  of  the  skull,  and  which  conveys  not  only 
the  lymph  formed  in  the  optic  nerve,  but  that  also  of  the 
retina  and  vitreous."  {})  Stilling  has  even  suggested  that 
closure  of  these  posterior  channels  of  exit  is  the  cause  of  a 
large  class  of  cases  of  glaucoma.  (^)  Now,  even  granting  the 
existence  of  a  direct  communication  between  these  lymph 
channels  and  the  interior  of  the  eye,  which  is  perhaps  hardly 
proved,  we  have  no  evidence  to  show  that  they  afford  an 
exit  to  the  intraocular  fluid  proper  ;  in  fact,  we  have  strong 
evidence  to  the  contrary.  Optic  neuritis,  in  one  form  at 
least — namely,  "choked  disc"  (stanungspapille) — is  known 
to  be  constantly  associated  with  dropsy  of  the  nerve  sheath, 
presumably  due,  in  many  cases,  to  an  increased  pressure 
within  the  skull.  If  Stilling's  suggestion  were  correct,  such 
conditions  as  these  should  surely  lead  to  some  excess  of 
tension,  if  not  to  a  very  pronounced  glaucoma  ;  but,  as  far  as 
my  experience  goes — and  I  have  examined  many  cases  with 
the  finger,  and  several  with  the  tonometer — optic  neuritis  of 
the  extremest  kind  involves  no  excess  of  tension.  (^) 

In  my  own  injection  experiments  on  the  eyes  of  pigs,  I 
have  entirely  failed  to  trace  any  communication  between  the 
vitreous  chamber  and  the  lymph  channels  of  the  optic  nerve. 
I  have  injected  solutions  of  carmine  and  of  anyline  purple 
into  the  vitreous  chamber,  and  maintained  the  pressure  for 

1  Handbuch,  d.  g.  A.,  L,  I.,  350. 

*  Heidelberg  Congress,  1877.  See  Klin.  Monatsbliitt.  Bericht  iiber,  &c,,  p.  16. 

=•  See  Section  VII.,  p.  278. 
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five  or  six  liours,  and  tlien  frozen  the  eye  and  cut  sejctions, 
botli  parallel  with  and  perpendicular  to  the  plane  of  the  optic 
disc,  but  have  found  no  trace  of  the  colour  deeper  than  the 
superficial  layers  of  the  retina.  (^) 

3.  Rcdbsoiytion  hy  the  secreting  surfaee  of  the  eiliary  body 
through  the  zonula.  Against  this  supposition  I  have  no 
positive  evidence  to  bring  forward.  It  certainly  appears 
unlikely  that  whereas  the  free  portions  of  the  ciliary 
processes  in  the  posterior  chamber  yield  a  secretion  which 
passes  out  by  the  ligamentum  pectinatum,  the  immediately 
continuous  portions  in  contact  with  the  zonula  should 
reabsorb  the  fluid  which  they  secrete  ;  but  the  improbability, 
to  my  mind,  depends  chiefly  on  the  reasons  which  are 
forthcoming  in  favour  of  the  theory  originally  stated. 

Leber  concludes  the  fourth  section  of  his  already  quoted 
"  Studies  on  the  Interchange  of  Fluid  in  the  Eje"  with  the 
following  sentences  : —  (J) 

"  The  vitreous  chamber,  when  compared  with  the  anterior 
"  chamber,  appears  far  more  completely  closed,  and  less 
"ready  to  allow  the  outward  passage  of  fluid.  This  is 
"  manifested  in  those  experiments  in  which,  after  a  con- 
"  siderable  excess  of  pressure  in  the  vitreous  chamber,  the 
"  subsequent  fall  is  very  slow.  This  is  all  the  more  noticeable 
"because  the  excess  of  pressure  is  transmitted,  in  part  at 
"  least,  to  the  anterior  chamber,  and  must  be  diminished  by 
"  escape  of  fluid  from  the  latter.     At  present  I  only  mention 

1  Experiments  and  slides,  29,  31,  32,  see  p.  145.      ^  ^j-ch.  f.  Ophth.,  XIX.,  II. 

Note. — June,  1S79. — I  have  recently  endeavoured  to  obtain  evidence  of 
the  existence  of  these  channels  by  injecting  a  coloured  fluid  into  the  sheath 
of  the  optic  nerve  after  applying  a  ligature  so  as  to  avoid  its  escaping  posteri- 
orly. The  pressure  employed  was  about  double  the  normal  intraocular 
pressure,  and  was  maintained  during  five  hours.  Sections  of  region  around 
the  optic  disc  showed  that  no  particle  of  the  fluid  had  entered  the  eyeball. 
These  sections,  together  with  drawings,  were  recently  exhibited  at  a  meeting 
of  the  Midland  Medical  Society. 
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"  tins  question  incidentally,  inasmuch  I  have  not  made  it  the 
"  object  of  direct  examination." 

It  will  be  seen  at  once  that  my  own  experiments,  already 
recorded,  afford  the  key  to  this  closed  condition  of  the 
vitreous  chamber. 

Injection  into  the  vitreous  chamber  closes  the  outlet  of  the 
aqueous  cJiamher,  and  thereby,  as  I  believe,  closes  the  outlet 
through  which  the  laaste  fluid  of  the  vitreous  normally  escapes. 
This  explains  the  slow  disappearance  of  the  excess  of 
pressure  noted  by  Leber,  for  the  greater  the  pressure  of  the 
vitreous  chamber  the  more  tightly  is  the  common  outlet  for 
the  intraocular  fluids  locked.  This  explains  why  the 
vitreous  pressure,  although  transmitted  to  the  aqueous 
chamber,  is  not  relieved  by  escape  of  fluid  from  the  latter. 

For  the  purpose  of  testing  the  escape  of  fluid  from  the 
vitreous  chamber,  the  conditions  of  Leber's  experiments  were 

at  fault. 

In  order  to  keep  the  angle  of  the  anterior  chamber  open,  as 
in  the  living  eye,  during  the  injection  of  fluid  into  the  vitreous 
chamber,  it  is  necessary  to  inject  fluid  render  the  same  pressure 
into  the  anterior  chamber  cdso,  and  to  maintain  a  constant 
supply  of  the  same,  vjhereby  that  lohich  escapes  at  tJie  angle  of 
the  chamber  may  he  constantly  replaced.  Under  these  conditions 
the  closure  of  the  angle  of  the  chamber  is  avoided,  a  stream  of 
fluid  constantly  traverses  the  aqueous  chamber,  as  in  the  living 
eye,  and  we  may  presume  that  the  fluid  of  the  vitreous  chamber 
also  will  follow  its  normcd  p)ath. 

I  thought  that,  by  injecting  a  coloured  fluid  into  the 
vitreous  chamber  and  pure  water  into  the  aqueous  chamber 
under  the  same  pressure,  I  might  possibly  be  able  to  observe 
the  passage  of  the  former  through  the  suspensory  ligament 
into  the  aqueous  chamber,  and  its  exit,  mingled  with  the 
water  in  the  latter,  into  the  episcleral  plexus.     The  results 
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wliicli  I  liave  obtained  so  far  are  by  no  means  condusive, 
but  are  favourable  to  the  theory  before  stated.  (^)  It  appeared 
necessary,  in  the  first  place,  to  obtain  some  idea  as  to  the 
readiness  with  which  fluid  escapes  from  the  anterior  chamber 
when  an  equal  pressure  is  maintained  in  the  vitreous  chamber. 
I  therefore  made  six  experiments  of  the  following  kind : — 

Expcrivients  23,  24-. — Aqueous         ...        purple         ...         30cm. 
Vitreous         ...         water  ...         30  cm. 

It  is  not  necessary  to  give  the  results  of  these  in  detail.  Injection  of  the 
episcleral  venous  plexus  occurred — very  slowly  if  both  tubes  were  opened 
simultaneously,  sooner  if  the  aqueous  tube  was  opened  a  few  seconds 
before  the  vitreous  tube,  so  as  to  ensure  a  full  anterior  chamber  with  a 
well-opened  angle  to  start  with. 

Experiment  29. — Aqueous         ...         water         ...         30  cm. 
Vitreous         ...        purple       ...         30  cm. 

In  ten  minutes  the  dye  could  be  seen  with  the  ophthalmoscope  to  have 
spread  laterally  over  the  greater  part  of  the  vitreous  chamber  ;  water 
escaped  from  the  cut  edge  of  conjunctiva,  and  collected  below  the  eye. 
Five  hours  later,  no  marked  injection  of  veins  ;  a  doubtful  injection  of 
one  ;  the  fluid  in  the  anterior  chamber  appeared  slightly  tinged  with 
purple,  but  this  was  doubtful ;  a  free  escape  of  water  had  occurred ; 
no  escape  of  the  dye  from  the  vente  vorticoste  ;  the  eye  was  placed 
in  picric  acid  ;  the  following  day  it  was  frozen,  and  sections  were 
cut  from  the  ciliary  region,  and  the  optic  nerve  at  its  point  of  junction 
with  the  globe.  (-)  The  whole  of  the  anterior  part  of  the  vitreous  was 
deeply  stained  ;  from  this  a  line  of  colour  extended  backwards  through 
the  centre  of  the  vitreous  (central  canal  of  Stilling).  Numerous  sections 
of  the  optic  nerve  and  the  adjoining  sclera,  cut  perpendicular  to  the  plane 
of  the  disc,  were  examined  microscopically.  The  dye  could  nowhere  be 
traced  deeper  than  the  fibre  layer  of  the  retina.  In  the  sections  from 
the  ciliary  region,  the  hyaloid  membrane,  posterior  to  the  ora  serrata, 
was  distinctly  stained,  while  the  subjacent  retina  was  colourless.  The 
suspensory  ligament  was  intensely  stained  throughout  the  part 
corresponding  jvith  the  ciliary  processes  and  a  little  beyond  their 
apices  ;  the  unstained  portion  beyond  this  was  doubtless  the  anterior 
capsule  of  the  lens.  The  cellular  membrane  between  the  suspensory 
ligament  and  the  pigment  surface  of  the  ciliary  processes  (pars  ciliaris 
retinffi)  was  very  distinctly  stained  ;  no  discolouration  was  observed  in 
the  iris,  the  posterior  surface  of  the  cornea,  or  the  ligamentum 
pectinatum.  The  choroid  was  entirely  unstained  ;  it  had  a  bright 
yellowish  brown  colour  throughout,  in  contrast  with  which  any  purple 
colouration  would  have  been  very  manifest. 

^  Page  141.         *  See  slides,  experiments  29a,  29b. 
K 
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Experiment  30. — Aqueous        ...        water        ...        30  cm. 
Vitreous        ...         purple       ...         30  cm. 

Two  hours  later,  perhaps  a  very  slight  discolouration  of  the  water  in  the 
aqueous  chamber,  but  this  was  doubtful.  Free  escape  of  water  from 
cut  ends  of  vessels  ;  no  visible  injection  of  episcleral  veins  ;  no  escape  of 
dye  from  venae  vorticosae.  Next  morning — twelve  hours  from  commence- 
meat — a,  very  doubtful  iajectioa  with  purple  of  the  episcleral  veins  ; 
distinct  purpleness  of  fluid  in  anterior  chamber  ;  free  escape  of  water, 
slightly  titigad  with  purple,  and  collection  of  the  same  in  the  white 
saucer  in  which  eye  lies ;  no  escape  of  dye  from  veiuc  vortiscocc.  Eye 
divided  into  anterior  and  posterior  halves.  When  the  aqueous  needle 
was  withdrawn  (before  dividing  the  eye)  a  quantity  of  fluid  escaped  from 
anterior  chamber  through  the  puncture  ;  being  received  into  a  white 
saucer,  it  was  seen  to  be  very  distinctly  tinged  toith  purple.  The  anterior 
portion  only  of  the  vitreous  body  was  stained.  The  retina  was  entirely 
free  from  stain.  [Wlien  first  removed  from  the  eye,  and  placed  in  water, 
it  was  rosy  pink,  but  rapidly  bleached,  and  was  colourless  after  about  a 
minute.  This  was  the  "visual  red"  of  Kiihne.  The  pig  had  been 
killed  by  gaslight,  the  injection  of  the  densely-coloured  solution  into  the 
anterior  portion  of  the  vitreous  had  preserved  the  retina  from  the  bleach- 
ing action  of  light,  until  the  eye  was  opened  twelve  hours  later.]  The 
smp^nsory  ligammt  was  stained,  and  the  internal  surface  of  tlie  cornea 
was  very  distinctly  purple  also. 

Experiment  31. — Aqueous         ...         carmine         ...         30  cm. 
Vitreous         ...         carmine         ...         40  cm. 

This  was  a  repetition,  with  a  diff'erent  solution,  of  some  of  the  former 
experiments — viz.,  experiments  9,  10,  12,  &c.  It  is  given  here  because 
sections  were  cut  from  the  optic  nerve  and  its  surroundings,  to  ascertain 
whether  the  staining  fluid  found  an  exit  there.  The  superficial  layers  of 
the  retina  were  intensely  stained  close  to  the  optic  nerve,  but  no  colour 
was  found  deeper  than  this.  ( ^ ) 

Experiment  32. — Aqueous         ...         carmine         ...         30  cm. 
Vitreous         ..  carmine         ...         40  cm. 

From  this  eye  also,  after  twelve  hours'  subjection  to  the  above-named 
pressures,  sections  of  the  region  of  the  optic  disc  were  cut  parallel  tvith 
the  2)lane  of  the  disc,  and  therefore  necessarily  exposing  every  channel 
through  which  the  carmine  could  pass,  if  any  such  existed.  No  trace  of 
staining  was  discoverable  below  the  level  of  the  retinal  fibres.  See 
Slides,  experiments  32,  a,  b.  [The  extreme  margins  of  the  sections, 
corresponding  with  the  outer  surface  of  the  sclera,  show  a  little  colouration 
simply  from  the  exposure  of  this  surface  to  the  action  of  the  fluid  which 
escaped  from  the  cut  episcleral  vessels.] 

Experiment  33. — Aqueous        ...        water        ...        30  cm. 
Vitreous        ...        carmine    ...        30  cm. 

*  See  Slides,  experiments  31a,  b,  c. 
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Twelve  hours  later,  very  decided  colouration  of  tlie  fluid  in  anterior 
chamber,  and  vtrij  distinct  red  injection  of  episcleral  veins ;  no  escape 
from  venre  vorticoste  ;  on  opening  the  eye,  vitreous  stained  throughout  ; 
retina,  when  separated  from  vitreous,  colourless  ;  a  strongly  marked  ring 
of  colour  round  periphery  of  lens  (Petit's  canal). 

Experiment  34- — Ar^ueous         ...         water         ...         30  cm. 
Vitreous         ...         carmine     ...         30  cm. 

Twelve  hours  later,  colouration  of  fluid  in  anterior  chamber,  and  episcleral 
injection  as  in  experiment  33.  No  note  made  of  internal  condition 
of  eye. 

Experiment  S5 . — Aqueous        ...        water        ...        30  cm. 
Vitreous         ...        carmine     ...         30  cm. 

Aquous  tube  opened  first,  so  as  to  ensure  full  anterior  chamber  and  an 
opeu  angle  to  start  with.  Vitreous  tube  three  seconds  later.  Ten  minutes 
later  a  distiuct  red  colouration,  apparently,  of  surface  of  iris  at  pupillary 
margin.  This  was,  however,  really  due  to  the  entrance  of  the  carmine, 
solution  through  the  pupil,  and  mixing  with  the  water  in  the  anterior 
chamber,  for  when  a  strong  pencil  of  light  was  directed  across  the  eye, 
parallel  with  the  plane  of  the  iris,  the  further  margin  of  the  sclera 
(which  may  be  illuminated  in  all  eyes  by  this  proceeding)  was  of  a 
rosy-red  colour,  due  to  the  passage  of  the  rays  through  the  fluid  of  the 
anterior  chamber  before  they  reached  it.  Two  hours  later  the  whole  of 
the  iris  appeared  red  under  illumination,  through  the  colouration  of  the 
fluid  in  the  chamber,  but  there  was  no  visible  episcleral  injection.  Next 
morning,  ten  hoars  later,  doubtful  episcleral  injection  ;  not  so  much  water 
had  collected  below  the  eye  as  in  other  similar  experiments  ;  it  was  faintly 
tinged  with  red  ;  on  withdrawing  the  aqueous  needle,  the  fluid  which 
escaped  from  the  chamber  was  strongly  tinged.  Eye  opened  ;  anterior 
part  onl}'  of  vitreous  stained  ;  retina,  when  removed,  colourless  ;  iris, 
suspensory  ligament,  and  posterior  surface  of  cornea  very  distinctly 
stained. 


From  the  foregoing  facts  and  considerations  concerning 
the  secretion  and  escape  of  the  fluids  of  the  aqueous  and 
vitreous  chambers,  we  may,  I  think,  with  a  fair  show  of 
reason,  though  not  with  absolute  certainty,  derive  the 
following  general  conclusions.     See  fig.  33. 

1.  The  ciliary  processes  secrete  the  intraocular  Jiidd.  [The 
iris  also,  perhaps,  in  minor  degree.]  A  portion  of  this  fluid 
passes  directly  from  the  free  portion  of  the  processes  into  the 
aqiieous  chamher.     Another  portion,  proceeding  from  that  part 


148 

of  their  surface  which  is  in  contact  with  the  suspensorij  lirjament, 
passes  through  this  membrane  into  the  vitreous  chamhcr. 

2.  The  function  of  the  suspensory  ligament  is  p)'>'oba'bly  a 
purely  mechanical  one — namely,  the  maintenance  of  the  lens  in 
its  proper  i^osition,  and  the  control  of  its  accommodative  changes. 
It  is  readily  permeable  by  the  intraocular  fluid,  ivhich  p)asses 
through  it  in  both  directions  in  its  course  to  and  from  the 
vitreous  body. 

3.  The  whole  of  the  intraocidar  fluid,  including  that  which 
returns  from  the  vitreous  body,  escapes  from  the  eye  at  the  angle 
of  the  anterior  chamber. 

4.  Under  certain  cireumstances  the  pressure  in  the  vitreous 
chamber  becomes  greater  than  tlmt  in  the  aqueous  chamber,  by 
the  retention  in  it  of  more  than  the  normal  bulk  of  fluid. 
When  this  occurs  the  lens  and  the  suspeiisory  ligament  advance 
in  such  a  manner  as  to  compress  the  angle  of  the  anterior 
chamber,  and  retard  or  arrest  the  escape  of  the  intraocular 
fluid. 

5.  Glaucoma  is  the  expression  of  this  condition  of  obstruc- 
tion. 

This  theory  of  glaucoma  is  incomplete  until  we  can  point 
to  the  cause  or  causes  which  destroy  the  equality  of  the 
aqueous  and  vitreous  pressures.  In  secondary  glaucoma  such 
causes  are  readily  to  be  found,  and  afford  a  strong  argument 
that  the  theory,  as  applying  to  glaucomatous  conditions  in 
general,  is  correct.  For  primary  glaucoma  it  has  been  to  me 
far  more  difficult  to  assign  such  a  cause.  I  believe,  however, 
that  I  am  now  able  to  propound  a  theory  which  affords  a  more 
satisfactory  explanation  of  all  the  facts  than  any  that  has 


149 

been  advanced  hitherto.  It  is  no  mere  hypothesis,  for  it  is 
the  outcome  of  successive  steps  of  investigation ;  it  is, 
however,  a  theory  of  very  recent  developement,  and,  as 
such,  I  advance  it  with  hesitation,  and  must  trust  to  the 
evidence  of  further  observation  for  its  establishment  or 
its  overthrow. 


Note.  July,  1879. — I  read  with  much  interest  in  the  current  number  of 
Graefe's  Archives  (XXV.,  I.,  1879)  an  article  by  R.  Deutschmann,  in  which 
independent  and  conclusive  corroboration  is  given  to  the  view  which  I  have 
maintained  as  to  the  passage  of  fluid  from  the  vitreous  to  the  aqueous 
chamber  by  filtration  through  the  suspensory  ligament.  Deutschmann 
observed,  by  accident,  in  the  human  eye  that  the  aqueous  chamber,  if 
evacuated  by  pimcture  shortly  after  death,  is  refilled  with  colourless  fluid 
within  a  few  hours.  He  ascertained  that  the  same  thing  occurs  in  the 
freshly  excised  eye,  and  concludes  that  the  only  possible  source  of  the 
regenerated  fluid  is  the  vitreous  humour. 
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SECTION    V. 


PATHOLOGY    OF    GLAUCOMA. 

PAKT    II. 
PRIMARY   GLAUCOMA. 

Any  one  of  the  three  following  conditions  would  destroy 
the  equality  of  the  aqueous  and  vitreous  pressures  in  favour 
of  the  latter: — 

1.  Increased  secretion  into  the  vitreous  chamber,  not 

counterbalanced  by  a  similarly  increased  secre- 
tion into  the  aqueous  chamber. 

2.  Diminished  secretion  into  the  aqueous  chamber,  not 

counterbalanced  by  a  similarly  diminished  secre- 
tion into  the  vitreous  chamber. 

3.  Eetarded    passage    of   the    intraocular    fluid  from 

the  vitreous  into  the  aqueous  chamber. 

It  will  hardly  be  disputed  that  simple  non-irritative 
chronic  glaucoma  is  the  pure  type  of  the  disease,  and  that 
irritative  symptoms  are  something  superadded.  It  is  in 
this  condition,  therefore,  that  we  must  expect  to  find  the 
primary  changes  in  their  simplest  form. 

Chronic  glaucoma  is  met  with  in  association  with  many 
morbid  states,  and    it  is  met  with  in  persons  in  whom  no 
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other  malady  whatever  is  discoverable.  Let  us  take  the  one 
instance  of  cardiac  and  vascular  diseases  in  general,  to  which 
the  theory  of  Weber  points.  In  a  certain  number  of  the 
sufferers  from  glaucoma  these  maladies  are  present  in 
greater  or  less  degree ;  in  many  they  are  entirely  wanting ; 
and  we  see  innumerable  instances  of  disease  of  the  heart, 
the  blood-vessels,  and  the  lungs,  at  all  ages,  and  of  great 
intensity,  in  which  no  symptom  of  glaucoma  is  discoverable. 
The  same  is  true,  I  think,  of  all  the  morbid  states  which 
have  been  supposed  to  cause  glaucoma. 

The  one  condition  to  which  glaucoma  maintains  an  almost 
constant  relationship,  is  commencing  senility.  It  would  seem 
probable,  therefore,  that  the  essential  starting  point  is  to  be 
found  in  one  or  other  of  the  changes  peculiar  to  advanced 
life,  rather  than  in  the  effects  of  any  particular  disease  or 
class  of  diseases.  Can  such  a  starting  point  be  discovered  ? 
I  tliink  it  can. 

We  know  that,  during  early  and  middle  life,  the  crystalline 
lens  has  the  power,  by  virtue  of  the  elasticity  of  its  capsule, 
of  changing  its  form — namely,  its  convexity,  its  thickness, 
and  its  diameter ;  that,  under  all  physiological  conditions,  its 
periphery  is  separated  by  an  interval  from  the  circle  of  the 
ciliary  processes  ;  and  that  this  interval  is  greatest  when  the 
lens  assumes  its  maximum  convexity,  smallest  when  it 
assumes  its  minimum  convexity.  We  know  that  this  power 
of  variation  continuously  diminishes  from  infancy  to  age,  and 
is  entirely  lost  at  about  the  age  of  60.  We  know,  further, 
that  in  advanced  life  the  lens  undergoes,  in  addition  to  a  loss 
of  elasticity,  a  change  of  form  :  its  surfaces  are  flattened,  its 
thickness  is  diminished,  its  diameter  is  increased.  The  time 
at  which  this  senile  change  of  form  commences  is  probably 
about  the  fiftieth  year,  or  a  little  earlier.  It  is  made  manifest 
by  a  loss  of  refraction,  as  distinguished  from  a  loss  of 
accommodation.     Concerning  the  position  of  the  far  point. 
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Bonders  says,  "  Up  to  tlie  fortieth  year  it  remains  at  the 
same  height ;  but  from  that  time  an  extremely  slow  descent 
occurs,  the  emmetropic  eye  becoming,  at  the  fiftieth  year, 
somewhat  hypermetropic,  which  hypermetropia,  at  the 
eightieth  year,  amounts  to  from  2t  to  yd-."  Q) 

Now,  this  senile  change,  by  increasing  the  diameter  of 
the  lens,  diminishes,  presumably,  the  interval  between  its 
periphery  and  the  circle  of  the  ciliary  processes — that  is  to 
say,  it  narrows  the  channel  through  which  the  intraocular 
fluid  passes  from  the  vitreous  to  the  aqueous  chamber* 
Here,  then,  is  a  cause  capable  of  inducing  one  of  the 
conditions  previously  stated  as  a  cause  of  glaucoma — viz., 
retarded  ])assage  of  the  intraocular  Jluid  from  the  vitreous  to 
the  aqueous  chamher.  It  will  be  objected,  If  this  be  so,  why 
is  not  every  senile  eye  attacked  by  glaucoma  ?  To  which 
I  would  reply,  the  tendency  to  glaucoma  depends  upon  an 
abnormal  relationship  hetween  the  diameter  of  the  lens  and  the 
diameter  of  the  circle  of  the  ciliary  processes.  Concerning  this 
relationship  under  different  conditions  there  is  not  as  yet 
much  direct  evidence  to  be  obtained,  but  the  following  facts 
appear  to  me  to  be  in  favour  of  the  theory. 

The  hypermetropic  eye  appears  to  he  especially  liahle  to 
glaucoma.  Now,  the  ciliary  muscle  of  the  hypermetropic  eye 
has  a  peculiar  conformation,  by  reason  of  which  the  apices  of 
the  ciliary  processes  are  considerably  more  prominent,  and 
stand,  ceteris  paribus,  nearer  to  the  periphery  of  the  lens  than 
in  the  emmetropic  and  myopic  eye.  The  hypermetropic  eye 
is,  moreover,  to  be  regarded  as  an  ill-developed  eye,  the 
dimensions  of  which  are,  in  several  particulars,  smaller  than 
those  of  the  normal  eye.  Whether  the  interval  between  the 
periphery  of  the  lens  and  the  ciliary  processes  is  actually 
smaller  than  in  the  normal  eye,  I  have  no  evidence  to 
show. 

*  Refraction  and  Accommodation.     Traus.  N.  Syd.,  S.,  p.  208. 
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Atropine  has  been  known,  in  exceptional  cases,  to  induce 
glaucoma  in  an  eye  ^j?T.s?i7na&/?/  healthy  uj)  to  the  time 
of  its  apijlieation,  and,  in  many  cases,  to  aggravate  the 
glaucomatous  condition.  So  long  as  the  lens  retains  its 
elasticity,  its  diameter  tends  to  be  increased  by  the  action  of 
atropine  upon  the  ciliary  muscle.  The  aggravation  of 
glaucoma  may  be  thus  explained,  and  we  may,  moreover, 
presume  that  there  are  eyes  free  from  glaucoma  in  which  the 
relation  of  the  lens  to  the  ciliary  processes  is  so  near  the 
point  of  danger  that  atropine  may  add  the  little  wliich  is 
wanting  to  induce  the  malady.  Ad.  Weber  has  offered  a 
different  explanation  of  the  phenomenon.  He  lays  great  stress 
upon  the  resistance  which  the  contracted  sphincter  of  the 
pupil  offers  to  the  advance  of  the  lens,  and  argues  that,  by 
withdrawing  this  resistance,  atropine  enables  the  lens  to 
advance,  under  the  influence  of  the  excess  of  pressure  which 
he  considers  proper  to  the  vitreous  chamber.  For  reasons 
already  stated,  I  believe  the  resistance  of  the  iris  to  be 
infinitesimal,  and  conclude  that  its  withdrawal  can  produce 
none  but  infinitesimal  results.  (})  I  have,  moreover,  proved 
by  demonstration  that  the  aqueous  and  vitreous  pressures  are 
-practically  equal.  There  is,  however,  another  way  in  which, 
by  its  action  upon  the  iris,  atropine  may  perhaps  aggravate 
or  induce  glaucoma — namely,  by  gathering  its  tissue  together 
towards  the  periphery  of  the  chamber,  and  thus  facilitating 
the  closure  of  the  latter. 

Eserine  loivers  the  tension  of  the  glaucomatous  eye,  and  has 
been  hnoion  exceptioncdly  to  reduce  it  rapidly  to  the  normal 
level.  Here  we  have  the  opposite  effect  upon  the  lens.  So 
long  as  accommodative  power  remains,  and  possibly  even 
after  the  normal  action  of  the  ciliary  muscle  has  ceased  to 
affect  the  form  of  the  lens,  the  strong  contraction  produced 
by  eserine  slackens  the  suspensory  ligament,  and  effects  the 

^  Section  IV.,  j).  109. 
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utmost  diminution  in  the  diameter  of  the  lens  of  which  it  is 
capable.  The  effect  of  eserine  upon  the  glaucomatous  eye  is, 
therefore,  to  reopen  the  channel  and  re-establish  the  flow  of 
fluid  from  the  vitreous  to  the  aqueous  chamber.  The  effect 
of  the  drug  upon  the  iris  doubtless  aids  in  the  removal  of  the 
glaucomatous  condition,  by  making  traction  in  such  a  way 
as  to  withdraw  the  iris  from  its  peripheral  contact  with  the 
cornea,  and  thus  tends  to  reopen  the  angle  of  the  anterior 
chamber.  I  can  hardly  agree,  however,  with  Weber  in 
believing  chat  the  sphincter  of  the  iris,  even  when  most 
strongly  contracted,  can  suf&ce,  unaided,  to  effect  this  disen- 
gagement by  pressing  the  lens  backwards,  so  long  as  the 
condition  of  exalted  pressure  in  the  vitreous  chamber  is 
unrelieved.  It  is,  in  my  experience,  in  the  very  cases 
where  the  excess  of  vitreous  pressure  is  most  pronounced — 
namely,  in  acute  glaucoma — that  the  remedial  power  of 
eserine  is  most  remarkable.  And,  again,  the  theory  which 
attaches  so  much  efficacy  to  the  sphincter  of  the  iris  fails  to 
show  how  eserine  can  benefit  glaucomatous  eyes  subsequent 
to  iridectomy,  which,  according  to  many  observers,  it  most 
certainly  does. 

If  my  hypothesis  concerning  the  action  of  atropine  and 
eserine  in  glaucoma  be,  in  part  at  least,  correct,  their  power 
should  manifest  itself  in  proportion,  ceteris  paribus,  to  the 
elasticity  of  the  lens — that  is  to  say,  their  action  should  be 
greatest  in  the  youngest  glaucomatous  patients,  smallest  in 
the  very  aged.  Is  this  the  fact  ?  My  own  experience  does 
not  enable  me  to  determine,  but  it  happens  that  the  only 
patient  in  whom  I  have  seen  atropine  bring  the  previous 
premonitary  symptoms  to  acute  glaucoma,  and  eserine  still 
more  rapidly  reduce  the  high  tension  to  the  normal  level, 
was  a  woman  aged  thirty-two.  (^) 

*  May,  1879. — According  to  this  hypothesis  concerning  the  action  of 
eserine,  it  would  appear  at  first  sight  that  the  drug  can  avail  nothing  (except 
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Tlie  onset  of  glaiiccma  freqiicntly  occurs  during  periods  of 
nervous  exhausticn  and  nniscular  relaxation.  It  is  possible 
that  the  explanation  of  this  fact  is  to  he  found  in  the 
complete  relaxation  of  the  ciliary  muscle  which  accompanies 
such  conditions,  especially,  perhaps,  in  eyes  which,  by  reason 
of  hypermetropia,  maintain,  under  ordinary  circumstances,  a 
more  than  noimal  tonicity  of  this  muscle.  I  merely  indicate 
the  possibility  of  this  connection,  without  stopping,  at  the 
present  time,  to  carefully  consider  its  probability.  It  can,  in 
any  case,  hold  good  only  for  eyes  in  which  a  certain  degree 
of  elasticity  in  the  lens  still  remains. 

A  rapid  increase  of  preslycpia  is  a  frec/iicnt  fcreiunner  of 
the  other  signs  of  glaucoma.  This  has  generally  been  regarded 
as  the  first  of  the  symptoms  which  are  caused  by  the 
increased  ocular  pressure,  and  an  experiment  of  my  own 
proves  that,  with  an  increase  of  pressure,  diminution  of  the 
accommodatiye  rfuge  dots  actually  occur  in  the  healthy 
eye.  (^)  The  change  is,  however,  not  seldom  distinctly 
antecedent  to  any  certain  manifestation  of  glaucoma,  and  I 

by  its  action  on  the  iris)  in  e5-es  ■which  possess  no  accommodative  power  ; 
but  it  is  not  impossible,  I  think,  that  if,  by  forcible  continuous  contraction  of 
the  ciliary  muscle,  the  zoLula  be  kept  slacktntd  over  periods  of  hours  or  days, 
a  slight  and  gradual  alteration  in  the  foim  of  the  senile  lens  may  occur,  which 
during  brief  and  comparatively  weak  voluntary  contractions  would  be 
impossible.  It  occurred  to  me  lately  that  the  mochts  02Jerandi  of  eserine  in 
glaucoma  might  be  tested  by  using  in  its  stead  the  drug  muscarine,  M'hich  is 
stated  1o  cause  strong  contraction  of  ihe  ciliary  mufcle  Mithcut  affecting  Ihe 
pupil,  or,  at  any  rate,  with  so  slight  an  effect  upon  the  pupil  that  the  latter  may 
be  neutralised  by  a  minute  addition  of  atiopiLe,  without  weakening  the 
accommodative  spasm.  (Krenchel.  Arch.  f.  Ophth.,  XX.,  I.)  I  therefore 
obtained  seme  muscarine  from  Geimany  through  an  eminent  English  fiim, 
and  proceeded  to  test  its  action,  in  the  first  place,  on  my  own  eye,  but,  to  my 
disappointment,  failed,  after  several  instillations  of  the  solution  (8  grains  to 
1  oz. ),  to  obtain  the  slightest  trace  of  accommodative  spasm.  The  pupil  was 
somewhat  dilated  for  ten  or  twelve  hours.  With  muscarine  possessing  the 
selective  properties  ascribed  to  it,  it  would  be  easy  and  instructive  to  test  the 
possibility  of  slight  refractive  changes  in  the  normal  senile  lens,  in  addition 
to  ascertaining  the  effect  of  the  drug  in  cases  of  glaucoma. 

1  Section  III.,  p.  70. 
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would  suggest  that  it  is  possibly  a  result  of  the  senile  change 
in  the  lens  which,  in  certain  eyes,  leads  to  glaucoma,  rather 
than  a  purely  secondary  effect. 

Swelling  of  the  lens,  as  the  result  of  injury,  is  frequently 
accompanied  hy  glaucoma.  The  rapid  rise  of  tension  which 
often  occurs  after  simple  laceration  of  the  lens-capsule,  and 
which  can  hardly  be  due  to  anything  else  than  the  swelling 
of  the  lens,  and  which,  moreover,  is  much  less  common  in 
infancy,  when  the  lens  is  more  globular,  than  in  adult  life, 
when  its  diameter  is  greater,  is,  I  think,  a  strong  point  of 
evidence  in  favour  of  my  theory.  Q) 

So  far,  this  theory  of  glaucoma  has  included  no  reference 
to  vascular  changes.  These,  however,  form  a  very  prominent 
feature  in  the  acute  form  of  the  disease,  and  are  not  altogether 
absent  in  the  chronic.  Strictly  speaking,  they  are,  I  believe, 
secondary  changes ;  but,  as  they  appear  to  play  an  essential 
part  in  intensifying  the  obstructive  change,  and,  moreover,  to 
be  essentially  involved  in  the  curative  action  of  iridectomy, 
they  must  be  noticed  in  this  place  instead  of  amongst  the 
other  secondary  effects  of  glaucomatous  pressure. 

The  effects  of  an  exalted  intraocular  pressure  are  witnessed 
clinically  in  the  vessels  of  the  retina,  and  in  those  of  the 
ciliary  region.  The  latter  only  concern  us  here.  In  health 
the  venous  blood  of  the  ciliary  processes,  together  with  that 
from  the  iris  and  ciliary  muscle,  flows,  for  the  most  part, 
backwards  into  the  veins  of  the  choroid,  and  escapes  from 
the  eye  through  the  four  large  trunks  of  the  vortex  veins. 
A  communication  less  direct,  and  of  smaller  aggregate  calibre, 
exists  between  these  parts  and  the  veins  which  perforate  the 
sclera  in  the  ciliary  region — the  anterior  ciliary  veins.  In 
glaucoma  the  flow  through  the  latter  is  augmented,  more  or 
less,  according  to  the  type  of  the  disease.  Until  recently, 
1  See  pages  181—183. 
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this  was  described  by  most  writers  as  a  result  of  compression 
of  tlie  other  channels  of  outlet — the  vortex  veins — during 
their  oblique  passage  through  the  sclera.  Microscopic 
examinations  have,  however,  proved,  and  sections  of  my  own 
illustrate  the  fact,  that  even  in  very  advanced  glaucoma  these 
trunks  still  carry  a  considerable  quantity  of  blood.  Leber 
has  shown  that  the  obliquity  of  their  course  does  not  involve 
their  compression  during  raised  tension,  and  has  a  purpose 
connected  with  the  accommodative  movements  of  the  choroid. 
He  assumes  the  dilatation  of  the  anterior  ciliary  veins  to  be 
rather  a  remnant  of  inflammatory  change  than  a  pressure 
effect.  (})  I  think  this  supposition  is  untenable.  The 
dilatation  may  be  seen  to  vary  precisely  in  accordance  with 
changes  of  tension,  as,  for  example,  after  the  application  of 
eserine  to  a  glaucomatous  eye,  in  which  it  can  effect  a  reduc- 
tion of  the  pressure  ;  it  is  not  absent,  though  often  slightly 
marked,  in  chronic  glaucoma,  in  which  evidence  of  inflamma- 
tion is  entirely  wanting ;  moreover,  the  patency  of  the  vortex 
veins  does  not  prove  that  the  choroidal  circulation  is 
unretarded.  Ad.  Weber  has,  I  think,  given  the  true  explana- 
tion of  the  symptom.  He  points  out  that  the  obstruction  to 
the  backward  venous  current  is  not  due  to  strangulation  of 
the  main  trunks  in  their  passage  through  the  sclera,  but  to 
the  increased  pressure  which  falls  upon  the  veins  throughout 
their  whole  course  from  the  ciliary  processes  to  the  points 
where  they  escape  from  the  inner  surface  of  the  sclera.  (^) 
This  pressm-e  must  reduce  the  amount  of  blood  which  escapes 
backwards  from  the  ciliary  processes,  and  thereby  create  a 
passive  hypertemia  in  the  ciliary  processes,  and  an  increased 
escape  through  the  anterior  ciliary  veins.  Swelling  of  the 
ciliary  processes  appears,  therefore,  to  be  a  natural  and 
inevitable  consequence  of  an  increased  intraocular  pressure. 
As  a  matter  of  fact,  such  a  swelling,  or  traces  of  its  former 

1  Handbuch  d.  g.  A.,  II.,  I.,  355-6.         ^  Arch.  f.  Ophth.,  XXIII.,  I. 
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presence,  are  very  frequently  to  be  found  in  glaucomatous 
eyes.  In  some  the  ciliary  procsses  are  in  a  condition  of 
extrema  atrophy,  as  a  result  of  long-continued  pressure  upon 
them  from  behind,  but  even  in  such  instances,  the  peripheral 
adhesion  of  the  iris  and  cornea  generally  marks  the  point  to 
which  they  have,  at  an  earlier  stage,  advanced  beyond  their 
normal  limit.  Ad.  Weber,  who  considers  swelling  of  the 
processes  to  be  the  iiriwtry  change,  gives  drawings  which 
illustrate  its  presence  in  a  striking  degree ;  he  also  points  out, 
in  evidence  of  its  occurrence,  that  small  masses  of  pigment 
may  not  uncommonly  be  discovered,  after  iridectomy, 
adherent  to  the  margin  of  the  lens.  Further,  he  demonstrates 
that,  in  acute  glaucoma,  the  swelling  reaches  a  greater 
intensity  than  in  the  chronic  form.  (^)  My  own  sections,  as 
far  as  they  go,  support  the  same  conclusions. 

Assuming  that  an  increase  in  the  diameter  of  the  lens  is  the 
primary  obstructive  change,  it  is  manifest  that  the  swelling 
of  the  ciliary  processes  which  follows  must  tend  directly  to 
increase  the  obstruction  and  to  intensify  the  glaucomatous 
condition ;  first,  by  narrowing  still  further  the  interval 
between  the  processes  and  the  lens  ;  secondly,  by  facilitating 
compression  of  the  angle  of  the  anterior  chamber,  the 
immediate  cause  of  which  is  the  compression  of  the  ciliary 
processes  against  the  periphery  of  the  iris  by  the  advancing 
suspensory  ligament. 

I  will  therefore  restate  my  theory  of  glaucoma,  as 
follows  (see  fig.  34) : — 

Tlie  cause  of  primary  glaucoma   is   a  diminution  of  the 
distance  ivliich  separates  tlie  margin  of  the  lens  from  the  ciliary 
processes.     Two  factors  comhinc  to  produce    this  diminution, 
viz. : 

1.  Inc7xase  of  the  diameter  of  the  lens. 

2.  Swelling  of  the  ciliary  processes. 

1   Arcli.  f.  Ophth.,  XXIII.,  I.,  58. 
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The  former  is  usually,  if  not  invariably,  the  primary 
change,  and  is  itself  the  indirect  cause  of  the  latter. 

Before  passing  on,  let  me  recapitulate  my  reasons  for 
considering  swelling  of  the  ciliary  processes  to  be  tlie 
secondary  and  not  the  primary  change. 

1.  The    time    of    life    at     which    glaucoma     occurs 

corresponds  with  that  at  which  the  lens  undergoes 
a  senile  change  of  form. 

2.  This  change  explams  the  swelling  of  the  ciliary 

processes. 

3.  It  is  not  proved  that  such  swelling  occurs  spon- 

taneously, independently  of  a  previous  rise  of 
intraocular  pressure. 

4.  The  conditions  which  have  been  assigned  as  causes 

of  a  primary  swelling  of  the  ciliary  processes — ■ 
e.  g.,  cardiac  and  respiratory  disturbances,  &c. — 
are  constantly  witnessed  without  glaucoma,  and 
bear  no  definite  relationship  to  the  period  of  life 
when  glaucoma  occurs. 

It  now  remains  to  be  considered  whether  the  acute  form 
of  glaucoma  can  be  explained  on  the  basis  of  this  theory,  and 
whether  the  conditions  described  as  being  essential  to  the 
glaucomatous  process  are  compatible  with  the  curative  action 
of  iridectomy. 

In  acute  glaucoma  we  see  an  intense  development  of 
those  vascular  changes  which  in  chronic  glaucoma  are  only 
just  discoverable,  and  we  see  something  more  ;  we  see  active 
arterial  hypersemia  as  well  as  venous  obstruction.  In  acute 
glaucoma  the  swelling  of  the  ciliary  processes  reaches  its 
maximum  intensity. 

It  would  appear  that  when  the  primary  obstruction  is 
established  suddenly,  so  as  to  allow  little  time  for  the  blood 
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stream  to  adapt  itself  to  the  altered  conditions,  either  by  a 
compensation  as  regards  escape,  or  a  gradual  diminution  of 
supply,  then  the  ciliary  processes  swell  rapidly,  and  at  once 
establish  those  conditions  of  complete  obstruction  which, 
under  other  circumstances,  take  months  or  years  for  their 
development. 

What  are  the  causes,  then,  which  can  suddenly  establish 
the  primary  change  ?  In  what  way  can  the  interval  between 
the  lens  and  ciliary  processes  be  suddenly  diminished? 
First,  as  regards  the  lens : — Can  we  ascribe  an  acute 
attack  of  glaucoma  to  a  sudden  alteration  of  its  form  ?  I 
will  here  repeat  the  suggestion  that  in  an  eye  in  which 
the  margin  of  the  lens  is  already  in  dangerous  proximity  to 
the  ciliary  processes,  the  action  of  atropine  may  add  the 
little  that  is  wanting  to  embarrass  the  escape  of  fluid  from 
the  vitreous  to  the  aqueous  chamber.  Tlien,  with  the  first 
access  of  pressure  in  the  former,  tlie  lens  and  suspensory 
ligament  advance  and  close  the  angle  of  the  anterior 
chamber  ;  the  pressure  rises,  the  ciliary  processes  swell  up  . 
the  suddenness  of  the  obstruction  allows  no  time  for  com- 
pensatory changes  in  the  blood  stream,  but,  on  the  contrary, 
excites  an  active  hypersemia  by  reason  of  the  pain  and 
irritation  which  is  set  up.  The  condition  is  manifestly  one 
which  tends  to  intensify  itself,  and  can  find  relief  only  in  such 
a  lowering  of  the  intraocular  pressure  as  will  remove  the 
venous  hypersemia  and  permit  the  swollen  ciliary  processes 
to  subside.  To  attack  the  primary  cause  of  the  disaster  by 
counteracting  the  effect  of  the  atropine  by  eserine,  and  thus 
to  withdraw  the  margin  of  the  lens  from  the  ciliary  processes 
and  reopen  the  filtration  channel,  appears  to  be  the  natural 
remedy,  and  I  have  known  it  to  be  followed  by  complete 
success.  (^)  Usually  an  artificial  method — iridectomy — by 
which  the  superfluous  fluid  is    rapidly   drained    away,  and 

»  Case  19,  Section  VII. 
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tlie    engorged    vessels   encouraged    to  recover  tlieir    normal 
calibre,  is  necessary. 

Iridectomy  cannot  directly  influence  the  diameter  of  the 
lens  ;  its  permanent  efficacy,  therefore,  should  depend  chiefly 
upon  subsidence  of  the  ciliary  processes,  and  should  be  most 
conspicuous  when  their  engorgement  is  greatest — namely,  in 
acute  glaucoma.     This,  as  we  know,  it  is. 

It  is,  I  think,  just  possible  that  changes  in  the  lens  may 
be  concerned  in  inducing  acute  attacks  without  the  aid  of 
atropine,  or,  if  not  typical  acute  attacks,  the  periodic 
exacerbations  so  frequently  observed.  Those  conditions 
which  in  all  eyes  weaken  the  accommodative  power,  and  in 
many,  especially  the  hypermetropic,  produce  extreme  asthen- 
opia— e.g.,  muscular  and  nervous  exhaustion,  due  to  illness, 
grief,  privation,  cold,  &c.— are  frequently  associated  with 
exacerbation.  I  suggest  this,  however,  with  the  utmost 
hesitation ;  for  many  of  these  attacks,  especially  those 
associated  with  obvious  nerve  disturbance,  a  better  explana- 
tion is  to  be  found. 

In  the  second  place,  we  have  to  consider  the  occurrence 
of  sudden  vascular  disturbance.  In  chronic  glaucoma  the 
vascular  changes  are  those  of  obstruction  and  retardation ; 
the  hyperaemia,  which  arises  at  certain  points  of  the  blood 
stream,  is  purely  passive.  In  acute  glaucoma  active  arterial 
hyperaemia  is  superadded  ;  here,  as  elsewhere  in  the  system, 
it  intensifies  the  effect  of  the  obstructive  change.  The 
capillary  engorgement  which  results  manifests  itself  in 
exudation  of  serum  and  of  blood  corpuscles. 

How  is  the  arterial  hypersemia  brought  about  ?  It 
appears  to  arise  in  two  ways  : — 

1.  As  a  reflex  phenomenon  induced  by  irritation  of 
of  the  eye  itself;  as,  for  example,  by  the  action 
of  any  external  irritant  upon  a  predisposed  eye, 
L 
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or  by  the  sudden  induction  or  aggravation  of 
the  obstructive  changes,  compression  of  the 
iris,  &c.,  by  the  action  of  atropine. 

2.  As  a  part  of  a  more  general  hypersemia  affecting 
the  vessels  of  the  head,  and  associated 
frequently  with  some  form  of  nervous  excite- 
ment. 

It  is  hardly  necessary  to  refer  to  the  connection  between 
emotional  disturbance  and  increased  afflux  of  blood  to  the 
head  ;  it  is  constantly  manifested  in  suffusion  of  the  cheeks, 
turgidity  of  the  veins,  throbbing  of  the  arteries,  even 
proptosis,  with  simultaneous  coldness  of  the  feet.  The  out- 
break of  glaucoma  after  such  periods  of  excitement  has  been 
very  often  noted.  I  have  seen  a  rapid  recurrence  of  high 
tension  and  pain  soon  after  operation,  after  a  restless  night, 
with  crying  and  intense  suffusion  of  the  head  and  neck. 

It  has  been  shown  that  an  increased  afflux  of  blood  to  the 
eye  raises  the  intraocular  pressure,  and  that  if  the  afflux  be 
extreme,  as  in  certain  artificial  states  produced  experi- 
mentally, the  pressure  rises  to  a  very  great  height.  (^)  The 
excess  thus  produced  disappears,  with  more  or  less  rapidity, 
on  the  cessation  of  the  causes  which  call  it  forth.  A 
persistent,  self-maintaining  excess  of  pressure,  comparable 
with  the  glaucomatous  condition  of  the  human  eye,  has  never 
been  observed  to  follow  such  experiments.  In  the  eyes  of 
animals,  then,  at  any  rate,  and  undoubtedly  in  the  human 
eye  also,  something  more  than  a  temporary  increase  of  blood 
supply  is  required  in  order  to  establish  the  glaucomatous 
condition.  According  to  the  theory  I  have  advanced,  this 
extra  factor  is  a  diminution  of  the  distance  which  separates 
the  lens  from  the  ciliary  processes.      It  is  not  necessary  to 

»  Section  IV.,  p.  100. 


163 

assume  that  the  acute  attack  has  been  preceded  by  glaucoma 
in  a  simple  form :  we  have  only  to  assume  that  the  lens  and 
ciliary  processes  are  already  in  dangerous  proximity.  A 
little  local  irritation,  or  a  little  cerebral  hyperemia,  quickens 
the  blood  stream  to  the  eye  ;  secretion  flows  faster  into  the 
chambers ;  its  escape  from  the  vitreous  to  the  aqueous 
chamber  cannot  keep  pace  with  the  increased  supply ;  the 
vitreous  pressure  rises,  the  angle  of  the  chamber  closes,  the 
ciliary  processes  swell  and  intensify  the  obstruction,  and 
acute  glaucoma  is  established.  Does  this  not  explain  the 
indubitable  but  hitherto  mysterious  connection  between 
neuralgia  and  glaucoma  ?  One  patient  suffers  for  half  a 
lifetime  from  intense  periodic  neuralgia,  accompanied  at 
every  recurrence  with  more  or  less  pain  in  the  eye  ;  not  till 
she  reaches  fifty  years  of  age  does  glaucoma  supervene,  and 
then  it  comes  suddenly  and  in  manifest  connection  with  one 
of  these  attacks.  Another  patient  suffers  the  most  intense 
neuralgia  at  frequent  intervals,  and  still  does  so  until  his 
death  at  an  advanced  age,  but  never  becomes  glaucomatous. 
In  each  case  the  neuralgic  attacks  are  associated  with 
manifest  ocular  hyperemia.  The  different  effect  of  the 
malady  in  the  two  cases  must,  presumably,  depend  upon 
differences  in  the  eyes  which  are  subjected  to  its  influence ; 
in  the  eye  which  becomes  glaucomatous  the  predisposing 
condition  appears  to  be  absent  during  early  and  middle 
life.  From  clinical  observations  of  this  kind,  of  which  many 
are  on  record,  we  may,  I  think,  derive  a  strong  presumption 
in  favour  of  the  theory  which  has  been  advanced. 

In  the  later  stages  of  glaucoma  the  conditions  of  obstruc- 
tion which  are  opposed  to  the  normal  secretion  and  excretion 
of  the  intraocular  fluid  become  complete. 

The  angle  of  the  anterior  chamber  is  totally  obliterated 
by  broad  adhesion  of  the  iris  with  the  cornea ;  the  fluid  in 
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tlie  anterior  cliamber  is  imprisoned  there,  and  offers  an 
unyielding  resistance  to  the  further  advance  of  the  lens  ;  no 
escape  of  intraocular  fluid  is  possible,  hence  no  fresh  supply 
can  enter  either  aqueous  or  vitreous  chamber  unless  their 
space  is  enlarged  by  distension  of  their  walls.  The  stagnation 
of  the  current  of  the  intraocular  fluid — of  the  nutrient 
supply,  that  is,  to  the  vitreous  body  and  the  lens — is 
manifested  in  the  degeneration  of  these  structures. 

THE  INFLUENCE   OF   IKIDECTOMY. 

Iridectomy  lowers  the  tension  of  the  glaucomatous  eye — 

Firstly,  by  the  immediate  evacuation  of  the  aqueous 
chamber. 

Secondly,  by  tending  to  cause  the  subsidence  of  the 
obstructive  changes — i.  e.,  the  narrowing  of  the 
"  circumlental  space "  and  the  compression 
of  the  angle  of  the  anterior  chamber. 

Thirdly,  by  the  establishment  of  a  permanent  artificial 
channel  of  exit  for  the  intraocular  fluid. 

It  is  unnecessary  to  consider  the  hypothesis  which 
ascribes  the  influence  of  iridectomy  to  the  section  of  nerve 
fibres,  for,  if  this  hypothesis  be  correct,  the  pathological 
description  of  glaucoma  given  in  this  essay  is  fundamentally 
erroneous. 

It  appears  that,  in  exceptional  cases  of  very  recent  and 
acute  glaucoma,  the  mere  evacuation  of  the  anterior  chamber 
may  suffice  tore-establish  the  normal  tension;  as, for  example, 
when  a  cure  is  effected  by  a  very  faulty  iridectomy,  the 
incision  being  entirely  in  the  cornea,  and  the  iris,  with  its 
sphincter  undivided,  being  left  incarcerated  in  the  wound. 
Such  a  result  is  intelligible  if  it  be  true  that,  of  the  two 
factors  primarily  concerned — viz.,  alteration  in  the  lens  and 
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swelling  of  the  ciliary  processes — the  latter  greatly  pre- 
ponderates in  acute  glaucoma.  The  rapid  draining  away  of 
fluid  from  the  eye  during  the  few  hours  which  elapse  before 
the  corneal  incision  closes  may  cause  this  swelling  so 
completely  to  subside  as  to  restore  the  eye  to  its  previous 
condition — a  condition,  doubtless,  of  proneness  to  glaucoma, 
but  still  compatible  with  the  normal  filtration  process, 
provided  that  no  unusual  stress  is  thrown  upon  them  by  a 
sudden  afflux  of  blood  or  any  of  the  special  exciting  causes 
of  acute  glaucoma. 

Experience  has  shown,  however,  that  for  the  majority  of 
cases  a  scleral  incision  is  imperative.  The  essential  import- 
ance of  the  latter,  as  compared  with  the  excision  of  the  iris, 
is  proved  by  the  complete  reduction  of  glaucomatous  tension 
which  the  operation  of  sclerotomy  is  able  to  effect  when 
complications  with  the  iris  do  not  ensue.  Experience  has 
shown,  moreover,  that  the  more  nearly  this  incision  coincides 
with  the  normal  place  of  exit — the  angle  of  the  anterior 
chamber — the  more  certain,  ceteris  jMrihis,  is  its  efficacy  ; 
and  this,  be  it  observed,  is  no  theoretical  inference,  for  it  was 
established  long  before  the  physiology  of  this  region  was 
understood. 

The  exact  nature  of  the  artificial  channel  of  escape 
produced  by  the  scleral  incision  is  still  unknown.  It  is 
doubtful  whether  the  intraocular  fluid  permeates  the  cicatricial 
tissue  which  closes  the  wound,  and,  escaping  into  the  subcon- 
junctival space,  is  absorbed  by  the  vessels  external  to  the 
sclera,  or  whether  during  the  healing  process  new  vascular 
channels  are  established  in  this  tissue  and  the  sclera  so  as  to 
reopen  a  passage  for  the  fluid  into  Schlemm's  canal  or  the 
adjacent  venous  plexus.  This  point  is  obviously  not  to  be 
cleared  up  by  the  examination  of  unsuccessful  iridectomy 
wounds  ;  and  eyes  which  have  been  cured  by  iridectomy 
rarely  fall  into  the  hands  of  the  microscopist. 
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There  is  some  ground  for  "believing  tliat  the  cicatricial 
tissue  itself  is  peimeable  Ly  the  intraocular  fluid.  The 
cicatrix  is  not  unfrequently  somewhat  stretched  and  elevated 
Ly  a  slight  return  of  pressure  in  excess  during  the  few  weeks 
following  the  operation,  and  it  appears  to  gain  by  this 
attenuation  a  degree  of  jDermeability,  as  evidenced  by 
the  final  subsidence  of  the  excess  of  pressure,  which  it  did 
not  at  first  possess.  A  slight  elevation  of  the  conjunctiva, 
due  to  fluid  beneath  it,  is  sometimes  discoverable  after 
union  is  apparently  complete.  V.  Wecker  relates  the  case 
of  a  glaucomatous  patient  who,  after  iridectomy,  was 
accustomed  to  relieve  the  slight  recurrences  to  which  he  was 
still  liable,  by  making  pressure  upon  his  eye  with  his  fingers ; 
the  effect  of  this,  as  witnessed  by  v.  Wecker  himself,  was  to 
extrude  a  small  quantity  of  fluid  beneath  the  conjunctiva  in 
the  neighbourhood  of  the  cicatrix,  and  to  remove  at  once  the 
glaucomatous  symptoms.  (') 

Again,  the  intraocular  fluid  appears  to  find  exit  with 
little  difficulty  through  the  adventitious  tissue  which  replaces 
the  cornea  in  cases  of  total  staphyloma  with  universally 
adherent  iris.  (^) 

The  difficulty  of  explaining  the  permeability  of  the  incised 
tissues  w^oidd  be  greatly  increased  if  it  were  necessary  to 
suppose  that  the  whole  or  even  the  greater  part  of  the  intra- 
ocular fluid  escaping  from  the  eye  must  find  exit,  subsequently 
to  the  operation,  through  the  artificial  channel.  This  is 
certainly  not  the  case.  A  complete  obstruction  of  the  angle 
of  the  anterior  chamber  occurs,  probably,  only  in  the  acutest 
cases  of  glaucoma,  if  even  in  these ;  in  other  cases  the 
condition  is  that  of  gradual  narroiving,  with  increasing 
retardation  of  the  filtration  process.  The  effect  of  iridectomy 
is  not  only  to  relieve  the  angle  of  the  chamber  from  further 

1  Therapeutique  Oculaire,  Part  1,  p.  381. 
*  See  Case  9,  siiecimen  9,  this  Section,  p.  194. 
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compression,  but  to  promote  the  restoration  of  its  patency,  so 
far  as  this  may  still  be  possible,  by  abolishing  the  swelling  of 
the  ciliary  processes. 

If  the  foregoing  theory  concerning  the  primary  cause  of 
glaucoma  be  correct,  the  curative  action  of  iridectomy  must 
involve  two  distinct  results — namely : 

1.  The  reopening  of  the  angle  of  the  anterior  chamber. 

2.  The  reopening  of  the  space  between  the  lens  and 

the  ciliary  processes. 

Its  power  to  effect  the  former  will  depend  upon  the 
recentness  of  the  closure,  and  its  power  to  effect  the  latter 
upon  the  degree  to  which  the  narrowing  depends  ujion 
swelling  of  the  processes,  rather  than  upon  change  in  the 
lens.  In  each  of  these  particulars  acute  glaucoma  presents 
more  favourable  conditions  than  does  the  chronic  form. 

On  the  basis  of  this  theory,  I  shall  now  attempt  to  sketch 
the  course  of  events  subsequent  to  iridectomy  in  each  form 
of  the  disease. 

Iridectomy  in  acute  glaucoma.  The  aqueous  chamber  is 
evacuated,  the  lens,  suspensory  ligament,  and  iris  advance 
towards  the  cornea,  and  the  vitreous  pressure  is  immediately 
lowered ;  the  pressure  upon  the  choroidal  veins  being 
diminished,  the  venous  blood  from  the  ciliary  processes  flows 
through  them  in  increased  quantity,  and  the  swelling  of  these 
organs  begins  to  subside ;  the  space  between  the  processes 
and  the  lens  (I  wiU.  call  it,  for  the  sake  of  brevity,  the 
"  circumlental  space  ")  is  widened,  or,  if  previously  abolished, 
is  reinstated,  and  fluid  again  passes  from  the  vitreous  to  the 
aqueous  chamber.  As  union  of  the  wound  begins,  the 
anterior  chamber  is  re-established,  the  lens,  suspensory  liga- 
ment, and  iris  recede,  and  the  angle  of  the  chamber,  being 
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now  relieved  from  pressure,  reopens.  As  regards  the 
permanency  of  the  cure,  the  iridectomy  has  provided  a  kind 
of  safety  valve,  which  guards  the  eye  against  a  repetition  of 
the  attack  should  the  special  exciting  cause  at  any  time 
recur;  the  permeable  cicatrix  facilitates  the  escape  of  any 
temporary  surplus  of  fluid,  and  the  absence  of  a  sector  of  the 
iris  renders  this  portion  of  the  angle  of  the  chamber  less 
liable  to  closure  during  a  slight  access  of  vitreous  pressure 
than  it  was  before  the  operation. 

Iridectomy  in  chronic  glaucoma.  The  course  of  events  is 
essentially  the  same  as  in  the  previous  case,  but  the  resolu- 
tion of  the  glaucomatous  condition  is  less  complete  for  two 
reasons — namely : 

1.  The   primary   obstruction — i.  c,  the   narrowing  of 

the  "  circumlental  space,"  depends  less  upon 
vascular  engorgement,  which  is  reducible,  than 
upon  change  in  the  lens,  which  is  irreducible. 

2.  The  secondary  obstruction — i.  c,  the  closure  of  the 

angle  of  the  anterior  chamber — though  probably 
less  complete  than  that  which  occurs  in  acute 
glaucoma,  has  lasted  much  longer,  and  is  less 
capable  of  rapid  and  complete  resolution. 

The  anterior  chamber  is  evacuated  and  abolished,  the  ciliary 
processes  undergo  no  rapid  contraction  as  in  acute  glaucoma, 
but  still  retract  sufficiently  to  increase  somewhat  the  flow  of 
fluid  through  the  "  circumlental  space ;"  very  gradually,  and 
in  constant  danger  from  a  recurrence  of  excessive  vitreous 
pressure,  the  anterior  chamber  is  restored,  and  its  angle  is  no 
longer  subjected  to  excessive  pressure  from  behind ;  its 
patency  is,  however,  restored  but  imperfectly,  by  reason  of 
structural  changes  due  to  long- continued  pressure,  and  for 
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the  future,  if  the  eye  is  to  remain  free  from  glaucoma,  the 
artificial  channel  produced  by  the  iridectomy  must  provide 
an  exit  for  a  large  portion  of  the  fluid  which  passes  through 
the  chamber.  Hence,  the  uncertain  action  of  iridectomy  in 
chronic  glaucoma,  the  persistence  of  a  slight  excess  of  tension, 
the  imperfect  restoration  of  the  anterior  chamLer,  the  recur- 
rence of  the  malady  after  an  interval  of  some  months  or 
years. 

Malignant  glaucoma  is  understood  to  mean  the  aggravated 
condition  which,  in  exceptional  cases,  follows  the  performance 
of  iridectomy.  Provided  the  operation  be  correctly  performed, 
this  malignant  course  is  limited  almost  entirely  to  chronic 
cases  (excluding,  of  course,  the  ha^morrhagic  group).  Its 
occasional  occurrence  appears  to  be  almost  inevitable  under 
the  conditions  which  have  been  here  theoretically  laid  down. 

The  main  characteristic  of  this  disaster  is_^that  the  lens 
remains  in  close  and  forcible  contact  with  the  iris  and  cornea, 
the  vitreous  pressure  increasing  rather  than  diminishing.  In 
normal  cases  a  drainage  of  the  vitreous  chamber  is  effected 
by  the  operation  ;  in  these  malignant  cases  the  escape  of 
fluid  from  the  vitreous  chamber  appears  to  be  even  more 
impossible  than  it  was  before.  Q)  Theoretically,  we  must 
assume  that  the  "  circumlental "  space  does  not  reopen. 
If  the  lens  be  of  unusually  large  diameter ;  if  its  margin, 
previous  to  operation,  be  in  close  proximity  to  the  ciliary 
processes  ;  if  the  latter  present  no  great  enlargement  which 
can  immediately  subside  on  the  evacuation  of  the  anterior 
chamber ;  and,  finally,  if  the  vitreous  pressure  be  greatly  in 
excess,  and  the  anterior  chamber  shallow — we  have  a  state  of 
things  which  must  almost  of  necessity  be  aggravated  by  the 
withdrawal  of  the  aqueous  fluid.  Driven  forward  by  the 
vitreous,  the  lens  advances  against  the  cornea,  and  compresses 
the  intervening  iris  ;  its  periphery  bears  against  the  insertion 

^  Fig.  35. 
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of  the  iris,  and  lies  to  the  outer  side  of  the  internal  opening  of 
the  wound — it  thus  blocks  up  the  exit  through  which  fluid 
might  otherwise  drain  away  from  the  portion  of  the  ciliary 
processes  corresponding  with  the  coloboma ;  the  vitreous 
pressure,  but  slightly  lowered  by  the  escaj^e  of  the  scanty 
aqueous  fluid,  soon  rises  to  and  exceeds  its  former  height ;  if 
the  lens  have  any  elasticity  remaining,  its  diameter  is  still 
further  increased  by  the  excessive  compression  to  which  it  is 
subjected  between  vitreous  and  cornea,  and  its  periphery  is 
forced  into  the  depression  between  the  ciliary  processes  and 
the  iris.  Q) 

What  clinical  evidence  can  be  advanced  in  support  of  this 
theoretical  description  ?  Ad.  Weber  describes  the  conditions 
observed  by  him  in  an  eye  excised  on  account  of  "  malignant " 
progress  after  iridectomy,  as  follows  : — "  From  the  ora  serrata 
forwards  the  tunics  were  all  in  apposition,  but  the  tips  of  the 
ciliary  processes  were  bent  backwards,  and  so  came  to  lie 
behind  the  equator  of  the  lens,  which  was  wedged  fast 
between  these  and  the  origin  of  the  iris ;  there  was  thus  a 
complete  luxation  of  the  lens  in  its  capsule,  and  without 
injury  to  the  suspensory  ligament."  (^)  In  this  case  haemor- 
rhage from  the  choroid  had  occurred.  Weber  states  it  as  his 
belief  that  "  luxation  of  the  lens  into  the  groove  between  the 
base  of  the  ciliary  body  and  the  origin  of  the  iris "  is  the 
cause  of  malignant  glaucoma.  The  term  luxation,  as  here 
applied,  is,  I  think,  a  misnomer.  The  lens  is  no  more  luxated 
than  it  is  after  every  iridectomy,  in  non-glaucomatous  as 
well  as  in  glaucomatous  eyes,  provided  that  the  aqueous 
chamber  be  evacuated.  The  peculiarity,  and,  as  I  believe, 
the  essential  cause  of  the  unfavourable  course  in  the  present 
case  is  the  excessive  diameter  of  the  lens.  I  would  especially 
call  attention  to  Weber's  description,  as  it  proves  that  the 
diameter   of    the   lens   was   considerably   greater   than    the 

1  See  note,  page  174.         "-  Arch.  f.  Ophth.,  XXIII.,  I.,  84, 
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diameter  of  the  circle  of  the  ciliary  processes.  It  is  obvious 
that  the  incision,  and  especially  its  internal  opening,  must, 
in  such  a  case,  lie  very  considerably  within  the  circle 
corresponding  to  the  margin  of  the  lens,  and  that,  in 
the  absence  of  a  circle  of  swollen  ciliary  process  to  prevent 
the  close  application  of  the  lens  to  this  circle,  the  incision 
must  be  covered  and  obstructed. 

H.  Pagenstecher,  in  describing  a  specimen  of  "  malignant 
glaucoma,"  says,  "  I  think  the  lens  is  to  blame  as  the  cause  of 
this  appearance  ;  it  was  forcibly  pushed  forwards,  dragging 
the  ciliary  body  forwards  in  like  manner,  pressing  the  ciliary 
processes  partly  into  the  ectasia,  and  having  its  own  margin 
w^edged  in  the  ectatic  region."  (^)  .  .  .  .  "I  am  of 
opinion  that  the  lens  acts  in  such  cases  as  a  foreign  body, 
that  it  presses  against  the  ciliary  body  and  ciliary  processes, 
and  that  it  thereby  excites  a  hypersecretion  wdiicli  is  then 
superadded  to  the  ordinary  glaucomatous  process."  (^)  It  is 
unnecessary  here  to  repeat  the  explanation  which  I  should 
oppose  to  this  idea  of  irritative  hypersecretion,  I  quote  the 
passage  merely  because  it  notes  the  contact  of  the  margin  of 
the  lens  with  the  ciliary  processes. 

My  own  specimen  No.  2  exhibits  a  somewhat  unusual 
form  of  malignant  glaucoma.  (^)  Here  very  extensive 
hEemorrhage  between  sclera  and  choroid,  and  into  the  sub- 
stance of  the  vitreous,  followed  iridectomy.  The  lens  was 
driven  forwards  and  tilted  on  one  side,  w^ith  the  more  advanced 
margin  forcing  the  lips  of  the  incision  asunder,  and  pro- 
truding from  the  eye.  Such  haemorrhage  and  such  a 
displacement  of  the  lens  would  induce  a  "malignant "  course 
in  any  case  of  glaucoma ;  cases  of  this  description  cannot, 
therefore,  be  employed  as  illustrations  of  the  conditions 
which  induce  the  malignant  course  in  cases  of  simple  chronic 

^  Heidelberg  Congress,  Bericht  liber,  &c.,  1877,  page  13. 
2  3  Ibid,  p.  23.         3  Case  2,  Stction  VII. 
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glaucoma,  in  whicli  no  intraocular  ha3moiTliage  occurs,  and  in 
which  the  incision  cicatrises  in  the  ordinary  way. 

Convinced  that  "  malignant  glaucoma"  depends  essentially 
upon  the  so-called  luxation  above  described,  Weber  has 
devised  and  practised  with  success  a  procedure  by  which  the 
lens  may  be  restored  to  its  normal  position  and  the  eye 
rescued  from  destruction  of  sight.  He  lays  stress  upon  the 
importance  of  following  the  directions  given  with  great 
exactness.  I  therefore  translate  the  passage  in  full.  (^) 
"  The  sclera  is  to  be  punctured  with  a  double-edged  broad 
needle,  at  a  point  8  to  10  mm.  from  the  corneal  margin,  and 
by  preference  at  the  outer  side,  in  the  horizontal  meridian  ;  and 
while  the  scleral  wound  is  made  to  gape  by  a  quarter-rotation 
of  the  instrument  on  its  long  axis,  pressure  is  made,  by  means 
of  the  upper  lid,  upon  the  cornea,  in  a  direction  perpen- 
dicular to  the  plane  of  the  coloboma,  in  the  direction  of 
which  the  lens  is  usually  protruded  most ;  the  pressure  is  to 
be  slight  at  first,  and  gradually  increased.  The  patient 
should  persistently  '  fix  '  the  operator  during  this  manoeuvre, 
and  thereby  enable  the  latter  to  judge  correctly  of  the  joosition 
of  the  cornea,  in  spite  of  its  being  nearly  covered  by  the 
upper  lid  ;  further  fixation  with  instruments,  and  the  distor- 
tion of  the  form  of  the  globe  which  is  thereby  produced,  can 
thus  be  avoided.  The  maximum  pressure  is  continued  for  a 
minute  or  a  minute  and  a  half,  so  as  to  allow  time  for  the 
re-formation  of  the  aqueous  humour;  blood  is  generally  mixed 
with  the  latter,  but  disappears  in  four  to  six  hours — a  sign 
that  the  filtration  channels  are  reopened.  A  light  pressure 
bandage  and  rest  in  the  recumbent  position  for  twenty -four 
hours  completely  guarantees  the  result  which  has  been 
attained.  Chlorform  is  necessary  only  when  the  ciliary 
region  is  very  sensitive,  and  then  the  Graefe  cataract  spoon 
may  be  used  conveniently  as  a  means  of  pressure.  I  have 
1  Arch.  f.  Ophth.,  XXIII.,  I. 
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hitlierto  employed,  in  addition,  the  following  local  treatment 
before  and  after  the  operation,  and  I  believe  that  it  greatly 
aids  the  reduction.  One  or  two  days  beforehand  atropine 
is  applied  a  few  times,  so  as  completely  to  relax  the  sphincter 
of  the  ciliary  muscle  (sphincter  ciliaris),  and,  about  twenty 
minutes  before  operating,  one  or  two  drops  of  a  two  per  cent, 
eserine  solution  are  applied  ;  the  commencement  of  pain  in 
the  brow  is  the  signal  to  seize  the  instruments.  The  eserine 
treatment  is  continued  for  some  days,  until  the  margins  of  the 
coloboma,  which  are  almost  invariably  adherent  to  the  cornea, 
are  freed.  The  tension,  which  previously  was  extreme,  is 
normal  by  the  evening  dressing.  The  vitreous  opacities, 
which  are  always  present,  disappear  more  rapidly  than  after 
successful  iridectomy,  probably  because,  in  addition  to 
the  arrest  of  the  morbid  process,  a  considerable  quantity 
of  turbid  vitreous  escapes  and  is  replaced  by  new.  The 
most  suitable  time  for  carrying  out  the  operation  is  between 
the  tenth  and  twentieth  days  after  the  iridectomy,  by  which 
time  the  corneal  wound  is  already  sufficiently  firm  to 
stand  such  pressure.  Clear  signs  that  an  acute  attack  is 
imminent  would  necessitate  an  earlier  interference.  I 
have  not  as  yet  ventured  on  this  proceeding  while  the 
incision  is  still  open.  Neither  have  I  had  opportunity  to 
attempt  it  in  cases  of  luxation  of  long  standing.  I  would 
give  a  warning  against  any  modification  of  this  proceeding  ; 
I  have  amply  proved  that  neither  the  pressure  nor  the  scleral 
puncture  alone  suffices  to  bring  about  the  replacement." 

It  so  happened  that  on  the  very  day  when  I  first  read 
this  passage  a  patient  of  my  own  in  hospital  presented  exactly 
the  conditions  which  Weber  has  succeeded  in  relieving.  (^) 
I  performed  the  operation  as  nearly  as  I  was  able  according 
to  the  directions  given,  but  did  not  succeed  in  removing  the 
lens  from  its  position  of  contact  with  the  cornea.  1  am 
1  Case  20.,  Section  VII. 
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inclined  to  tliink  that  I  did  not  obtain  a  sufficient  escape  of 
vitreous,  and  that  perhaps  the  pressure  was'  not  exercised  in 
a  direction  perpendicular  to  the  coloboma,  but  rather  over  the 
centre  of  the  cornea.  I  am  anxious,  therefore,  to  throw  no 
discredit  upon  a  proceeding  which  is  stated  to  be  so  beneficial, 
and  the  non-success  of  which,  in  my  own  hands,  may  have 
been  due  to  an  incorrect  performance.  In  answer  to  a  letter 
in  which  I  asked  for  further  information  as  to  the  success  of 
the  operation.  Dr.  Weber  favoured  me  with  the  following 
reply : —  .  .  .  .  "  Concerning  the  replacement  of  the 
lens,  it  does  not  succeed  in  every  case ;  but  in  my  hands  at 
least  it  has  not  yet  failed ;  neither  does  the  lens  again  come 
forward.  Of  this  I  have  examples  of  two  years'  standing. 
The  paracentesis  of  the  vitreous  must  be  tolerably  broad,  so 
that  during  the  pressure  the  vitreous  may  flow  out  readily. 
The  operation  is  not  dangerous. —  (^)     *     *     *     * 

SECONDARY   GLAUCOMA. 

Every  variety  of  secondary  glaucoma,  prohahly  without 
exception,  is  associated  with  changes  which  retard  or  arrest  the 
escape  of  the  intraocular  fluid  through  the  angle  of  the  anterior 
chamber. 

I  shall  endeavour  to  establish  the  truth  of  this  statement 
by  examining  in  succession  all  the  principal  varieties  of  the 

^  Since  writing  the  foregoing  on  the  subject  of  malignant  glaucoma,  I 
have  been  interested  to  observe  the  extreme  change  of  form  which  the  lens 
will  undergo  wlien  compressed  between  the  cornea  in  front,  and  a  gliomatous 
mass  occupying  the  whole  vitreous  chamber.  Fig.  54  represents  roughly  the 
form  of  the  lens.  This  eye  was  excised  by  my  friend,  Mr.  Hodges,  of 
Leicester,  from  a  child.  The  lens  was  doubtless  highly  elastic,  and  would 
yield  to  pressure  very  much  more  readily  than  that  of  an  elderly  person.  It 
suggests,  however,  that  if  the  lens  of  the  latter  still  maintains  any  elasticity 
or  compressibility,  the  coniition  in  which  it  iinds  itself  when  pressed  against 
the  cornea  in  the  way  before  described,  is  one  which  must  intensify  itself. 
The  higher  the  vitreous  pressure  rises,  the  greater  becomes  the  diameter  of  the 
lens,  and  the  more  complete  the  obstruction. — Case  16,  lig.  54,  slide  16a.  See 
account  of  case  by  Mr.  Hodges,  Lancet.     February  8th,  1879. 
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malady,  pointing  out  the  way  in  wliicli  the  obstructive  change 
is  brought  about  in  each,  and  demonstrating  the  facts  as  far 
as  possible  by  means  of  microscopic  sections  and  drawings 
from  the  eyes  which  I  have  dissected,  and  by  the  clinical 
evidence  of  certain  other  cases. 

Posterior  synechia,  when  extensive,  is  a  fruitful  source  of 
glaucomatous  complication.  It  leads  to  closure  of  the  angle 
of  the  anterior  chamber  in  more  ways  than  one. 

When  the  whole  circle  of  the  pupil  adheres  to  the  lens 
capsule,  the  intraocular  fluid  from  the  ciliary  processes  can 
no  longer  pass  forward  into  the  anterior  chamber.  (^)  It 
collects  between  the  iris  and  the  lens  and  suspensory  ligament, 
and  distends  the  posterior  aqueous  chamber.  The  iris  is 
bulged  forward  until,  by  its  advance,  it  so  far  narrows  the 
angle  of  the  anterior  chamber  as  to  preclude  the  further 
escape  of  fluid  through  it.  The  fluid  still  remaining  in  the 
anterior  chamber  is  closely  imprisoned  there,  and  presents  an 
unyielding  resistance  to  any  further  advance  of  the  iris,  or  of 
the  lens.  Fluid  is  still  secreted,  though  in  decreasing 
quantity,  into  the  vitreous  chamber,  and  continues  to  collect 
there  until  its  exalted  pressure,  reacting  on  the  screting 
organ,  arrests  the  further  supply,  or  reduces  it  to  a  condition 
of  equilibrium  with  the  small  amount  which  still  finds  a  passage 
forwards  through  the  pupil,  and  outwards  through  the  narrowed 
angle  of  the  chamber.  Cases  of  this  kind  are  frequently 
met  witli  in  hospital  practice.  The  effect  of  iridectomy  is 
most  striking.  No  sooner  is  a  communication  re-established 
between  the  posterior  and  anterior  aqueous  chamber  than 
the  disease — i.e.,  the  glaucomatous  complication,  vanishes. 
It  is  not  necessary  here  to  adopt  the  scleral  incision  and  the 
complete  removal  of  the  iris  to  its  insertion,  as  in  primary 
glaucoma;    a  corneal  incision,  through  which  a  satisfactory 

^  Case  28,  Section  VII. 
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"artificial  pupil"  can  be  made,  suffices;  for  unless  tlie  mischief 
be  of  long  duration,  in  wliicli  case  the  eye  is  probably  useless, 
there  is  probably  no  actual  irremediable  adhesion  of  the  iris 
and  cornea,  but  merely  a  close  contact,  which  immediately 
subsides  with  the  restoration  of  the  anterior  chamber.  There 
is  not,  in  general,  any  marked  advance  of  the  lens,  for  the 
pupillary  margin  is  depre=5sed  as  a  deep  central  pit,  so  that 
the  periphery  of  the  iris  probably  escapes  the  compression  by 
the  ciliary  processes  which  it  undergoes  in  primary  glaucoma. 
Fig.  27  illustrates  the  distension  of  the  posterior  chamber  by 
imprisoned  albuminous  secretion.  The  total  posterior  synechia 
in  this  case  was  caused  by  a  perforating  \^ound  of  the  lens 
and  vitreous.  The  case  will  be  again  referred  to.  The  glau- 
comitoas  tension,  in  cases  of  annular  posterior  synechia,  if 
unrelieved  by  iridectomy,  is  liable  to  give  place  to  a  subnor- 
mal tension,  indicating  an  extension  of  inflammatory  changes 
to  the  ciKary  processes  and  a  consequent  impoverishment  of 
the  vitreous  humour.  (^) 

When  the  whole  posterior  surface  of  the  iris  adheres  to 
the  lens  capsule  and  suspensory  ligament,  the  obstructive 
change  is  somewhat  different  to  that  just  described.  The 
posterior  aqueous  chamber  is  abolished,  and  secretion  from 
the  apices  of  the  ciliary  processes  is  no  longer  possible. 
Secretion  into  the  vitreous  chamber  still  continues,  until 
arrested  by  the  reaction  of  the  exalted  vitreous  pressure. 
The  lens,   suspensory  ligament,  and  adherent   iris  advance 


^  Note. — May,  1879.  It  happens  not  unfrequently  that  eyes  in  which 
glaucomatous  tension  has  arisen  in  connection  with  prolonged  iritis 
and  synechia  posterior  are  reduced  by  iridectomy  to  a  condition  of  subnormal 
tension  which  is  persistent.  Such  a  case  has  recently  been  under  my  care. 
The  subnormal  tension  is,  in  my  opinion,  a  certain  indication  that  the  ciliary 
processes  have  been  damaged  by  the  foregoing  inflammation.  Previous  to  the 
iridectomy  their  secretory  activity,  although  impaired,  is  sufficient,  by  reason 
of  the  obstruction  at  the  outlet,  to  raise  the  tension  of  the  eye  to  a  high  pitch  ; 
but  no  sooner  is  the  channel  of  escape  reopened  than  the  impoverishment  of 
the  supply  becomes  manifest. 
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until,  by  so  doing,  they  close  the  angle  of  the  anterior 
chamber  by  obliteration  of  the  ligamentum  pectinatum,  and 
imprison  the  remaining  aqueous  fluid.  Here  the  compression 
is  affected  much,  as  in  primary  glaucoma,  and  the  effects  are 
the  same  as  in  that  condition. 

Fig.  19  represents  a  section  from  an  eye  blinded  by  glau- 
comatous pressure  following  total  posterior  synechia.  (During 
manipulation  of  the  specimen  the  lens,  with  most  of  the  uveal 
surface  of  the  iris,  became  detached.)  There  is  here  no 
peripheral  adhesion  of  the  iris,  and  cornea.  Its  absence  is 
explained  by  the  total  adhesion  of  the  iris  to  the  lens 
and  suspensory  ligament ;  for  in  the  absence  of  any  space 
between  these  structures  the  ciliary  processes  cannot  enlarge 
anteriorly  so  as  to  push  the  periphery  of  the  iris  forwards  in 
advance  of  the  rest  of  the  membrane,  as  in  primary  glaucoma. 
The  escape  of  the  intraocular  fluid  is,  however,  as  completely 
arrested  as  though  the  peripheral  adhesion  existed,  for  not 
only  is  the  ligamentum  pectinatum  so  compressed  as  to  be 
almost  obliterated,  but  the  passage  of  the  intraocular  fluid 
into  the  remnant  of  the  anterior  chamber  is  rendered  impos- 
sible by  the  general  adhesion  of  the  iris  to  the  lens. 

Anterior  synechia,  especially  if  a  considerable  portion  of 
the  circle  of  the  iris  is  involved,  readily  leads  to  narrowing 
of  the  corresponding  part  of  the  angle  of  the  chamber.  A 
perforating  ulcer,  or  a  wound  of  the  cornea,  is  commonly  the 
starting  point.  The  iris  prolapses,  and  is  included  in  the 
cicatrix ;  it  is  tightly  stretched  between  the  new  adhesion 
and  its  peripheral  attachment ;  the  ligamentum  pectinatum 
is  compressed  at  the  corresponding  portion  of  the  circle  by 
the  undue  proximity  of  the  cornea  and  iris.  If  the  compressed 
portion  is  large  enough  to  materially  affect  the  escape  of  the 
intraocular  fluid,  the  tension  of  the  eye  rises.  When  such  a 
condition  is  complicated   by   an   injury   of   the   lens,   with 
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posterior  adhesions  of  tlie  iris  to  the  capsule  or  to  the  exposed 
lens  tissue,  the  danger  of  glaucomatous  complication  is  greatly 
increased.  Fig.  20  represents  the  conditions  inducing 
glaucoma  after  a  wound  of  the  cornea,  iris,  and  lens.  The 
cicatrix  includes  cornea,  iris,  lens  capsule,  and  lens  substance 
in  one  confused  mass.  At  tht;  far  side  of  the  chamber — i.e., 
in  the  portion  where  the  iris  was  left  intact  by  the  injury — we 
see  a  broad  adhesion  of  the  iris  to  the  cornea,  evidently 
produced  by  pressm-e  applied  to  the  posterior  surface  of  the 
iris  through  the  intervention  of  the  ciliary  process.  How 
does  this  part,  removed  as  it  is  from  direct  connection  with 
the  injury,  come  to  suffer  such  compression  ?  The  swelling 
of  the  injured  lens,  together  with  the  iritic  adhesion  already 
described,  retard  the  passage  of  the  intraocular  fluid  from  the 
vitreous  into  the  aqueous  chamber ;  the  pressure  in  the 
vitreous  chamber  is  exalted  above  that  in  the  aqueous 
chamber,  the  lens  and  suspensory  ligament  advance,  and 
compression  of  the  angle  of  the  chamber  throughout  its 
whole  circumference  ensues,  precisely  as  it  does  in  prunary 
glaucoma. 

Glaucoma  following  the  extraction  of  senile  cataract  appears, 
at  first  sight,  to  be  irreconcilable  with  the  theory  of  glaucoma 
which  I  have  advanced.  A  very  pronounced  case  which 
recently  occured  in  my  own  practice,  however,  appears  to  me 
to  afford  strong  evidence  in  its  favour,  both  by  the  manner  of 
its  onset  and  the  manner  of  its  disappearance.  I  will  here 
briefly  summarise  the  process.  (^)  The  lens  is  removed  without 
rupture  of  the  suspensory  ligament  or  posterior  capsule ; 
plastic  iritis,  possibly  due  to  the  retention  of  cortical  fragments, 
sets  in ;  the  iris  adheres  throughout  to  the  suspensory  liga- 
ment and  capsule ;  the  portions  of  these  membranes 
occupying  the  pupil  and  the  coloboma  are  coated  over  with 

'  Case  36,  Section  VII. 
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lymph.  A  tliickened  impervious  partition  is  tlius  created 
between  the  aqueous  arid  vitreous  chambers ;  the  tension  rises 
in  the  vitreous  chamber ;  the  angle  of  the  anterior  chamber  is 
closed  by  the  advance  of  the  partition  ;  a  certain  amount  of 
turbid  fluid  remains  imprisoned  in  the  anterior  chamber  ; 
intense  glaucoma  is  rapidly  induced.  Eepeated  leeching, 
atropine  instillations,  paracentesis  of  the  anterior  chamber  have 
little  or  no  influence  on  the  glaucomatous  tension ;  the  eye  is 
evidently  doomed  to  distraction  unless  the  tension  is  quickly 
relieved.  During  the  intensity  of  the  inflammation  the 
partition  which  separates  the  aqueous  and  vitreous  chambers 
is  forcibly  ruptured  by  operation ;  the  pressure  in  the  two 
chambers  is  equalised ;  the  compression  of  the  angle  of  the 
anterior  chamber  is  removed ;  the  glaucomatous  tension 
subsides  ;  the  iritis  gradually  disappears  ;  the  eye  ultimately 
recovers  excellent  vision.  Such  is  the  outline  of  the  case. 
I  have  never  before  seen  an  eye  recover  from  such  a  formid- 
able condition,  coming  on  within  a  week  of  the  extraction  of 
the  lens  in  an  old  and  feeble  person.  I  would  draw  particular 
attention  to  the  case,  not  only  as  a  point  in  my  argument, 
but  as  affording  a  lesson  as  to  the  treatment  which  should  be 
adopted  when  such  complications  arise.  I  have  seen  no  other 
case  of  glaucoma  immediately  foUomng  the  operation,  but  I 
have  more  than  once  seen  patients,  who  have  been  operated 
on  by  others,  in  whom  a  glaucomatous  tension  persisted  some 
months  after  the  operation.  Adhesions  of  the  iris  to  the 
capsule  have  always  been  present.  The  pupil  has  been 
reopened,  but  too  late  to  avoid  the  occurrence  of  the 
peripheral  adhesions  of  the  iris  and  cornea,  -wMch  inevitably 
are  formed  if  the  vitreous  pressm'e  remain  long  in  excess, 
and  which  subsequently  maintain  an  excess  of  tension, 
although  the  communication  between  the  vitreous  and 
aqueous  chambers  be  re-established. 
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Sitphthalmos  is  a  term  which  I  think  might  with  advantage 
be  discarded.  It  in  no  sense  represents  an  individual  disease  ; 
but  is  applied,  so  far  as  I  know,  to  secondary  glaucoma  from 
almost  any  cause,  provided  it  occurs  in  eyes  which,  by  reason 
of  the  patient's  youth,  are  capable  of  considerable  enlargement 
by  the  distending  force  of  increased  internal  pressure.  That 
these  cases  belong  essentially  to  the  class  of  secondary  glau- 
coma cannot  be  doubted,  for  we  find  cupping  of  the  optic  disc, 
contraction  of  the  field  of  vision,  and  enlargement  of  the 
episcleral  veins  ;  we  find  the  tension  of  the  eye  in  excess ;  and 
we  find  the  characteristic  changes  at  the  angle  of  the  anterior 
chamber  on  which  the  excess  of  tension  depends.  (^) 

In  three  cases  which  I  have  examined  lately  iritic  adhe- 
sions are  the  starting  point  of  the  glaucoma.  In  one  (^)  the 
disease  was  probably  in  the  beginning  syphilitic  keratitis — the 
patient  has  the  characteristic  marks  of  inherited  syphilis — 
becoming  subsequently  kerato-iritis.  One  eye,  long  blind, 
bulging,  and  painful,  was  excised.  Adhesion  of  the  iris  and 
cornea  extended  round  the  greater  portion  of  the  periphery  of 
the  chamber.  The  lens  was  shrunken,  probably  through 
injury  in  operation  years  ago; — iridectomy  had  been 
twice  performed,  without  benefit ;  the  cicatrices  and 
adherent  portions  of  iris  connected  with  them  were  visible 
in  the  microscopic  sections.  The  anterior  chamber  was  very 
large  and  deep — an  unusual  condition  in  glaucomatous  eyes. 
It  appears  probable  that  the  glaucoma  was  originally  caused 
by  iritic  adhesions,  advance  of  the  lens,  and  closure  of  the 
angle  of  the  anterior  chamber  with  the  formation  of  peripheral 
adhesions.  Some  time  later,  perhaps  through  the  effect  of  the 
operations,  tlie  lens  suffered  disorganisation,  and,  together 
with  the  iris,  contracted  into  a  flat,  tightly-stretched, 
membranous  partition,  separating  the  vitreous  and  aqueous 

1  See  Cases  4,  3  4.     Figs.  21,  22,  23,  36,  37,  38,  48,  51. 
-  Case  4,  Section  VII. 
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chambers.  An  open  connection,  througli  which  fluid  could 
pass,  may  have  existed  between  the  chambers  subsequent  to 
the  operation,  but,  by  reason  of  the  unrelieved  obstruction  at 
the  angle  of  the  anterior  chamber,  may  have  been  useless  as 
regards  the  reduction  of  the  tension. 

In  the  second  case,  the  starting  point  of  which  was  variola 
soon  after  birth,  the  glaucoma  had  evidently  been  brought 
about  by  total  occlusion  of  the  pupil  in  the  way  already 
described.  (}) 

In  a  third  case  the  original  mischief  was  a  wound  of  the 
ciliary  region  or  adjacent  cornea.  Plastic  iritis  led  to  total 
posterior  synechia  in  the  wounded  eye  ;  sympathetic  iritis 
caused  a  very  similar  condition  in  the  other.  Secondary 
glaucoma,  with  much  distention  of  the  globes,  was  the  result. 

Staphylomatous  conditions  of  the  cornea  are  not  a  cause  of 
glaucoma,  but  they  are  a  frequent  manifestation  of  its  presence. 
Iritic  adhesions,  such  as  have  already  been  discussed,  are 
usually  associated  with  these  changes,  and  explain  the  excess 
of  tension.  Q) 

Trcmmatic  cataract  is  frequently  associated  with  adhesions 
of  the  iris.  So  far  as  the  latter  are  concerned,  its  relation  to 
secondary  glaucoma  need  not  be  repeated ;  but  another  agent 
is  here  involved,  for  we  see  the  most  pronounced  rise  of 
tension  rapidly  induced  by  wounds  of  the  lens — e.g.,  needle 
operations,  when  the  iris  is  entirely  uninjured.  The  cause  is, 
I  believe,  the  increased  diameter  of  the  lens  which  its 
swelling  brings  about,  and  the  conditions  which  ensue  are 
similar  to  those  which  exist  in  primary  glaucoma ;  the 
essential  change  in  each  is  the  inerecLsed  proximity  of  the  lens- 
peri2jhery  to  the  circle  of  the  ciliary  processes — possibly  their 
contact.     The  tension  may  rise  to  T   +   2  the  day  after  the 

1  Case  14,  Section  VII.         -  See  Case  9,  Section  VII. 
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operation,  remain  at  that  lieiglit  for  a  day  or  two,  or  more,  and 
then  spontaneously  subside,  having  caused  no  pain,  and  hardly 
a  trace  of  vascular  disturbance  beyond  some  enlargement  of 
the  episcleral  veins.  Such  conditions  are  certainly  more 
consistent  with  a  theory  of  obstructed  filtration,  than  with  the 
formerly  accepted  hypothesis  of  irritative  hyperscretion. 

It  has  been  suggested  that  the  cause  of  the  excess  of 
tension  is  the  presence  of  lens  matter — dissolved,  or  in  the 
form  of  debris — in  the  anterior  chamber,  and  a  consequent 
obstruction  of  filtration  through  the  ligamentum  pectinatum. 
My  own  observations  do  not  accord  with  this  idea.  The 
tension  rises  while  as  yet  little  or  no  lens  matter  has  escaped 
through  the  capsular  opening ;  it  subsides  long  before  the 
fragments  which  subsequently  fall  into  the  anterior  chamber 
are  removed ;  in  fact,  the  extrusion  into  the  chamber  of 
swollen  fragments  of  the  cortex,  appears  more  nearly  to 
correspond  with  the  fall  of  tension.  In  short,  the  onset  and 
the  subsidence  of  the  glaucomatous  condition  appear  to  be 
directly  related  to  the  general  enlargement  of  the  lens,  and 
its  subsequent  return  to  smaller  dimensions.  The  process  is 
as  follows  : — The  capsule  is  opened,  aqueous  fluid  enters,  the 
lens  fibres  swell  by  imbibition,  the  elastic  capsule  is  distended 
in  all  diameters  ;  its  periphery  approaches  the  circle  of  the 
ciliary  processes — it  may  possibly  come  into  close  contact 
with  them — the  suspensory  ligament  meanwhile  retracting, 
by  reason  of  the  traction  of  the  choroid  ;  the  passage  of  fluid 
from  the  vitreous  to  the  aqueous  chamber  is  retarded 
sufficiently  to  create  an  excess  of  pressure  in  the  former ;  the 
lens  and  suspensory  ligament  advance,  the  angle  of  the 
anterior  chamber  is  compressed,  and  glaucoma  is  established. 
After  two,  three,  or  more  days  the  swollen  lens  is  reduced  in 
bulk,  either  by  solution  or  extrusion  of  a  portion  of  its  fibres ; 
the  elastic  capsule  contracts,  its  periphery  retires  from  the 
ciliary  processes,  and  reopens  a  channel  from  the  vitreous  to 
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the  aqueous  chamber;  the  excess  of  fluid  iu  the  vitreous 
chamber  escapes,  the  pressures  are  equalised,  the  lens  and 
suspensory  ligament  retire,  the  angle  of  the  anterior  chamber, 
relieved  from  the  pressure  from  behind,  reopens,  and  the 
glaucomatous  condition  is  at  an  end. 

I  have  described  these  successive  steps  in  detail,  as  I  hold 
that  they  constitute  a  strong  argument  for  the  theory  of 
primary  glaucoma  which  I  have  advanced. 

Partial  dislocations  of  the  lens  induce  glaucomatous 
complications,  I  presume,  by  reason  of  the  direct  pressure  of 
the  periphery  of  the  lens  against  the  pheriphery  of  the  iris 
throughout  that  portion  of  the  circle  towards  which  the  lens 
is  displaced,  and  consequent  closure  of  the  angle  of  the  anterior 
chamber  in  this  situation.  I  have,  however,  no  specimen 
illustrating  this  condition,  and  have  had  no  opportunity  of 
examining  an  instance  of  the  complication  since  my  attention 
has  been  directed  to  this  particular  point. 

Dislocation  of  the  entire  lens  into  the  anterior  chamher 
induces  glaucoma,  frequently  of  the  most  intense  type,  in  a 
way  which,  I  think,  affords  another  convincing  proof  of  the 
essential  dependence  of  this  condition  upon  an  arrested  escape 
of  the  intraocular  fluid  from  the  anterior  chamber.  Under 
normal  conditions,  the  intraocular  fluid,  in  passing  from  the 
posterior  to  the  anterior  aqueous  chamber,  meets  with  no 
resistance  at  the  pupil,  the  edge  of  which  is  raised  from  the 
surface  of  the  lens  to  an  imperceptible  extent  by  the  minute 
current ;  but  no  sooner  is  the  relation  of  these  parts  reversed 
than  the  stream  which  previously  kept  the  passage  open, 
tends  to  close  it  with  constantly  increasing  pressure.  The 
iris  is  applied  to  the  posterior  surface  of  the  lens,  the  intra- 
ocular fluid,  pressing  against  it  more  and  more  strongly,  cuts 
off  the  possibility  of  its  own  escape,  and  an  intense  glaucoma 
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is  rapidly  estaLlislied.  At  first,  no  doubt,  the  angle  of  the 
chamber,  far  from  being  closed,  is  more  widely  opened  than 
usual  by  the  backward  displacement  of  the  iris ;  for  the 
periphery  of  the  lens  never,  probably,  reaches  (in  the 
youthful  eye)  quite  to  the  ligamentum  pectinatum.  But  this 
openness  is  manifestly  of  no  avail,  since  the  intraocular  fluid 
can  no  longer  enter  the  anterior  chamber.  Nothing  could  be 
better  adapted  in  form,  size,  and  surface  to  accomplish  this 
complete  blockade  than  the  lens.  When  the  vitreous  pressure 
has  become  extreme,  it  is  not  unlikely  that  the  periphery 
of  the  iris,  where  it  is  unsupported  by  the  lens,  is  pushed 
forwards  so  as  to  effect  a  partial  compression  of  the  ligamentum 
pectinatum  ;  indeed,  it  seems  possible  that  this  very  pressing 
forward  of  the  periphery  of  the  iris  may  suffice  sometimes  to 
draw  the  pupillary  margin  round  the  margin  of  the  lens,  and 
thus  effect  a  spontaneous  cure  of  the  glaucomatous  condition, 
such  as  occasionally  occurs.  The  degree  of  tension,  the 
vascular  injection,  the  pain,  and  the  constitutional  disturbance 
— e.g.,  vomiting  and  nervous  prostration — may  be  quite  equal 
to  those  which  accompany  the  acutest  primary  glaucoma,  and 
yet  they  subside  with  great  rapidity  when  the  obstruction  is 
removed,  either  by  operative  extraction  or  by  return  of  the 
iris  to  its  former  situation.  I  record  four  cases  of  this  accident. 
In  two  there  was  intense  glaucoma ;  in  the  other  two  there  w\as 
none,  or  at  most  a  doubtful  history  of  it  in  one.  {})  How  is 
the  difference  to  be  explained  ?  I  think  entirely  by  the 
varying  sizes  of  the  lenses.  In  the  two  former  the  lens  v/as 
of  normal  or  nearly  normal  size,  its  "golden"  margin  lay  close 
to  and  nearly  concentric  with  the  margin  of  the  chamber,  and 
the  area  of  the  pupil  was  well  within  the  area  of  its  posterior 
surface  ;  in  the  latter  two  the  lens  was  shrunken,  it  lay  quite 
excentrically  in  the  lower  part  of  the  chamber,  and  a  free 
passage  existed  between  its  upper  margin  and  the  margin  of 

1  Cases  24,  25,  26,  27,  Section  VH. 
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the  pupil.  In  one  of  the  non-glaucomatous  cases  the  lens  was 
cretaceous  and  rongh,  an  additional  proof  that  the  glaucomatous 
complication  is  not  the  result  of  irritative  hypersecretion. 

Tumours  of  the  retina  and  choroid  almost  invariahly 
induce  a  glaucomatous  tension  of  the  eyeball.  Let  me  here 
refer  again  to  the  general  conclusion  to  which  my  experiments 
led — namely,  that  the  causes  of  glaucoma  are  those  conditions 
wJiich  exalt  the  vitreous  pressure  above  the  aqueous  pressure. 
The  conclusion  will,  I  think,  find  confirmation  in  the  class  of 
cases  now  in  question.  The  vitreous  substance  is  not  a  mere 
secretion  of  gelatinous  consistency :  it  is  an  organised  structure 
containing  living  elements.  The  intrusion  of  a  foreign 
growth  upon  the  space  which  it  occupies  is  not  at  once 
compensated  by  the  escape  of  an  equal  bulk  of  its  substance, 
as  might  occur  were  it  an  unorganised  secretion.  So  long  as 
its  nutrient  supph^  flows  into  it  in  undiminished  quantity  we 
may,  I  think,  assume  that  its  tissue  will  not  yield  to  the 
intruding  mass  without  offering  some  resistance — that  is  to 
say,  the  advancing  tumour  has  not  merely  to  displace  a 
certain  quantity  of  fluid  :  it  has  to  reduce  the  bulk  of  a 
healthy  living  tissue.  Here,  surely,  are  conditions  competent 
to  effect  the  advance  of  the  lens  and  suspensory  ligament 
which,  as  we  have  seen,  establishes  the  glaucomatous  condition. 
Specimen  6  is  an  eye  efl'ected  with  glioma  of  the  retina.  (^) 
The  amount  of  the  new  growth  within  the  eye  is  small 
but  had  sufficed  to  produce  a  considerable  excess  of  tension, 
pain,  and  enlargement  of  the  episcleral  vessels.  Fig.  13 
exhibits  the  changes  in  the  ciliary  region.  The  iris  is  periphe- 
rally adherent  to  the  cornea,  the  ciliary  process  is  greatly 
atrophied,   and  evidently   had   little  share  in   effecting   the 

^  Case  6,  specimen  6,  fig.  13,  slides.  The  apparent  detachment  of  the 
retina  and  the  absence  of  the  lens  are  accidents  of  mounting  merely — the 
specimen  was  dissected  before  I  had  learned  how  to  preserve  all  the  parts  in 
their  normal  situations. 
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adhesion.  The  lens  itself  was  probably  pressed  against  the 
iris  quite  np  to  its  periphery.  The  stretched  condition  of  the 
iris,  immediately  in  front  of  the  ciliary  processes  (easily  seen 
in  the  specimen  when  a  candle  is  placed  a  little  leloiu  the 
level  of  the  glass  surface)  indicates,  I  think,  its  former  contact 
with  the  margin  of  the  lens.  I  would  particularly  point  out 
that  glaucomatous  complications  in  such  cases  do  not  depend 
upon  a  mechanical  pressure  exercised  directly  upon  the  ciliary 
region  by  the  morbid  growth,  as  has  been  suggested.  This 
specimen  (6)  and  a  drawing  of  another  case  made  several 
years  since,  before  this  question  had  been  raised,  convince  me 
that  invasion  of  the  ciliary  region  and  compression  of  the 
angle  of  the  chamber  by  the  tumour  itself  are  not  the  causes. 

(The  following  case  came  under  notice  most  opportunely 
as  evidence  of  another  kind  for  this  statement.) 

Curiously  enough,  the  only  other  specimen  of  intraocular 
tumour  which  I  have  been  able  to  examine  is  one  of  the  rare 
cases  in  which  no  glaucomatous  tension  has  been  produced. 
The  exception  is  most  fortunate,  as  it  gives  striking  confirma- 
tion to  more  than  one  point  involved  in  the  theory  which  I 
have  advanced.  (^)  A  large  spherical  melanotic  sarcoma 
nearly  fills  the  space  normally  occupied  by  the  vitreous 
■(Fig.  55).  I  am  told  that  there  was  no  excess  of  tension 
•  previous  to  excision ;  the  optic  disc,  microscopically  examined, 
exhibits  no  sign  of  pressure ;  the  angle  of  the  anterior 
chamber  is  entirely  free  from  narrowing  or  comprjssion.  (^) 
I  was  at  a  loss  to  explain  this  absence  of  glaucomatous 
changes  until  I  found  that  the  pedicle  of  the  tumour  is  seated 
in  the  ciliary  processes,  and  is  almost  confined  to  that  region. 
Evidently  the  tumour  sprang  from  the  ciliary  processes,  and 
in  its  very  origin  diminished  the  nutrient  supply  to  the 
vitreous  humour,  thereby  obviating  the  tendency  to  glaucoma 
which   its    bulky    presence   must    otherwise    have   created. 

^  Case  15.         -  Slides  166,  15c,  15«. 
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Another  point  of  interest  is  this — the  anterior  limit  of  the 
■tumour  is  in  contact  with  tlie  posterior  surface  of  the  lens,  and 
has  manifestly  pushed  the  latter  somewhat  forwards  towards  the 
cornea  (this  forward  displacement  of  the  lens  was  very  evident 
when  the  frozen  eye  was  divided)  ;  but,  notwithstanding  this 
displacement,  the  angle  of  the  anterior  chamber  has  suffered 
no  closure  or  compression.  This  confirms  the  fact  that  an 
advance  of  the  lens  produced  merely  by  pressure  at  one  point 
.does  not  affect  the  angle  of  the  chamber.  In  the  human  eye, 
soon  after  death,  I  have  pushed  the  lens  forward  by  means  of 
a  needle  introduced  near  the  equator,  and  have  seen  very 
clearly  that  as  the  pupillary  margin  of  the  iris  advances  the 
periphery  retires,  precisely  as  it  does,  in  fact,  during  accom- 
modation for  a  near  point.  Closure  of  the  angle  of  the 
anterior  chamber  cannot  be  produced  by  such  means :  it 
requires  a  general  rise  of  pressure  affecting  the  lens  and 
suspensory  ligament  alike.  Q) 

Hcemorrhagic  glaucoma,  a  condition  hitherto  especially 
difficult  to  explain,  is  readily  accounted  for  by  the  theory 
which  has  been  advanced,  and  affords,  I  think,  a  strong  point 
-of  evidence  in  its  favour.  An  outbreak  of  glaucoma 
usually  of  an  acute  kind,  has  in  a  considerable  number 
of  cases  been  preceded  by  haemorrhage  into  the  retina 
or  vitreous  substance.  (^)  It  has  been  an  open  question 
whether  the  extravasation  of  blood  actually  originates 
the  glaucoma,  or  whether  it  is  to  be  regarded  as  an 
early  symptom  of  an  increasing  intraocular  pressure. 
I  think  we  may  safely  conclude  that  where  an  extravasation, 
in  a  hitherto  presumably  healthy  eye,  is  followed  within 
a  few  days  by  an  attack  of  acute  glaucoma,  the  former  is 

^  The  specimen  in  which  these  points  were  observed  was  placed  in  my 
hands  for  mounting  by  Mr.  Solomon,  in  whose  practice  the  case  occurred.     I 
am  indebted  to  his  kindness  for  permission  to  publish  this  description  of  it. 
*  For  List  of  Cases,  &c.,  see  Handbuch  d.  g.  A.,  v,  I.,  p.  43. 
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tlie  cause  of  the  latter,  and  we  may  explain  the  process 
thus  :  —  The  arterial  system  is  atheromatous,  the  smaller 
vessels  are  prone  to  rupture ;  (these  patients  not  seldom  die  a 
little  later  by  cerebral  apoplexy).  By  reason  of  the  senile 
alteration  in  the  lens  already  described,  the  eye  is  prone  to 
beeome  glaucomatous  on  the  occurrence  of  even  a  small  rise 
of  vitreous  pressure,  such  as,  earlier  in  life,  would  be  rapidly 
compensated  by  increased  escape  of  fluid  from  the  vitreous 
chamber  ;  a  retinal  or  choroidal  artery  ruptures  and  pours 
forth  its  blood  until  the  flow  is  arrested  by  the  reaction  of 
the  increased  intraocular  pressure  upon  the  vessel.  This 
addition  to  the  contents  of  the  vitreous  chamber,  which,  in 
healthy  conditions,  would  occasion  no  permanent  excess  of 
pressure,  supplies  the  little  that  is  wanting  to  establish  the 
glaucomatous  condition  ;  the  lens  and  suspensory  ligament 
advance,  ever  so  little  it  may  be  (it  will  be  remembered  how 
slight  an  excess  of  vitreous  pressure  closes  the  angle  of  the 
anterior  chamber),  Q-)  the  angle  of  the  anterior  chamber  is 
compressed,  the  general  pressure  rises,  the  ciliary  procesess 
swell  and  intensify  the  obstructive  changes,  and  glaucoma  is 
established. 

I  have  no  specimen  which  illustrates  exactly  this  con- 
dition, but  I  have  two  which  bear  upon  the  point.  Specimen 
2  shows  the  consequences  of  haemorrhage  immediately 
following  iridectomy.  The  lens  was  firmly  pressed  against 
the  cornea,  and  actually  driven  forward  with  such  force 
that  its  margin  separated  the  edges  of  the  wound  and 
protruded  between  them.  Specimen  7  exhibits  a  haemor- 
rhage from  the  site  of  an  old  injury  of  the  iris  in  an  eye  with 
detached  retina.  This  eye  had  heen  blind  twenty  years,  and 
had  been  entirely  free  from  pain.  There  can  be  little  doubt 
that  the  detachment  of  the  retina  had  existed  a  long  time, 
perhaps  throughout  the  whole  period,  and  that  the  tension  of 

^  Section  IV.,  experiments. 
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the   eye   would    be   below   the   normal.      Suddenly,  during 
inflammation  of  the  other  eye,  the  blind  eye  becomes  intensely 
painful  and  is  found  to  have  T  +  3.      A  few  days  later  the 
eye  was  excised,  the  tension  being  a   little  lower  than  on 
admission.      I    expected  to  find  the   ordinary  conditions  of 
secondary  glaucoma  with  complete  closure  of  the  pupil,  but 
found,  to  my  surprise,  complete  detachment  of  the  retina,  a 
condition  very  rarely  associated  with  excess  of  tension.     The 
latter  symptom,  however,  was  explained  by  the  recent  extra- 
vasation of  blood.     The  amount  of  blood  poured  out,  be  it 
observed,  was  by  no  means  large.     Its  ability  to  induce  a 
marked  excess  of  tension  lasting  certainly  a  week,  perhaps 
longer,  I  attribute  to  the  fact  that  the  condition  of  the  iris, 
suspensory  ligament,  and  adherent  retina  entirely  precluded 
the  escape  of  fluid  through  the  natural  passage   from   the 
vitreous  to  the  aqueous  chamber.      The  angle  of  the  anterior 
chamber,  moreover,  was  completely  closed  (see  Case  7,  fig.  14). 
This   latter    case    especially    illustrates    the    fact    that 
hcemorrhage  of  no  large  amount  may  raise  the  pressure  in 
the  vitreous  chamber  considerably.     Under  the  predisposing 
conditions  which  exist  in  the  senile  eye — viz.,  the  increased 
diameter   of   the  lens,  &c. — I  think  it  not  unreasonable  to 
suppose  that  retinal  hsemorrhage  of  moderate  amount  may 
induce  even  an  intense  glaucoma. 


OBJECTIONS    TO    THE    OBSTEUGTION-THEOEY    OF   GLAUCOMA. 

At  the  Ophthalmic  Congress  in  Heidelberg  in  1877  the 
recent  theories  concerning  glaucoma  were  discussed.  (^) 

Hermann  Pagenstecher  —  any  criticism  from  whom 
demands  consideration — propounded  two  statements  which 
appear  to    be   irreconcilable  with   the  theory  of  glaucoma 

*  See  Bericht  iiber,  &c.,  ia  Klinisch  Monatsbl  fiir  Augenheilkunde. 
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wliicli  I  liave  advanced,  and  supported  them  with  specimens 
and  drawings.     They  were  as  follows  : — 

1.  "  There  are  forms  of  glaucoma  in  which  no  closure 

of  Fontana's  space  is  present."  (^) 

2.  "  Closure  or  obliteration  of  Fontana's  space   does 

not    of    itself    (an    und    flir    sich)    lead     to 
glaucoma.  (^) 

With  regard  to  the  first  statement  I  would  point  out,  as 
Ad.  Weber  has  done,  that  the  essential  change  is  not  closure 
of  the  angle  of  the  chamber,  but  an  obstruction,  be  it  what  or 
where  it  may,  to  the  escape  of  the  intraocular  fluid.  The 
crystalline  lens  in  the  anterior  chamber  effects  such  an 
obstruction  most  completely,  and  induces  glaucoma,  while  the 
angle  of  the  chamber  is  widely  open.  In  serous  iritis,  again, 
the  angle  of  the  chamber  is  doubtless  widely  open,  though  it 
is  probable  that  inflammatory  changes  or  deposits  in  the 
tissues  retard  the  escape  of  fluid.  In  one  of  the  cases 
(Pagenstecher's)  adduced  in  evidence,  serous  iritis  existed 
together  with  indications  of  previous  glaucoma  simplex,  and 
"  across  the  open  angle  of  the  anterior  chamler  loas  found  a 
new  formation  of  connective  tissue." 

Was  not  this  new  formation,  I  would  venture  to  suggest, 
the  remnant  of  a  former  peripheral  adhesion  of  the  iris  and 
cornea,  stretched  by  a  deepening  of  the  anterior  chamber 
during  the  attack  of  serous  iritis  ?  Such  a  condition,  or 
something  like  it,  is  seen  in  figs.  21  and  22,  where  a  deepening 
of  the  anterior  chamber  and  a  widening  of  its  previously 
compressed  angle  undoubtedly  occurred. 

The  other  case  cited  is  also  entirely  peculiar  as  to  the 
mode  of  its  occurrence  and  its  symptoms — e.g.,  "  exophthal- 

*  See  Bericht  uber,  &c.,  in  Klinisch  Monatsbl  fiir  Augenheilkunde,  p.  7. 
^  Ibid,  p.  9. 
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mia,"  "  very  deep  anterior  chamhcr,"  "  uncontrollable  bleeding 
after  the  excision,"  &c. 

I  will  not  attempt  to  explain  tlie  exceptional  conditions 
here  met  with ;  moreover,  I  will  not  deny  that  increased 
tension  of  the  eye  can  and  does  occur  temporarily  as  the 
result  of  other  than  obstructive  changes — we  know  that 
increased  afflux  of  blood  produces  it — but  I  will  assert  that 
such  cases  of  glaucoma,  if  we  must  so  name  them,  represent 
a  pathological  condition  extremely  rare,  and  entirely  different 
in  its  essential  nature  from  that  which  is  ordinarily  known  as 
glaucoma. 

With  regard  to  Pagenstecher's  second  proposition,  it  is,  I 
think,  true  or  untrue  according  to  the  sense  in  which  it  is 
understood.  Closure  of  the  angle  of  the  anterior  chamber 
(Fontana's  space)  is,  I  maintain,  not  only  a  cause,  but  the 
cause  of  glaucoma ;  but  it  may  and  does  exist  in  eyes  which 
are  not  glaucomatous,  by  reason  of  the  co-existence  of  other 
morbid  changes  which  render  the  occurrence  of  glaucoma  an 
impossibility.  An  incision  of  the  skin  in  a  person  narcotised 
by  cliloroform  produces  no  pain  ;  but  this  fact  would  not 
justify  the  statement  that  incisions  of  the  skin  are  not  of 
themselves  the  cause  of  the  pain  with  which  they  are  com- 
monly associated.  The  truth  of  the  matter  may,  I  think,  be 
stated  as  follows : — Closure  of  the  angle  of  the  anterior 
chamber  causes  glaucoma,  2>rovided — 

1.  That  the  secretion  of  the  intraocular  fluid  he  not  so 
far  suppressed  as  to  render  the  distension  of  the 
eye  an  impossibility. 

2>  Tliat  the  intraocular  fluid  do  not  escape  through  some 
abnormal  channel  in  sufficient  cpuantity  to  neu- 
tralise the  effect  of  the  obstruction  of  the  normal 
diannd^ 
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3.  That  the  closure  affect  a  ^^ortion  of  the  23cri]jhery  of 
the  chamber  sufficiently  extensive  to  materially 
retard  the  escape  of  the  intraocular  fluid. 

Closure  of  the  angle  of  the  chamber  may  frequently  be 
discovered  in  eyes  which  are  not  glaucomatous ;  nay,  more,  in 
eyes  the  tension  of  which  is  decidedly  below  the  normal.  I 
believe  that  every  such  case  is  to  be  explained  by  the  counter- 
acting influence  of  one  or  other  of  the  changes  just  referred 
to.  If  this  be  not  so,  the  obstruction- theory  of  glaucoma 
falls  to  the  ground.  I  cannot,  therefore,  pass  the  matter  by 
without  bringing  evidence  to  support  the  view  I  have 
advanced. 

Specimens  10  and  11,  are  eyes  destroyed  by  perforating 
wounds.  Q)  In  both  the  angle  of  the  chamber  is  totally 
obliterated,  in  both  the  tension  was  suhiormcd  at  the  time  of 
excision,  in  both  the  retina  is  detached.  There  is,  however, 
a  striking  difference  between  the  two  as  regards  the  angle  of 
the  chamber,  which  shows,  I  believe,  that  in  one  the  obstruc- 
tive change  preceded  the  shrinking  of  the  vitreous,  in  the 
other  the  shrinking  of  the  vitreous  preceded  the  obstructive 
change ;  in  the  former,  therefore,  a  temporary  excess  of 
tension  must  have  occurred,  in  the  other  none.  Let  me 
briefly  sketch  the  course  of  events  in  each  case. 

Specimen  10,  fig.  2G.  A  fragment  of  metal  perforates 
cornea,  iris,  and  lens  ;  iritis,  with  adhesion  of  the  pupil  to  the 
swoUen  lens,  follows ;  the  passage  of  the  intraocular  fluid 
into  the  anterior  chamber  is  arrested ;  the  pressure  in  the 
vitreous  chamber  rises,  the  lens  and  suspensory  ligament 
advance,  the  ciliary  processes  swell,  a  firm  compression  of  the 
periphery  of  the  iris  against  the  cornea,  resulting  in  adhesion, 
is  the  consequence  (fig.  26).  It  will  be  seen  from  the  figure 
that  the  adhesion  involves  exactly  as  much  of  the  iris  as 

1  Cases  10,  11,  Section  VII. 
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would  be  pressed  upon  by  the  ciliary  process  when  the  latter 
is  supported  behind  by  the  suspensory  ligament;  a  glaucoma- 
tous state  of  the  eye  is  thus  induced ;  by  reason  of  extension 
of  inflammation  from  the  iris,  or  through  the  original  injury, 
cyclitis — inflammation  of  the  ciliary  processes — follows  ;  the 
nutrition  of  the  vitreous  substance  is  impaired  ;  the  vitreous 
substance  shrinks  ;  effusion  from  the  choroidal  vessels  follows 
the  diminution  of  pressure ;  the  retina  is  detached,  and 
ultimately  shrinks  to  a  thin,  central,  fibrous  chord ;  the 
shrunken  disorganised  lens,  the  adherent  iris,  and  the  dis- 
placed retina  are  more  or  less  united,  and  form  a  thick 
partition  between  the  aqueous  and  vitreous  chambers  ;  the 
normal  secretion  of  the  intraocular  fluid  is  entirely  arrested ; 
ossification  commences  in  the  posterior  portion  of  the  choroid. 
(A  portion  of  the  ossific  lamina  was  exhibited  at  a  medical 
society  some  time  ago  ;  it  showed  highly  characteristic  bone 
structure).  From  the  moment  when  the  cyclitis  sets  in,  the 
tension,  previously  in  excess,  becomes  subnormal,  and 
remains  so. 

Specimen  11,  fig.  %7.  The  eye  is  punctured  by  a  piece  of 
wire  which  perforates  cornea,  lens,  and  vitreous,  and  reaches 
the  choroid  near  the  posterior  pole  of  the  eye.  Whether  the 
iris  is  wounded  is  uncertain,  and  does  not  affect  the  result. 
The  lens  swells  ;  the  pupillary  margin  of  the  iris  adheres 
throughout  its  whole  circle  to  the  capsule;  the  secretion 
proceeding  from  the  ciliary  processes  is  unable  to  enter  the 
anterior  chamber,  it  collects  in  the  posterior  chamber  and 
bulges  the  iris  forwards  till  it  absolutely  applies  itself  to  the 
cornea  throughout,  [in  this  case  there  is  a  total  annihilation 
of  the  anterior  chamber ;  in  most  cases  of  circular  synechia 
posterior  a  certain  quantity  of  fluid  remains  imprisoned  in  the 
anterior  chamber  by  reason  of  the  occlusion  of  its  angle  ;  it  is 
extremely  probable  that  in  this  case  an  escape  occurred 
N 


tlirongh  the  wound  or  the  cicatrix  ;  the  latter  was  reopened 
some  time  after  the  injury  in  an  unsuccessful  attempt  to 
remove  the  lens  matter,]  and  bridges  over  and  obstructs  the 
ligamentUm  pectinatum ;  simultaneously  with  these  obstructive 
changes  in  the  aqueous  chamber,  inflammation  and  subsequent 
shrinking  of  the  vitreous  substance  set  in  ;  the  vitreous 
pressure,  which  would  otherwise  have  been  in  excess,  is 
reduced  to  a  subnormal  point ;  the  lens  and  suspensory  liga- 
ment are  not  pressed  forwards,  and  consequently  the 
ligamentum  pectinatum,  although  completely  obstructed,  is 
not  compressed  (an  unusual  condition,  see  figure) ;  the  lens 
shrinks,  its  capsule  is  thrown  into  numerous  folds ;  the 
.  posterior  aqueous  chamber  is  thereby  still  further  increased 
in  size,  and  remains  filled  by  the  imprisoned  and  albuminous 
secretion  poured  into  it  by  the  ciliary  processes  ;  the  retina  is 
converted  into  a  central  fibrous  cord,  connected  with  which 
is  a  cicatricial  band  indicating  the  course  of  the  original 
injury. 

As  in  the  previous  case,  the  obstruction  to  the  escape  of 
the  intraocular  fluid  from  the  anterior  chamber  fails  to 
produce  glaucoma,  because  the  secretion  of  this  fluid  into  the 
vitreous  chamber  is  arrested. 

Specimen  9,  fig.  '25,  is  a  case  of  total  staphyloma.  I  have 
no  note  of  the  nature  of  the  primary  malady.  The  disc 
presents  no  trace  of  excavation  The  staphyloma  is  a  result 
of  diminished  resistance  in  the  cornea,  or  in  the  new 
tissue  which  represents  it — not  of  increased  intraocular 
pressure ;  the  ciliary  processes  are  not  atrophied,  the  vitreous 
appears  healthy,  the  retina  is  not  detached.  We  cannot,  there- 
fore, attribute  the  absence  of  glaucomatous  tension  to  the 
suppression  of  the  intraocular  secretion.  The  anterior  chamber 
is  entirely  abolished ;  the  iris,  reduced  to  a  mer3  web  of 
pigmented  tissue,  adheres  tliroughout  to  the  pseudo-cornea. 
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How,  therij  is  the  absence  of  glaucoma  to  be  explained,  seeing 
that  secretion  continues,  and  the  angle  of  the  anterior 
chamber  is  annihilated  ? 

I  suspect  that  the  intraocular  fluid  here  finds  an  abnormal 
exit.  The  staphylomatous  tissue,  especially  at  the  anterior 
part,  is  extremely  thin.  It  consists,  in  part  at  least,  not  of  true 
corneal  tissue,  but  of  new  material,  possibly  analogous  to  the 
permeable  cicatricial  tissue  which  closes  iridectomy  wounds 
in  glaucomatous  eyes  ;  its  inner  surface  is  devoid  of  the 
epithelium,  which,  as  Leber  has  proved,  is  the  agent  which 
prevents  percolation  through  the  cornea  ;  its  substance  in 
several  places  is  permeated  by  blood-vessels.  Moreover,  it 
appears  likely  that,  in  spite  of  the  superimposed  web  of  iris, 
an  escape  occurred  through  the  veins  in  the  neighbourhood  of 
Schlemm's  canal.  Open  channels  perforating  the  sclera  close 
to  the  anterior  limit  of  the  ciliary  muscle,  and  containing 
pigment  which  has  passed  along  them  from  the  iris,  can,  I 
think,  be  discovered.  (^The  section  which  contains  these 
channels  is  unfortunately  much  too  thick  for  good  examina- 
tion, but  under  a  low  power  and  good  daylight  illumination 
they  are  tolerably  evident.) 

Specimen  8,  fig.  'Blfy  presents  closure  of  the  angle  of  the 
anterior  chamber  limited  to  a  portion  of  the  circle.  The  disc 
exhibits  a  doubtful  pushing  back  of  the  lamina  cribrosa,  but 
certainly  no  excavation.  (^)  In  other  cases  we  have  seen 
that  a  partial  affection  of  the  angle  of  the  chamber  may 
suffice  to  raise  the  vitreous  pressure,  and  thereby  to  induce 
closure  tlirouglioid  the  whole  circle,  by  means  of  the  advance 
of  the  lens  and  suspensory  ligament.  {^)  Why  then  did  the 
remainder  of  the  circle  remain  patent  in  this  case  ?     Because 

^  June,  1879.  Certain  notes,  given  in  my  manuscript  essay,  concerning 
the  previous  history  of  this  eye,  are  omitted  here,  because  some  uncertainty 
has  arisen  as  to  the  identity  of  the  case. 

-  This  Section,  p.  178. 
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there  existed  an  open  communication  "between  vitreous 
and  aqueous  chambers.  The  lens  has  undergone  a 
remarkable  disarrangement  by  which  its  central  portion 
has  disappeared,  or  curled  round  towards  the  periphery, 
together  with  the  capsule,  so  as  to  form  a  ring  in  contact  with 
the  ciliary  processes.  This  open  communication  appears  to 
have  prevented  the  self-intensifying  process  by  which  a  slight 
excess  of  tension  at  once  causes  further  compression  of  the 
angle  of  the  chamber  and  increased  tension. 

In  this  connection  I  would  recall  the  case  of  glaucoma 
after  cataract  extraction,  in  which  rupturing  the  posterior 
capsule  rapidly  banished  the  glaucoma.  In  that  case  the  eye 
regained,  and  now  maintains,  a  normal  tension,  with  good 
vision,  although  at  least  one  fourth  of  the  angle  of  the 
anterior  chamber  is  closed  by  adhesion  of  the  iris  to  the 
cornea.  (^) 

1  Case  36,  fig.  43. 
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SECTION     VI. 


TREATMENT    OF    GLAUCOMA. 

If  it  be  true  that  glaucoma  is  in  reality  a  complex  group 
of  symptoms  dependent  upon  one  single  and  essential  change 
— an  excess  of  intraocular  pressure — its  treatment  must 
manifestly  be  directed,  whatever  be  the  variety  or  type  of  the 
disease,  primarily  against  this  physical  condition. 

Before  this  fundamental  truth  was  established,  and  its 
indications  realised  by  von  Graefe's  brilliant  and  beneficent 
discovery  of  the  remedial  power  of  iridectomy,  glaucoma  was 
an  incurable  disease.  It  is  hardly  too  much  to  say  that 
before  von  Graefe's  time  every  eye  attacked  by  true  glaucoma 
became  blind,  unless  death  overtook  its  possessor  before  the 
disease  had  had  time  to  run  its  course.  Eestoration  of  such 
eyes  to  a  permanently  healthy  state,  either  spontaneously  or  by 
any  method  of  treatment  then  practised,  was  unknown,  and, 
by  the  light  of  our  present  knowledge,  impossible.  ISTo  sooner 
was  the  value  of  the  new  surgical  remedy  made  known  by  its 
author  than  it  was  forthwith  put  on  its  trial  in  this  country 
and  elsewhere.  With  those  who  tested  it  fairly,  and  in  accord- 
ance with  the  prescribed  rules,  its  efficacy  at  once  became  an 
established  fact,  while  the  opposition  with  which  it  was 
received  in  certain  .quarters  did  not  long  survive.  (^)  Since 
that  time  hundreds  of  persons  annually  have  been,  and  now 
are,  rescued  from  blindness  by  its  means. 

^  See  Correspondence  on  Glaucoma,  Brit.  Med.  Journal,  1862,  II. 
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During  the  last  few  years  an  improved  knowledge  of  the 
conditions  upon  which  excess  of  tension  depends  have  led  to 
fresh  attempts  to  relieve  glaucoma  by  therapeutic  agents. 
Myotics,  such  as  the  extract  of  calabar  bean,  eserine  and 
pilocarpine,  applied  in  solution  to  the  eye,  have  beyond  all 
doubt  the  power,  in  certain  cases,  of  lowering  and,  exception- 
ally, even  of  removing  the  excess  of  tension,  and,  in 
conjunction  with  surgical  means,  are  useful  in  many  more. 
Attempts  to  substitute  other  operative  procedures  for 
iridectomy  have  also,  within  certain  very  narrow  limits, 
porved  successful.  But,  these  facts  notwithstanding,  the 
truth  remains  to-day  almost  as  absolute  as  when  enunciated 
by  von  Graefe  twenty-one  years  ago,  that  the  remedy  for 
glaucoma  is  iridectomy. 

Although  it  is  sometimes  desirable  to  precede  the  opera- 
tion by  certain  other  special  measures,  or  to  attempt  relief  by 
other  means  before  advising  it,  or  even  to  abstain  from  this 
operation  altogether,  still  its  value  so  far  surpasses  that  of  all 
other  measures  taken  together,  and  the  evil  consequences  of 
non-interference  are  even  now  so  much  more  frequently 
witnessed  than  any  which  arise  from  an  occasional  ill-advised 
operation,  that  the  discussion  of  this  remedy  must  take  pre- 
cedence of  all  else  which  may  have  to  be  said  concerning  the 
treatment  of  glaucoma. 

IRIDECTOMY. 

The  improvement  of  vision  ohtainable  hy  iridectomy  varies 
with  the  type  of  the  disease.  It  is  greatest  in  the  acute  form, 
smcdlest  in  the  chronic. 

Whatever  be  the  defect  of  vision  before  the  operation,  the 
prospect  of  improvement  depends  almost  entirely  upon  the 
length  of  time  which  it  has  existed.  An  acute  attack  of  great 
intensity  may,  in  the  course  of  not  many  hours,  reduce  vision 
from  its  normal  acuity   to   the   barest  perception  of  light. 
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Iridectomy,  promptly  performed,  will  in  all  probability  restore 
it  very  nearly,  if  not  quite,  to  its  former  condition.  Chronic 
glaucoma,  on  the  other  hand,  which  has  been  insidiously  advan- 
cing for  several  years,  may,  at  the  end  of  that  time,  have  still 
spared  a  large  portion  of  the  visual  field,  and  have  reduced  the 
acuity  of  central  vision  by  not  more  than  I  or  §.  Iridectomy  in 
such  a  case,  if  properly  performed,  may  enlarge  the  visual  field 
a  very  little;  it  will  probably  preserve  the  vision  which  remains, 
or  retard  its  further  deterioration ;  it  may  influence  the  pro- 
gress of  the  malady  hardly  at  all;  it  may  even  greatly  accelerate 
its  progress.  Between  the  brilliant  result  obtained  in  the  former 
case  and  the  disastrous  consequence  occasionally  witnessed  in 
the  latter,  infinite  diversities  of  progress  and  result  are  to  be 
observed.  Acute  glaucoma  blinds  by  the  sudden  onset  of  a 
pressure  under  which  the  function  of  the  retina  is  at  once 
suspended :  the  prompt  removal  of  the  pressure  restores  the 
normal  conditions  before  atrophic  processes  have  had  time  to 
confirm  the  loss  of  function.  In  chronic  glaucoma,  on  the 
other  hand,  the  gradual  and  insidious  advance  gives  time  for 
atrophy  to  do  its  work  in  the  peripheral  portions  of  the  retina » 
or  the  fibres  of  the  disc,  before  central  vision  is  so  far  impaired 
as  to  lead  the  patient  to  seek  relief.  In  acute  glaucoma, 
moreover,  the  structural  changes  which  lie  at  the  root  of  the 
malady  are  of  recent  occurrence,  and  are,  in  part  at  least, 
caused  to  subside  by  the  prompt  provision  of  an  escape  for 
the  imprisoned  intraocular  fluid,  and  the  cure  is  therefore 
likely  to  be  complete  and  permanent.  But  in  chronic 
glaucoma,  as  has  been  shown,  the  long  continuance  of  the 
altered  relations  of  parts  is  associated  with  adhesions  which 
cannot  be  abolished,  and  the  effect  of  which  may  not  be 
wholly  compensated  by  the  operation ;  it  happens,  therefore, 
that  the  cures  in  the  latter  case  are  both  less  complete  and 
less  certainly  permanent  than  in  the  former.  Hence  comes 
the  rule  which,  with  certain  reservations,  is  very  generally 


200 


applicable :   when    the   diagnosis   of  glaucoma   is   cstaUished, 
operate. 

The  urgency  for  immediate  operation  naturally  depends 
greatly  upon  the  acuteness  of  the  malady.  In  acute  glaucoma 
iridectomy  should  be  performed  "  without  the  slightest 
hesitation  or  the  smallest  delay."  In  the  interests  of  the 
public,  and  especially  of  that  class  to  whom  "  a  second 
opinion  "  is  a  luxury  not  lightly  indulged  in,  this  rule  needs 
to  be  repeated  again  and  again.  An  eye  which  is  painful, 
red,  and  hard,  shoidd  he  seen  within  the  smallest  possible 
numler  of  hoiirs  hy  a  surgeon  comp)ctcnt  to  operate  upon  it. 
This  is  a  smiple  maxim.  If  it  were  known  to  every  student 
sent  forth  from  our  medical  schools,  "  absolute  glaucoma  " 
would,  I  think,  appear  with  less  frequency  at  our  ophthalmic 
hospitals.  Cases  of  acute  glaucoma,  in  which  the  whole  period 
during  which  the  sight  might  have  been  rescued  by  operation 
has  been  spent  in  the  employment  of  lotions,  blisters,  fomen- 
tations, &c.,  and  in  which  the  blindness,  though  perhaps  only 
of  a  few  weeks'  duration,  is  already  absolute  and  incurable,  are 
still  not  unknown.  When  the  symptoms  become  intense  within 
a  few  hours  of  their  onset,  every  hour  which  the  operation  is 
delayed  may  induce  irretrievable  mischief.  So  long,  however, 
as  any  perception  of  light  remains,  and  even  although  it  has 
already  been  extinguished  for  some  days,  iridectomy  should  on 
no  account  be  witheld.  The  prostrated  condition  of  the  patient 
must  not  be  admitted  as  a  reason  for  delay.  Iridectomy  is 
the  surest  means  of  procuring  ease  and  sleep.  A  delay  of 
some  hours  is  generally  inevitable  from  one  cause  or  another : 
assistance  must  be  obtained,  instruments  sent  for,  consent 
obtained,  daylight  waited  for,  though  this  latter  is  by  no 
means  essential;  during  the  interval  a  subcutaneous  injection 
of  morphia  may  generally  be  given  with  advantage,  unless 
contraindicated  on  general  grounds,  and  eserine  (or  calabar) 
should,  I  think,  in  every  case,  be  applied  locally  to  the  eye. 
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This  last  advice  I  give  witli  some  hesitation;  but  strong 
evidence,  both  practical  and  theoretical,  can  already  be 
advanced  to  support  it.  (^) 

In  subacute  glaucoma,  also,  the  importance  of  early 
operation  is  great.  Each  recurrence  of  the  acute  symptoms 
diminishes  the  degree  to  which  the  sight  is  capable  of  restora- 
tion. When  many  such  recurrences  have  already  happened, 
and  the  visual  field,  examined  during  a  quiescent  interval,  is 
peripherally  contracted,  and  excavation  of  the  disc  is  marked, 
complete  restoration  will  rarely  be  obtained.  But  very 
considerable  deterioration  of  sight  during  an  exacerbation  does 
not  preclude  the  recovery  of  excellent  vision  after  iridectomy. 
The  prognosis  must  be  founded  chielly  upon  the  state  of  vision 
immediately  before  the  exacerbation,  if  this  can  be  ascertained, 
and  upon  the  duration  of  the  acute  attack,  precisely  as  in 
the  case  of  acute  glaucoma. 

In  chronic  glaucoma — the  simple,  non-irritative  glaucoma 
of  Continental  writers — a  positive  improvement  of  vision  is 
seldom  to  be  hoped  for.  Atrophic  structural  changes  have 
here  advanced  jj«si  imsstt  with  the  loss  of  vision,  and  the  most 
that  iiidectomy  can  effect  is  to  remove  the  cause  of  the 
disease  and  thereby  to  arrest  its  further  progress.  Even  this 
result,  however,  cannot  be  depended  upon  in  every  case.  The 
reasons  of  the  less  certain  action  of  iridectomy  in  chronic 
glaucoma  have  abeady  been  discussed.  (^)  It  remains  only 
to  consider  the  expediency  of  the  operation  in  this  condition, 
and  to  indicate  the  cases,  if  any,  in  which  it  should  be  with- 
held. Some  surgeons  go  so  far  as  to  abandon  operation 
altogether  in  the  purely  chronic  form  of  the  disease.  I 
think  that  to  do  this  is  to  exaggerate  the  danger  which 
iridectomy  involves,  and  to  condemn  to  blindness  a  certain 
number   of    eyes   which  might    be    saved.       One   cause  of 

*  See  page  222.         *  Section  V.,  page  168. 
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the  bad  results  wliicli  are  obtained  is,  1  believe,  a  preventible 
one — and  I  will  not  make  this  charge  without  confessing 
to  personal  experience  of  its  truth — namely,  an  incorrect 
method  of  operation.  The  removal  of  the  portion  of  iris 
withdrawn  through  the  incision  by  one  snip  of  the 
scissors,  more  especially  if  the  scissors  are  entrusted  to  an 
assistant,  as  is  done  by  some  surgeons,  is  not  in  accordance 
with  the  rules,  established  by  careful  observation  and 
experience,  for  the  performance  of  the  operation.  Tearing 
the  iris  from  its  insertion,  or,  at  any  rate,  its  complete 
excision  from  one  end  to  the  other  of  the  incision,  in  the  way 
to  be  described  later,  is  especially  to  be  insisted  on  in 
operating  for  chronic  glaucoma.  The  danger  of  inducing 
serious  hsemorrhage,  is,  I  think,  of  far  less  moment  than  the 
danger  of  an  incomplete  removal  of  the  iris,  with  subsequent 
adhesion  of  the  remaining  portion  to  the  wound.  It  cannot 
be  denied,  however,  that  the  most  skilfully  performed  iridec- 
tomy is  occasionally  followed  by  the  speedy  loss  of  what 
sight  still  remains,  and  that  in  many  other  cases  the  cm'e  is 
imperfect  and  temporary  only.  In  every  case  of  chronic 
glaucoma,  therefore,  the  responsibility  of  advising  operation  is 
a  heavy  one,  and  should  on  no  account  be  undertaken  without 
a  full  explanation  to  the  patient  or  his  friends  of  the  certainty 
of  blindness  on  the  one  hand,  and  of  the  uncertainties  which 
beset  the  operation  on  the  other.  If  both  eyes  are  decidedly 
glaucomatous,  but  both  have  still  a  useful  amount  of  sight, 
iridectomy  on  one,  probably  the  more  advanced,  should  be 
performed  without  delay  ;  the  result  may  decide  the  treatment 
of  the  other.  When  one  eye  is  already  blind,  and  the  vision 
of  the  other  is  restricted  to  a  small  central  portion  of  the 
retina,  the  chances  of  retaining  useful  vision  are  very  small. 
Having  regard  to  the  age  of  the  patient,  the  impossibility  of 
great  benefit,  and  the  possibility  of  a  painful  and  accelerated 
progress,  I  think  a  prudent  surgeon  will  only  operate  on  the 
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express  desire  of  the  patient  to  receive  the  only   possible 
chance  of  benefit,  however  small  it  may  be. 

MODE   OF   PEEFORMING   THE   lEIDECTOMY. 

It  is  desirable,  in  most  cases,  to  employ  an  anaesthetic.  I 
have  a  strong  preference  for  ether,  and  never  use  chloroform 
except  in  young  children.  The  disadvantages  of  an  anaes- 
thetic— namely,  the  preliminary  resistance,  the  danger  during 
the  period  of  complete  narcotism,  and  the  subsequent  sickness 
and  distress — incline  many  sm'geons  to  withhold  it  in  this  and 
other  ophthalmic  operations.  Until  quite  recently,  I  have 
almost  always  performed  extraction  of  cataract  without  ether, 
but  within  the  last  few  months  I  have  adopted  a  measure — • 
viz.,  the  2))'cvious  administration  of  a  dose  of  chloral — which  so 
very  much  diminishes  these  disadvantages,  that  already  I 
have  resumed  the  employment  of  ether  in  nearly  every  case. 
This  method,  upon  which  I  append  a  fuller  note  (^),  has 
especial  advantages  in  the  case  of  iridectomy  for  glaucoma, 
in  which  the  avoidance  of  previous  struggling,  complete 
passiveness  during  the  operation,  and  freedom  from  sickness 
afterwards,  are  points  of  much  importance. 

The  patient  must  lie  upon  a  suitable  table  or  couch,  the 
surgeon  standing  or  sitting  behind  the  head.  In  private 
houses  the  most  convenient  way  is  to  place  the  patient  upon 
an  ordinary  one-ended  couch,  the  feet  being  towards  the 
raised  end,  the  head  resting  on  two  pillows  at  the  flat  end ; 
the  surgeon  seated  on  a  chair,  and  with  the  end  of  the  couch 
between  his  knees,  has  the  patient's  head  in  admirable  position 
for  most  ophthalmic  operations. 

The  position  of  the  incision,  as  regards  the  portion  of  the 
circle  selected,  is  unimportant  so  far  as  the  curative  effect  is 
concerned.  The  upper  incision  has  advantages  both  cosmetic 
and  optical,  inasmuch  as  the  coloboma  is  hidden  by  the  upper 

1  Page  231. 
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lid  ;  but  it  is  perhaps  somewhat  more  difficult  to  make  with 
perfect  accuracy,  especially  if  the  lance-shaped  knife  he  used, 
and  the  patient  be  not  narcotised,  than  an  incision  in  parts  of 
the  circle  more  easily  exposed.  Lateral  and  lower  incisions 
have  been  recommended  in  preference  by  high  authorities, 
but,  in  this  country  at  least,  it  is  usual  to  adopt  the  upper 
incision,  in  accordance  with  the  example  set  long  since  by 
Bowman.  The  incision  is  made  in  such  a  manner  as  to  open 
the  anterior  chamber  as  near  to  its  periphery  as  possible, 
in  order  to  facilitate  the  removal  of  the  corresponding 
portion  of  the  iris  as  near  as  may  be  to  its  insertion* 
This  rule,  originally  laid  down  purely  as  a  result  of  empirical 
experience,  is  now  absolutely  confirmed  by  the  teachings  of 
pathology.  The  length  of  the  incision,  measured  on  the 
external  surface,  should  be  from  6  to  8  mm.  Within  the 
larger  limit,  the  longer  the  incision  is  the  better ;  but  its 
length  is  of  less  absolute  importance  than  its  peripheral 
situation.  The  average  diameter  of  the  cornea  is  12  mm.,  its 
circumference  is,  therefore,  12  x  3"1416  =  38  mm.  nearly. 
Supposing  the  length  of  the  incision,  measured  on  the  sclera, 
to  be  8  mm.,  then  its  length  on  the  inner  surface  of  the 
cornea  must  be  less  than  this,  and  it  is  obvious  that  not  more 
than  one  fifth  of  the  circle  of  the  iris,  measured  at  its 
periphery,  can  be  excised  through  this  incision. 

The  incision  is  made  Mdth  a  broad  lance-shaj)ed  knife, 
bent  at  an  angle,  or  with  a  narrow  cataract  knife,  such  as  is 
used  in  v.  Graefe's  operation  for  extraction.  Many  operators 
give  preference  in  every  case  to  the  lance-shaped  knife, 
others  to  the  cataract  knife,  and,  as  the  most  eminent 
authorities  differ  on  this  point,  it  must  remain  a  matter  for 
individual  taste  and  experience.  I  prefer  to  use  the  narrow 
cataract  knife  in  almost  every  case.  Its  advantage,  in  my 
opinion,  is  that  it  enables  one,  without  danger  to  the  lens,  to 
effect  a  longer  and  more  peripheral  incision  than  can  be  made 
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with  the  lance-shaped  knife.  The  latter,  if  introduced  in  a 
plane  parallel  with  the  iris,  is  liable  to  enter  the  chamber  at 
some  distance  from  its  periphery,  even  though  the  external 
puncture  be  made  well  in  the  sclera  ;  and  if  a  sufficient  length 
of  incision  is  not  obtained  by  the  forward  movement  of  the 
knife,  it  is  extremely  difficult  to  enlarge  it  satisfactorily  during 
the  withdrawal,  for  the  chamber,  already  abnormally  shallow, 
is  instantly  diminished  almost  to  abolition,  by  the  forcible 
escape  of  the  aqueous  humour.  With  the  cataract  knife  it  is 
possible,  even  after  the  appearance  of  the  point  in  the  anterior 
chamber,  to  modify  the  length  and  position  of  the  incision 
according  to  the  space  available,  by  making  the  counter- 
puncture  a  little  further  forward  or  backward,  as  may  be 
necessary.  It  is  especially  in  cases  of  advanced  chronic 
glaucoma,  with  very  shallow  anterior  chamber,  that  these 
advantages  are  conspicuous,  for  it  is  in  this  form  that  a 
precisely  accurate  operation  is  at  the  same  time  essential  and 
difficult. 

The  patient  being  narcotised  to  complete  muscular  relaxa- 
tion, the  eyelids  are  separated  with  a  stop-speculum,  the 
conjunctiva  is  seized  with  toothed  forceps  near  to  the  corneal 
margin  and  opposite  to  the  site  of  the  incision,  and  the  eye 
rotated,  if  necessary,  so  that  this  portion  of  the  ciliary  region 
is  easily  accessible.  Supposing  the  broad  lance-shaped  knife 
to  be  used,  its  point  is  entered  in  the  sclera  about  1  mm_ 
external  to  the  corneal  margin,  and  pushed  slowly  and 
steadily  forwards  between  iris  and  cornea,  without  touching 
either,  until  an  incision  of  sufficient  length  is  effected.  It  is 
then  steadily  but  not  too  slowly  withdrawn,  taking  care  that 
the  point  is  not  directed  towards  the  lens,  which  suddenly 
advances  as  the  aqueous  humour  escapes.  If  the  narrow 
cataract  knife  be  employed,  its  point  is  entered  at  about  the 
same  distance  from  the  corneal  margin  as  in  the  other  case, 
carried  slowly  and  steadily  across   the   upper  part   of  the 
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chamber,  keeping  as  near  to  the  periphery  as  may  be,  and 
passing  very  close  to  the  anterior  surface  of  the  iris,  but 
without  wounding  it,  until  it  effects  the  counter-puncture  in 
a  corresponding  spot.  So  far  the  blade  of  the  knife  should 
be  kept  parallel  with  the  plane  of  the  iris,  but  as 
it  cuts  its  way  out,  and  as  soon  as  the  angle  of  the  chamber  is 
incised  between  puncture  and  counter-]3uncture,  the  edge 
should  be  turned  somewhat  forwards,  so  as  to  emerge  nearer 
to  the  corneal  margin  than  it  otherwise  would.  By  this 
means  the  object  desired — namely,  an  internal  incision 
situated  as  peripherally  as  possible  is  attained,  while  a  large 
conjunctival  flap,  which  is  undesirable,  is  avoided.  The 
fixation  forceps  being  then  entrusted  to  an  assistant,  the  iris 
is  seized  with  the  small  toothed  iris  forceps,  and  a  portion, 
corresponding  to  the  length  of  the  incision,  is  removed,  partly 
by  incising  it  with  scissors,  partly  by  tearing  it  from  its 
attachment  by  traction.  This  portion  of  the  operation,  upon 
the  completeness  of  which  its  efficacy  greatly  depends,  is 
performed  differently  by  different  operators.  "  The  iris  may 
be  found  either  to  remain  in  the  chamber  or  to  prolapse.  If 
the  former,  the  small  slightly-curved  iris  forceps  are  to  be 
introduced,  closed,  into  the  chamber,  and  made  to  seize  the 
iris  opposite  to  the  middle  of  the  incision,  and  about  midway 
between  its  pupillary  and  its  outer  border.  The  iris  is 
then  brought  outside  the  chamber,  and  divided  with  small 
scissors,  on  one  side  of  the  forceps,  from  the  pupillary  to  the 
ciliary  border,  the  forceps  pulling  it  gently  at  the  same  time, 
so  as  to  ensm-e  this  complete  division  of  it.  The  end  held 
by  the  forceps  is  then  torn  from  the  ciliary  attachment  as  far 
as  the  angle  of  the  incision,  and  even  dragged  upon  a  little, 
so  as  to  detach  it  beyond  the  angle,  and  then  divided  with 
scissors  quite  close  to  the  angle.  The  cut  end  then  retreats 
within  the  chamber.  The  opposite  side  of  the  prolapsed 
part   is  then  seized,  and   dealt  with  precisely  in  the  same 
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manner.  No  iris  should  be  left  in  the  angle  of  the  incision, 
lest  the  healing  process  be  imperfect,  and  subsequent 
irritation  occur.  If  the  iris  at  once  prolapse  on  the  completion 
of  the  incision,  the  forceps  need  not  be  introduced  within  the 
incision,  but  may  seize  it  outside."  (^)  A  result  almost  as 
satisfactory  as  that  obtained  by  Bowman's  method  is  obtained 
by  seizing  the  iris  in  the  manner  above  described,  dividing  it 
completely  to  its  periphery  close  to  one  angle  of  the  incision, 
then  drawing  it  towards  the  other  angle  of  the  incision  so  as 
to  tear  it  from  its  attachment  between  these  two  points,  and, 
finally,  again  dividing  it  as  close  to  the  periphery  as  possible 
at  the  latter  point.  Instead  of  tearing  it  away,  some  operators 
prefer  to  remove  it  by  a  succession  of  small  snips  with  the 
scissors  as  close  as  possible  to  the  lips  of  the  wound,  as  by 
this  means  the  danger  of  troublesome  bleeding  is  diminished. 
Others,  arain,  content  themselves  with  removing  with  one  cut 
of  the  scissors  the  portion  of  iris  withdrawn  with  the  forceps. 
The  last-named  method  is  by  far  the  easiest  of  performance, 
and  in  most  cases  of  acute  glaucoma  will  probably  give  the 
desired  result ;  but  in  cases  of  chronic  glaucoma  it  is  liable  to 
most  unsatisfactory  consequences,  and  should  never  be 
practised.  Knowing,  as  we  now  do,  the  essential  importance 
of  reopening  the  angle  of  the  anterior  chamber  completely  up 
to  the  ligamentum  pectinatum,  we  can  appreciate  at  its  full 
value  the  tearing  away  of  the  iris  from  its  peripheral  insertion, 
long  since  advocated  on  empirical  grounds.  Bleeding  into  the 
anterior  chamber  is  seldom  prejudicial  to  the  healing  process, 
inasmuch  as  the  blood  commonly  escapes  within  a  few  hours. 
The  after-treatment  is  simple.  So  long  as  any  danger  of 
sickness  exists,  it  is  well  to  apply  a  little  pressure  over  the 
eyelids.  If  necessary,  a  light  pressure  bandage  may  be 
applied  for  some  hours  ;  as  a  general  rule,  however,  it  is 
desirable  to  subject  the  eye  to  no  additional  pressure  beyond 

1  Bowman  Brit.  Med.  Journal,  1862,  II.,   y).  382. 
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that  of  the  closed  lids.  I  am  so  convinced  of  the  extreme 
danger  to  a  glaucomatous  eye,  the  tension  of  which  is  not 
immediately  reduced  quite  to  the  normal  point  by  the  opera- 
tion, of  any  external  pressure,  even  such  as  may  arise  from  a 
well-adjusted  bandage  during  movements  of  the  head  upon 
the  pillow,  that  I  prefer  in  almost  every  case  to  simply  close 
the  eyelids  with  two  strips  of  black  court  plaister.  The  pain 
which  immediately  follows  the  operation,  or  occurs  within 
the  next  twelve  hours,  when  it  depends  merely  upon  the 
wound,  and  not  upon  any  serious  complication,  such  as 
haemorrhage  into  the  vitreous,  &c.,  may  be  greatly  alleviated 
by  the  occasional  application,  over  the  closed  eyelids  and 
forehead,  of  a  few  thicknesses  of  soft  flannel  dipped  into 
very  hot  water  and  squeezed  dry  in  a  cloth.  It  is  sometimes 
desirable  to  administer  a  subcutaneous  injection  of  morphia 
soon  after  the  operation.  The  plan,  already  mentioned,  of 
preceding  the  administration  of  ether  by  a  dose  of  chloral 
will,  how^ever,  be  found,  in  the  absence  of  any  special  source 
of  pain,  to  render  this  unnecessary. 

The  use  of  a  myotic — e.g.,  eserine — before  and  after  opera- 
tion, is  a  new  and,  in  most  cases,  a  valuable  addition  to  the 
treatment.      It  will  be  discussed  elsewhere. 

The  immediate  effect  of  the  operation  is  a  reduction  of  the 
tension  of  the  eye,  due  to  the  escape  of  the  aqueous  fluid. 
The  greater  this  reduction — i.e.,  the  more  nearly  the  tension 
approaches  that  of  a  non-glaucomatous  eye  after  iridectomy — 
the  more  favourable,  as  a  rule,  the  prognosis  as  regards  the 
permanent  abolition  of  glaucomatous  tension.  Since  the 
amount  of  the  reduction  varies  exactly  with  the  amount  of 
aqueous  fluid  extruded,  we  may  express  this  fact  as  follows : — 
The  less  fluid  contained  in  the  anterior  chamber  before 
operation,  the  less  favourable,  as  a  rule,  is  the  prognosis.  This 
applies  chiefly  to  chronic  glaucoma ;  it  finds  a  very  satis- 
factory  explanation   in   the    condition  of  the   angle  of  the 
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chamber,  which  undergoes  obliteration,  ceteris  paribus,  in 
proportion  to  the  shallowness  of  the  chamber. 

The  period  which  elapses  before  the  wound  closes  suffi- 
ciently to  re-establish  the  anterior  chamber  varies  greatly. 
As  a  rule,  the  delay  is  longest  in  cases  of  chronic  glaucoma, 
with  very  shallow  chamber,  in  which  an  excess  of  tension  is 
still  discoverable  immediately  after  the  operation.  In  such 
cases  three  or  four  days,  a  week,  or  even  longer,  may  elapse 
before  the  iris  is  permanently  removed  from  contact  with  the 
cornea.  The  existence  of  such  contact  is  sometimes  made 
manifest  by  the  way  in  which  small  quantities  of  blood 
remaining  in  the  chamber  follow  the  furrows  in  the  surface  of 
the  iris.  A  reopening  of  the  wound,  accompanied  by  a 
sudden  sharp  pain  in  the  eye,  and  a  gush  of  hot  water  from 
between  the  lids  and  down  the  nostril,  may  occur  once  or 
more  during  the  first  ten  days. 

During  the  persistent  abolition  of  the  chamber  the 
tension  of  the  eye  tends  to  remain  in  excess,  and  the 
unfavourable  course  known  as  "  malignant "  is  to  be  dreaded : 
great  injection  of  the  scleral  vessels  and  chemosis  surrounding 
the  cornea  (except  opposite  the  incision)  are  signs  of 
ineffectual  relief  of  tension,  and  compression  of  the  iris 
between  the  lens  and  cornea.  The  pathology  of  this  con- 
dition is  described  elsewhere.  (^)  A  tardy  restoration  of  the 
anterior  chamber,  if  not  accompanied  by  excess  of  tension  in 
the  vitreous  chamber,  has  no  evil  significance.  In  many 
cases,  especially  in  such  as  present  an  immediate  and 
complete  reduction  of  glaucomatous  tension,  the  wound  heals 
almost  as  rapidly  and  as  natui^ally  as  after  iridectomy  in  a 
non-glaucomatous  eye.  If  the  wound  be  made  in  the  cornea, 
it  heals  more  evenly  and  with  a  narrower  cicatrix  than  if  it 
be  in  the  sclera ;  but  the  latter  position  should  always,  except 
in  occasional  instances  of  acute  glaucoma,  be  adopted. 

^  See  Malignant  Glaucoma,  Section  V.,  p.   169. 
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The  lips  of  the  incision  appear  never,  or  very  rarely,  to 
unite  hy  immediate  contact.  A  greyish,  semi-opaque  cicatricial 
substance  may  almost  always  be  perceived,  even  in  such  as 
heal  most  readily  and  smoothly.  It  is  characteristic  of  the 
glaucomatous  eye,  and  is  not  found  after  iridectomy  per- 
formed for  other  reasons ;  it  is  attributable  to  the  effect  of  a 
continued  excess  of  pressure  from  within,  though  frequently 
a  very  slight  excess,  upon  the  new  elastic  material  which 
unites  the  cut  surfaces  of  the  sclera.  In  many  cases  the 
cicatrix  is  somewhat  elevated  above  the  general  curve  of  the 
sclera.  When  this  bulging  becomes  considerable  it  is  a  source 
of  irritation,  and  even  danger,  to  the  eye  ;  it  is  described  as 
a  cystoid  cicatrix.  It  is  precisely  analogous  to  staphylomatous 
conditions  in  other  parts  of  the  eye,  occurring  as  the  result  of 
an  exalted  pressure  from  within  upon  a  yielding  cicatricial 
tissue.  So  long  as  a  cystoid  condition  of  the  cicatrix  appears 
to  produce  no  irritation  or  inconvenience  it  should  not  be 
counteracted  in  any  way,  as  there  is  good  reason  to  believe 
that  it  is  a  preservative  lesion  rather  than  a  disaster.  Q)  If, 
however,  it  is  a  source  of  pain  and  a  centre  of  hypersemia,  or 
even,  as  occasionally  happens,  of  serious  inflammation,  it 
should  be  treated  first  by  simple  puncture  with  a  cutting 
needle,  repeated  from  time  to  time  as  may  be  necessary ;  by 
this  means  a  lowering  of  the  tension  of  the  eye  is  obtained, 
which  affords  an  opportunity  for  subsidence  of  the  protrusion. 
Should  it  obstinately  recur  it  may  be  removed,  like  corneal 
staphylomata,  by  abscision ;  but,  under  such  circumstances,  it 
must  always  be  remembered  that  the  cause  is  an  excess  of 
tension  which  the  first  iridectomy  has  failed  to  remove,  and 
the  propriety  of  a  more  radical  treatment — namely,  a  second 
iridectomy  —  must  be  considered.  In  the  exceptional 
instances  of  this  condition  in  which  suppuration  occurs,  and 
threatens  to  extend  to  the  deeper  structures,  operation  can  be 

'   Bowman,  R.L.O.H.,  Reports,  IV.  58. 
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of  no  advantage.    The  usual  treatment  of  corneal  suppuration, 
by  hot  fomentations,  atropine,  &c.,  must  be  adopted. 

Accidents  of  several  kinds,  preventible  and  otherwise, 
may  occur  during  and  immediately  after  the  performance  of 
iridectomy.  Haemorrhage  is  inevitable :  its  importance 
depends  upon  its  situation  and  amount.  Spontaneous  bleed- 
ing from  the  iris,  provided  it  does  not  interfere  with  the 
precision  of  the  operation,  is  seldom  of  any  consequence.  It 
is  undesirable  to  attempt  to  remove  all  blood  from  the 
anterior  chamber  before  closing  the  eyelids  ;  a  little  pressure 
on  the  outer  lip  of  the  incision  does  all  that  can  be  done 
with  advantage  or  safety.  If  the  cUiary  processes  be 
wounded  by  the  knife,  or  if,  as  probably  sometimes  occurs, 
they  are  injured  by  the  tearing  of  the  iris,  more  serious 
bleeding  will  follow.  The  application  of  lint,  dipped  in  ice- 
cold  water,  over  the  closed  lids  for  some  minutes,  and  the  spar- 
ing use  of  the  spatula,  so  as  to  separate  the  lips  of  the  incision, 
is  the  best  means  of  treatment.  The  withdrawal  of  clots 
of  blood  by  instruments,  or  the  application  of  any  pressure 
to  the  eye,  is  liable  to  do  more  harm  than  it  can  ever  do 
good.  Small  extravasations  of  blood  from  the  retinal 
capillaries  are  of  very  frequent  occurrence,  as  the  immediate 
result  of  the  lowering  of  the  pressure  on  their  external 
surface.  In  acute  glaucoma  they  are  probably  never  absent, 
but,  as  a  rule,  have  no  permanent  bad  effect ;  they  are  always 
to  be  found  with  the  ophthalmoscope  in  such  cases,  as  soon 
as  an  examination  of  the  fundus  is  possible,  and  may  be 
enth-ely  reabsorbed  during  a  few  weeks.  Occasionally  an 
opportunity  occurs  of  discovering  them  by  dissection  of  the 
eye  within  a  few  weeks  after  the  iridectomy.  Bleeding  from 
the  larger  vessels  of  the  retina  or  choroid  is  a  less  frequent 
occurrence,  but  infinitely  more  serious.  Occasionally  during 
the  operation,  more  frequently  perhaps  within  the  next  twelve 
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hours,  sudden  violent  pain  is  felt  in  the  eye,  the  tension 
rapidly  rises  to  more  than  its  former  excess,  and  any  sight 
which  existed  is  totally  extinguished.  Such  symptoms 
indicate  the  pouring  out  of  a  considerable  amount  of  blood 
into  the  posterior  part  of  the  eye — between  choroid  and 
sclera,  between  choroid  and  retina,  into  the  vitreous  chamber, 
or  in  several  of  these  directions  simultaneously.  Excision 
of  the  eye  shoukl  generally  be  undertaken  without  delay. 

Wounding  of  the  lens  by  the  point  of  the  knife  is  a 
serious  accident,  and  one  which  does  harm,  not  only  by  the 
creation  of  opacity  in  the  previously  transparent  lens,  but  by 
its  tendency  to  induce  swelling  of  the  lens,  and  the  almost 
inevitable  aggravation  of  the  condition  of  the  eye.  Eupture 
of  the  capsule  of  the  lens,  especially  in  the  equatorial  region, 
may  occur  independently  of  any  touch  of  the  knife,  by  reason 
of  the  sudden  forcible  advance  of  the  lens  during  the  escape 
of  the  aqueous  humour.  With  due  care  in  the  performance 
of  the  operation,  neither  mishap  is  at  all  likely  to  occur. 

The  incarceration  of  the  cut  edges  of  the  iris  and  their 
permanent  inclusion  in  the  cicatrix  is  an  accident  to  be 
carefully  avoided.  Besides  being  a  source  of  irritation  and 
persistant  hypersemia  in  their  immediate  neighbourhood, 
such  adhesions  tend,  as  has  been  shown,  to  perpetuate  the 
very  condition  on  which  glaucoma  depends — namely,  closure 
of  the  angle  of  the  anterior  chamber. 

Malignant  glaucoma  is  a  term  applied  to  the  exceptional 
cases  in  which  the  malady  is  intensified  instead  of  being 
benefited  by  the  performance  of  iridectomy.  This  disaster 
occurs,  according  to  von  Graefe,  in  not  more  than  two  per 
cent,  of  the  cases  of  chronic  glaucoma,  and  not  at  all  in  the 
other  forms.  Most  of  his  followers  would,  I  think,  have  to 
own  to  a  larger  percentage  of  non-success  than  this.  The 
tension  of  the  eye,  but  slightly  reduced  immediately  after 
the  operation,  rapidly  rises  to  its  former  height ;  the  anterior 
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chamber  is  not  restored  for  many  days  ;  the  iris  and  lens 
remain  firmly  pressed  against  the  posterior  surface  of  the 
cornea  ;  little  or  no  fluid  appears  to  escape  from  the  wound  ; 
great  injection  of  the  episcleral  vessels,  with  cedema  of  the 
conjunctiva,  soon  set  in ;  severe  pain  and  lacrymation,  and 
even  swelling  of  the  lids,  as  in  the  worst  forms  of  acute 
glaucoma,  may  occur.  Under  the  increased  tension,  the 
remnant  of  vision  is  rapidly  reduced  to  a  bare  perception 
of  light,  and  ultimately  extinguished  altogether.  Very 
slowly,  during  weeks  or  months,  these  irritative  symptoms 
disappear ;  the  anterior  chamber  is  re-established,  but  remains 
extremely  shallow ;  the  eye  remains  permanently  blind, 
probably  with  a  tension  somewhat  higher  than  that  which 
existed  previous  to  the  operation.  The  pathology  of  this 
so-called  "  malignant"  course  has  been  already  discussed,  and 
the  methods  by  which  relief  may  be  attempted  have,  for 
greater  convenience,  been  described  in  connection  with  its 
pathology.  (^) 

Iridectomy  appears  occasionally  to  act  as  the  exciting 
cause  of  an  outbreak  of  glaucoma  in  the  fellow  eye.  This 
sequence,  though  decidedly  exceptional,  has  been  too  often 
observed  to  be  a  merely  accidental  coincidence.  Its  occur- 
rence is,  I  think,  by  no  means  paradoxical,  when  we  consider 
the  surrounding  conditions.  It  may  be  very  safely  assumed, 
in  such  a  case,  that  the  second  eye  was,  previous  to  the 
operation  on  the  first,  either  already  glaucomatous  or  in  that 
condition  of  danger  when  any  slight  cause  may  light  up  the 
malady.  Expectation  of  the  operation,  the  operation  itself,  the 
effect  of  the  anaesthetic  in  some  cases,  the  subsequent  anxiety 
concerning  the  result,  perhaps  with  unrest  and  sleeplessness, 
are  all  calculated  to  induce  a  state  of  mental  excitement, 
which,  as  we  have  seen,  may  and  does  induce  the  rapid  deve- 
lopment of  glaucoma  under  certain  predisposing  conditions. 

1  Sectiou  v.,  page  169.        (See  also  Note,  page  230.) 
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Again — and  to  this  canse  I  attach  more  importance  than  to 
the  foregoing — we  constantly  see  that  irritation  of  one  eye 
from  almost  any  cause  is  accompanied  with  some  slight 
temporary  weakness  of  its  fellow.  Especially  is  this  the 
case  where  there  is  considerahle  irritation  of  nerve  fibres, 
as,  for  example,  by  superficial  corneal  abrasions.  Now, 
seeing  that  the  iridectomy  incision  lies  in  close  proximity 
to  parts  wounds  of  which  are  especially  liable  to  create 
sympathetic  hypersemia  and  inflammation,  it  appears 
not  unnatural  that  it  should  occasionally  exercise  such 
an  influence  over  the  circulation  or  secretion  in  the  fellow 
eye  as,  under  strong  predisposition,  will  cause  a  develop- 
ment of  glaucoma.  Ad.  Weber  attributes  the  occurrence 
to  the  diminished  arterial  pressure  which  results  from 
confinement  in  the  horizontal  position,  and  points  out  the 
frequency  with  which  acute  glaucoma  sets  in  during  periods 
of  rest  and  inactivity.  On  theoretical  grounds,  it  is  difficult, 
as  before  stated,  to  believe  that  a  lowering  of  blood  pressure 
can  directly  induce  a  rise  of  intraocular  pressure,  even  in  the 
glaucomatous  eye.  My  own  belief,  founded  to  some  extent 
upon  clinical  observation,  is,  that  it  does  precisely  the  reverse. 
A  rapid  deierioration  of  vision  does,  I  believe,  occasionally 
attend  a  fall  of  the  blood  pressure,  because  the  retinal 
circulation  then  more  easily  succumbs  to  the  excess  of 
pressure  external  to  its  vessels  ;  and  this,  I  would  suggest,  is 
the  probable  explanation  of  the  striking  case  cited  by  Weber, 
in  which  depression  of  the  heart's  action  by  veratria  caused  a 
rapid  loss  of  vision  in  a  glaucomatous  eye.  Q) 

In  a  case  of  chronic  glaucoma  I  made  several  tonometrical 
measurements  of  the  non-operated  eye  (absol.  glauc.)  during 
the  few  days  following  the  iridectomy,  and  found  a  distinct 
increase  in  its  tension.  The  patient  was  dressed  and  sitting 
up,  and,  with  the  exception  of  the  traumatic  irritation,  was 
1  Arch.  f.  Ophth.,  XXIII.,  h,  55. 
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under  no  imusiial  conditions  (see  Case  21).  A  repetition  of 
this  test  in  a  series  of  cases  of  glaucoma  would,  I  think,  throw 
much  light  upon  the  conditions  which  are  chiefly  responsible 
for  the  affection  of  the  second  eye  after  iridectomy. 

Of  late  years  a  conviction  has  gained  ground  that  the 
operation  of  iridectomy  in  glaucoma  owes  its  efficacy  to  the 
incision  of  the  sclera,  and  not  to  the  excision  of  the  iris.  This 
conviction  has  led  to  many  attempts  to  substitute  for 
iridectomy  an  operation  which  should  leave  the  iris  intact. 
So  long  ago  as  1867  v,  Wecker  affirmed  that  he  should  refrain 
entirely  from  the  excision  of  the  iris  were  it  possible  to  effect 
a  large  scleral  incision  near  the  corneal  margin  without 
incurring  an  incarceration  of  the  iris  in  the  wound.  Efforts 
to  accomplish  this  desired  end  have  since  then  been  made  in 
more  ways  than  one,  of  which  the  one  least  open  to  objection 
is  certainly  that  recently  practised  by  v.  Wecker  himself,  and 
generally  known  as  sclerotomy. 

SCLEROTOMY. 

A  knife  of  special  construction  —  a  "  sclerotome "  — 
resembling  a  Graefe's  cataract  knife,  but  having  a  breadth 
of  from  2  to  4  mm.,  and  a  double  cutting  edge  at  the  pointed 
end,  is  employed  in  making  the  incision.  This  knife  is 
made  to  incise  the  angle  of  the  anterior  chamber,  either  at 
the  upper  or  the  lower  part  of  the  circle,  in  the  following 
manner : — Puncture  and  counter-puncture  are  made  in  the 
sclera  at  a  distance  of  1  mm.  from  the  corneal  margin,  and 
in  such  a  position  that  the  edge  of  the  knife  exactly  forms  a 
tangent  to  the  extreme  margin  of  the  cornea.  [This  is  the 
incision  prescribed  by  v.  Wecker.  In  the  only  cases  in  wliich 
I  have  considered  it  desirable  to  perform  sclerotomy  I  have 
caused  the  edge  of  the  knife  to  incise  the  sclera  more  deeply. 
I  have  carried  it  across  so  as  to  be  hidden  in  the  angle  of  the 
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chamber,  and  to  "be,  perhaps,  about  1  mm.  removed  from  the 
position  of  a  tangent  to  the  circle  of  the  cornea.]  The 
counter-pnncture  being  made  and  the  whole  intervening 
portion  of  the  wall  of  the  chamber  being  incised  simply  by 
the  thrust  of  the  knife,  without  any  sawing  movement,  the 
aqueous  humour  is  allowed  gradually  to  escape  by  a  very 
slight  rotation  of  the  knife.  The  presence  of  the  blade 
within  the  chamber  prevents  the  prolapse  of  the  iris  into  the 
incision  during  this  escape.  The  knife  is  tlien  very  slowly 
and  steadily  withdrawn.  Further  to  guard  against  prolapse, 
as  well  as  for  its  specific  anti-glaucomatous  effect  before 
adverted  to,  eserine  is  thoroughly  ajoplied  before  and  after  the 
operation. 

Quaglino,  at  an  earlier  date,  performed  sclerotomy  with  a 
broad  lance-shaped  knife  bent  at  an  angle  ;  his  operation 
differed  from  an  iridectomy  merely  in  including  no  excision 
of  the  iris.  Prolapse  of  the  iris,  either  at  once  or  during  the 
healing  process,  is  so  liable  to  follow  this  proceeding  that 
nothing  can,  I  think,  be  said  in  its  favour.  The  results  of 
the  twelve  operations  published  by  Quaglino  contrast  most 
unfavourably  with  the  ordinary  results  obtained  by  iridectomy. 
(^)  Other  operators — in  this  country  especially,  Bader, 
Spencer  Watson,  and  Nettleship — have  performed  sclerotomy 
in  a  manner  more  resembling  that  of  Wecker  already 
described,  but  using,  instead  of  the  broader  sclerotome,  an 
ordinary  Graefe's  cataract  knife,  and  making,  not  merely 
puncture  and  counter-puncture,  but  completing  the  incision 
of  the  sclera  as  in  cataract  extraction,  and  leaving  the 
conjunctiva  only  undivided.  This  proceeding  involves  sawing 
movements  of  the  knife,  and,  though  greatly  preferable  to  the 
completed  incision  of  Quaglino,  is  probably  inferior  to  the 
incision  effected  entirely  by  direct  thrust,  as  practised  by  v, 
Wecker. 

'  Schmidt.    Handbuch,  v.  I.,  123. 
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Before  attempting  to  juclge  tlie  merits  of  sclerotomy  from 
my  own  very  small  experience  of  it,  let  me  briefly  note  the 
conclusions  arrived  at  by  others  who  have  practised  it. 

Von  Stellwag  says  :  "  The  excision  of  a  section  of  the  iris 
is  of  quite  subordinate  importance  as  regards  the  curative 
action,  but  it  is  yet  to  be  urgently  recommended  in  every 
case ;  for  the  simple  scleral  paracentesis  (incision)  occasions, 
often  at  the  time  of  the  operation,  and  oftener  still  a  little 
later,  a  prolapse  of  the  iris,  which  is  generally  irreducible, 
and  which  leads  to  injurious  irritation,  and  produces,  more- 
over, a  deformity  equal  to  that  which  results  from  iridectomy." 
H.  Schmidt  sums  up  a  full  review  of  the  results  obtained  by 
sclerotomy  previous  to  1875  with  this  sentence: — ''Sclerotomy 
offers  advantages  only  in  occasional  cases  of  advanced 
glaucoma,  when  the  atrophy  of  the  iris  renders  its  excision 
especially  difficult.  When  excision  of  the  eye  is  in  view  on 
account  of  severe  pain,  sclerotomy  should  first  be  tried, 
provided,  of  course,  that  the  tension  be  still  in  excess." 
Von  Wecker,  in  wliose  hands  the  operation  has  attained  its 
most  satisfactory  form,  writing  in  the  present  year  says : — 
"  Although  I  shall,  probably,  during  the  whole  of  my 
medical  career  continue  to  give  preference  to  excision  of  the 
iris  as  being  the  surest  operation  against  glaucoma,  I  hold 
the  conviction  that  our  progressive  science  will  substitute  for 
it  a  simpler  and  more  logical  proceeding"  (^)  ... 
"  Under  two  circumstances  only  do  I  strongly  advise  you  to 
renounce  iridectomy  and  to  resort  to  my  operative  proceedure 
— first,  when  you  recognise  that  you  are  dealing  with  hfemor- 
rhagic  glaucoma,  for  here  the  double  section  with  the  narrow 
sclerotome  (2  mm.)  enables  you  to  avoid  the  danger  of  the 
section  for  iridectomy  ;  and,  secondly,  in  cases  of  absolute 
glaucoma  :  in  these,  sclerotomy  ought  always  to  be  preferred 
to  iridectomy,  the  operation  being  undertaken  only  with  the 

1  Therapeutic^ue  Oculaire,  Part  I.,  p.  378  (1878). 
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object  of  freeing  the  patient  from  severe  pain."  (^)  Spencer 
Watson,  in  1876,  expressed  a  belief  that  sclerotomy  would  be 
the  future  remedy  in  the  great  majority  of  cases  of 
glaucoma.  (^)  The  conclusion  appears  to  have  been  founded 
upon  success  in  two  cases.  Higgens,  speaking  on  the  same 
occasion,  stated  that  he  had  several  times  performed,  but 
finally  abandoned  sclerotomy.  In  two  cases  it  had  caused 
sympathetic  mischief,  and  had  necessitated  subsequent 
excision,  Nettleship  reports  two  cases  performed  for  the 
relief  of  pain  and  tension,  and  both  successful.  (^)  In  one  of 
these  iridectomy  had  been  previously  performed  four  times  (!) 
with  only  temporary  benefit. 

I  have  myself  performed  sclerotomy  only  twice,  and  upon 
the  same  eye  in  both  cases.  The  different  results  which 
followed  these  two  operations  are  so  characteristic  of  the  dis- 
advantage and  advantage  of  sclerotomy  under  different 
circumstances  that  I  repeat  the  outline  of  the  case  here. 

Bupthalmos  ;  cornea  very  large,  T  +  2.  (*)  Iridectomy 
twice,  some  years  previously,  had  removed  the  iris  from  the 
inner  and  lower  quadrant,  but  had  not  removed  excess  of 
tension;  throughout  this  quadrant  the  suspensory  ligament 
was  widely  uncovered.  Sclerotomy  performed  at  upper  part, 
where  the  iris  was  still  present  in  considerable  breadth,  at 
once  reduced  tension  below  normal  point ;  five  days  later, 
excess  of  tension  and  pain  recurred  suddenly,  induced, 
apparently,  by  certain  extraocular  exciting  causes — viz.,  con- 
stipation, a  restless  night,  headache,  with  much  crying,  and 
great  suffusion  of  the  vessels  of  the  head  and  neck  ;  the  iris 
at  once  applied  itself  to  cornea,  and  evidently  covered  up 
and  rendered  inoperative  the  scleral  cicatrix  ;  tension  fell  a 
little  in  a  day  or  two,  but  remained  as  high  as  before  operation 
Sclerotomy  repeated  below — i.e.,  in  the  portion  of  the  circle 

1  Therapeutique  Oculaire,  Part  I.,  p.  386  (1878).     "^  Lancet,  May,  1876,  p.  673. 
3  Lancet,  Oct.  7,  1876,  p.  504.         *  Case  4,  lig.  39. 


219 

devoid  of  iris — and  a  puncture  made  at  the  same  time  through 
the  suspensory  ligament ;  immediate  reduction  of  tension  as 
before.  During  following  few  weeks,  tension  rose  gradually 
nearly  to  its  former  height,  and  then  again  subsided  to  a 
normal  point,  and  has  since  remained  strictly  normal,  in  spite 
of  occasional  emotional  disturbance  and  suffusion  of  face  as 
before;  the  iris  which,  between  the  first  and  second  operations, 
was  in  contact  with  the  cornea,  slowly  recovered  its  freedom ; 
it  now  stands  at  a  considerable  depth  below  the  cornea. 

Judging  the  operation  of  sclerotomy  empirically  on  the 
evidence  of  its  results,  I  think  it  may  be  declared  without  any 
hesitation  to  be  inferior  to  iridectomy  as  a  remedy  for 
glaucoma,  and  to  be  inadmissible  in  the  great  majority  of 
cases  as  a  substitute  for  the  latter.  With  regard  to  its  adop- 
tion in  cases  of  hsemorrhagic  glaucoma  I  have  no  experience. 
On  theoretical  grounds,  it  appears  to  me  to  offer  no  very  gi-eat 
advantage  over  iridectomy  in  such  cases.  The  danger  which 
is  incurred  by  either  operation  is  that  of  rupture  of  vessels 
through  lowering  of  the  pressure  on  their  external  surface 
Sclerotomy,  so  far  as  I  have  witnessed  its  effects,  produces  an 
immediate  reduction  of  tension  equal  to  that  which  follows 
iridectomy.  If  haemorrhage  occurs  it  is,  probably,  at  least  as 
liable  to  produce  a  condition  of  "  malignant  glaucoma"  after 
sclerotomy  as  after  iridectomy,  for  the  obstructive  conditions 
are  more  easily  reinstated  in  presence  of  the  iris  than  when  it 
has  been  excised.  Eupture  of  the  suspensory  ligament,  dis- 
placement of  the  lens,  and  extrusion  of  the  vitreous  are, 
doubtless,  less  likely  to  occur  after  the  double  puncture  than 
after  the  completed  incision.  Experience  alone  must  decide 
whether  a  larger  number  of  such  eyes  are  ultimately  saved  by 
the  new  than  by  the  old  operation. 

In  absolute  glaucoma  sclerotomy  may,  doubtless,  some- 
times take  the  place  of  excision,  though  even  here  I  think 
it  is  not  certain  that  such  a  substitution  is  for  the  patient's 
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"benefit.  In  my  own  case  tlie  first  sclerotomy,  which  was 
certainly  made  as  far  beyond  the  corneal  margin  as  could  be 
ever  justifiable,  was  followed  by  increase  of  tension  and 
considerable  pain,  through  complications  with  the  iris.  The 
second  was  perfectly  successful,  for  there  was  no  iris  to 
interfere  with  the  result ;  but,  in  the  latter,  there  is  no  doubt 
that  the  ciliary  processes  were  incised,  as  also  in  the  cases 
recorded  by  Nettleship.  This  constitutes  a  reason  for  the 
well-marked  tension-lowering  power  of  the  sclerotomy 
incision,  but  is  not  a  step  to  be  practised  with  impunity 
when  the  fellow  eye  possesses  sight  that  may  be  destroyed  by 
sympathetic  inflammation.  In  my  own  case  I  incised 
fearlessly,  because  the  other  eye  had  already  been  excised. 

The  arguments  concerning  the  greater  ease  with  which 
sclerotomy  may  be  performed,  the  avoidance  of  "  useless 
mutilation  of  the  iris,"  and  the  optical  and  cosmetic  disad- 
vantages of  a  large  gap  in  the  circle  of  the  iris,  are,  I  think, 
undeserving  of  a  moment's  consideration  in  ordinary  cases  of 
glaucoma.  The  only  ground  on  which  iridectomy  can  be 
displaced  by  any  other  operation  is  a  distinct  proof  that  the 
latter  suffices  in  a  larger  number  of  cases  to  remove  the 
glaucomatous  pressure  with  safety  to  the  structure  of  the 
eye. 


OTHER  SUBSTITUTES  FOR  IRIDECTOMY. 

I  shall  not  attempt  to  review  in  detail  the  operations 
which  have  been  introduced  by  Solomon,  Hancock,  Pritchard, 
and  others,  and  which  all  consist  in  various  modifications  of 
paracentesis  of  the  cornea  or  sclera,  or  both — e.g.,  "intra- 
ocular myotomy,"  "  division  of  the  ciliary  muscle," 
"  phlebotomy  of  the  choroid,"  &c. 

There  is  not  the  slightest  doubt  that  glaucoma  has  been 
many  times  relieved,  and  occasionally  cured,  by  paracentesis 
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in  one  form  or  another;  and,  on  theoretical  grounds,  I  believe 
that  the  simultaneous  opening  of  the  aqueous  and  vitreous 
chambers,  or  even  tlie  opening  of  the  vitreous  chamber  only, 
may  be  a  preferable  proceeding  to  the  evacuation  of  the 
aqueous  chamber  by  a  corneal  puncture.  But  the  disadvan- 
tage of  these  operations  consists  in  this  :  they  do  not  tend 
directly,  as  iridectomy  does,  to  remove  the  obstructive  changes 
at  the  angle  of  the  anterior  chamber ;  this  region,  if  incised 
at  all,  is  incised  transversely,  and  the  iris,  an  important 
element  in  the  obstruction,  is  not  removed.  The  operations 
in  question  have  never  gained  a  wide  acceptance.  (^) 

In  1876  V.  Wecker,  in  an  article  entitled  "  Glaucoma  and 
Eye-drainage,"  gave  a  preliminary  notice  of  a  new  method  of 
treating  glaucoma — viz.,  by  the  insertion  through  the  tunics 
of  a  loop  of  very  fine  gold  wire ;  and  recommended  its 
adoption  in  certain  classes  of  cases — absolute  glaucoma, 
hcemorrhagic  glaucoma — cases  in  which  high  pressure  persists 
in  spite  of  iridectomy.  (^)  In  a  more  recent  article  he  recom- 
mends it  only  under  more  exceptional  circumstances — namely, 
in  cases  of  absolute  glaucoma  in  which  pain  recurs  again 
and  again,  and  the  patient  nevertheless  refuses  to  permit 
excision  of  the  eye.  From  this  it  would  appear  that  the 
operation  has  hardly  justified  the  favourable  expectations  of 
its  author.  My  own  experience  of  it  in  three  cases  is 
anything  but  satisfactory,  and  inclines  me  to  venture  the 
opinion  that  it  is  unjustifiable  in  any  case  in  which  blindness 
is  not  already  complete.  For  eyes  which  are  totally  blind, 
but  which  demand  operative  treatment  for  the  relief  of  pain, 
my  own  conviction  is  that  excision  will,  in  the  great 
majority  of  cases,  be  more  truly  beneficial  than  any  other 
proceeding. 

As  regards  the  so  called  "  drainage/'  I  think  it  is  by  no 

*  See  note,   page  231.         ^  Arch.  f.  Ophth.,  XXII.,  IV.,  209. 
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means  certain  that  the  operation  deserves  the  name.  An 
immediate  escape  of  vitreous  relieves  the  tension  as  in  any- 
other  form  of  paracentesis,  and  may  occasionally  cause  a  glauco- 
matous condition  to  subside  ;  but  twenty-four  hours  later  it 
will  be  found,  in  some  cases  at  least,  that  high  tension  has 
returned.  The  subsequent  excessive  softening  which  occurs, 
and  which,  as  v.  Wecker  states,  may  be  permanent  after  the 
removal  of  the  wire,  is  more  suggestive  of  the  lighting  up  of 
morbid  changes  within  the  eye,  probelbly  with  detachment  of 
the  retina,  than  of  a  persistent  draining  away  of  the  intra- 
ocular fluid.  The  operation  appears  to  have  been  founded  on 
the  assumption  that  a  diminished  permeability  of  the  sclera 
plays  a  part  in  the  glaucomatous  process,  and  to  have  been 
intended  to  re-establish  something  in  the  nature  of  an  equiva- 
lent for  this  obstructed  channel.  We  now  know  that  such 
changes  in  the  sclera  have  no  existence  in  relation  to  the 
intraocular  fluid,  and  that  any  channel  of  escape  established 
through  the  choroid  and  retina  is  an  entirely  unphysiological 
one ;  such,  at  least,  is  the  view  which  I  have  attempted  to 
prove  in  the  foregoing  section. 

Of  the  somewhat  analogous  proceeding — namely,  trephin- 
ing of  the  sclera — by  which  Argyll  Robertson  has  attempted 
to  effect  a  reduction  of  tension,  I  have  no  experience.  The 
results  recorded  are  not,  I  think,  very  encouraging  for  further 
trials,  especially  as  it  must  now  be  granted  that  the  operation, 
like  the  preceding  one,  has  no  power  to  restore  the  natural 
process  of  filtration. 


ESERINE   AND   OTHER  MYOTICS. 

The  power  which  myotics  exercise  over  glaucomatous 
tension  is  a  fact  of  comparatively  recent  discovery.  Its 
importance   ranks   second   only   to   that   of    the    action    of 
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iridectomy.  Adolpli  Weber  and  Laqueur  appear  to  have 
observed  it  independently  of  eacli  other  and  ahnost  simulta- 
neously. (^) 

The  mode  in  which  eserine  acts  upon  the  glaucomatous 
eye  has  already  been  suggested ;  it  remains  only  to  give  proofs 
of  its  efficacy,  and  to  lay  down,  as  far  as  may  be,  the  indications 
for  its  employment, 

I  abstract  the  following  tonometrical  measurements  from 
two  of  the  cases  recorded  in  the  Appendix : — 


Impressions. 

Eight.  Left. 

Case  19. — Premonitory  symptoms  of 

glaucoma,  patient  aged  32  ...        '69  mm.       ...       — 


=  T 

+  1  ? 

After  using  atropine 

•40  mm. 
=  T  +  2or  +  3 

— 

After  using  one  calabar  disc 

Same  patient  four  months  later,  no 
calabar  for  40  hours           

•78 
•79 

mm. 
Tn. 

mm.     ... 

•77  mm. 

30    mins.    later,    one    calabar    disc 
having  been  applied  to  each 

•85 

ti 

•84     .1 

Case  31.— Myopia,   with  glaucoma, 
age  62. 

June  21           

ti         same  afternoon        

June  25           

.50 
•60 
•51 

II 
It 
11 

•55     .1 
•53     II 

.    -64     ,1 

June  26,   began  to  use  pilocarpine, 
1  gr.  to  1  drm. 

June  27           

..    28           ...        

•71 
•71 

II 

II 

,    ^70     11 
.    ^72     11 

July  5              

•78 

II 

.    ^70     1. 

II    12,  is  now  using  eserine, 
1  gr.  to  1  oz. 

1  Arch.  f.  Ophth.,  XXII,  IV.,  216. 
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Impressions. 
Right.  Left. 

Aug.  14,  no  drops  for  28  hours       ...        '67  mm.  ...    "61  mm. 

II       II    60  minutes  later,  two  drops 
of  eserine  solution  having 

been  applied  to  each  eye        '71     m  ...    '71     n 

Nov.      ,   no  eserine  for  seven  days        '46     n  ...    "SS     n 
II       II    60  minutes  later,  one  cala- 
bar disc  having  been  used 

to  each  eye  ...         ...        '56     n  ...    "59     n 

Dec.  6,  no  drops  for  48  hours         ...        "52     n  ...    '55     n 

II     7,  eserine  used  last  night        ...        "59     n  ...    "64     n 

In  several  cases  of  clironic  glaucoma  I  liave  obtained  no 
benefit  from  myotics  either  as  evidenced  by  visual  improve- 
ment or  by  perceptible  reduction  of  tension.  In  one  case  of 
gradual  recurrence  of  tension  after  iridectomy  vision  improved 
sligbtly  during  treatment  with  eserine  ;  in  two  others  no 
improvement  was  affected.  In  one  case  of  acute  glaucoma, 
probably  supervening  upon  pre-existing  chronic  glaucoma  in 
a  somewhat  advanced  stage,  eserine  applied  three  times 
during  the  day  before  operation  increased  the  chemosis  very 
considerably,  augmented  the  difficulty  of  the  operation  thereby, 
and  was  perhaps  partly  to  blame  for  the  unfavourable  progress 
subsequent  to  operation.  (^) 

If  we  possessed  a  certain  means  of  distinguishing  the 
cases  in  which  myotics  are  likely  to  be  beneficial  from  those 
in  which  they  may  be  hurtful,  their  value  in  the  treatment  of 
glaucoma  would  be  greatly  enhanced.  Neither  my  own 
observations  nor  the  published  experience  of  others  have  as 
yet  offered  any  decided  information  on  this  point,  so  far  as  I 
have  been  able  to  ascertain.  Ad.  Weber,  in  drawdng  attention 
to  the  efficacy  of  eserine,  urged  especial  caution  in  its  employ- 
ment, inasmuch  as  he  had  observed  its  tendency  to  cause 
swelling  of  the  ciliary  processes  to  be  productive  of  disastrous 
results.  V.  Wecker  appears  to  use  it  before  and  after 
iridectomy  in  every  case  of  glaucoma.     Laqueur  cites  striking 

1  Case  35,  Section  VII. 
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instances  of  its  value,  especially  in  acute  attacks,  and  proposes 
it  as  a  valuable  means  of  reducing  the  difficulty  of  iridectomy 
in  these  cases.  (^)  He  anticipates  that  it  will  obviate  the 
performance  of  second  iridectomies,  and  suggests  that  if  its 
use  were  made  known  to  the  profession  at  large  many  eyes 
which  are  now  lost  during  acute  attacks  for  want  of  timely 
operative  interference,  might  be  saved  from  this  disaster  by 
removing  or  diminishing  the  urgency  of  the  mischief.  In  a 
case  of  htemorrhagic  glaucoma  he  had  to  suspend  its  use  at 
once  by  reason  of  the  severe  pain  induced.  He  appears  to 
have  derived  least  benefit  from  it  in  those  cases  which,  with 
deeply  excavated  disc,  present  but  slight  excess  of  tension, 
and  good  activity  of  pupil. 

I  have  suggested,  on  theoretical  grounds,  that  its  efiicacy 
depends  in  some  cases  upon  a  diminution  in  the  diameter  of  the 
lens  affected  through  the  agency  of  the  ciliary  muscle.  This 
explanation  however,  if  true  for  some,  can  hardly  be  true  for 
all  cases,  for  amongst  those  cited  by  Laqueur  is  one  of  rapid 
disappearance  of  an  acute  attack  in  a  patient  aged  79.  (^) 

Another  explanation  is  the  withdrawal  of  the  periphery  of 
the  iris  out  of  the  angle  of  the  anterior  chamber — i.e.,  out 
of  its  contact  with  the  cornea,  through  the  agency  of  the 
sphincter  of  the  pupil. 

The  action  of  myotics  upon  the  vessels  of  the  eye,  especially 
upon  those  chiefly  concerned  in  the  glaucomatous  condition — 
viz.,  the  vessels  of  the  ciliary  processes — appears  to  be  of  a 
kind  likely  to  aggravate  the  condition  rather  than  to  relieve 
it.  The  ciliary  processes  swell  under  the  action  of  eserine, 
calabar,  &c. ;  and  this  I  think  explains  the  intensification  of 
the  vascular  symptoms — -e.g.,  chemosis — which  sometimes 
follows  their  employment. 

1  Arch.  f.  Ophtk,  XXIII.  III.,  149. 
2  Arch.  f.  Ophth.,  XXIII. ,  III.,  168. 
P 
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It  appears  probable  that  eserine  has  a  power  for  good  in 
proportion  to  tlie  contractile  power  of  the  ciliary  muscle  and 
iris,  a  power  for  evil  in  proportion  to  the  turgescence  which  it 
induces  in  the  ciliary  processes.  A  series  of  minute  observa- 
tions of  the  refractive  condition  of  the  eye  (when  possible) 
before  and  after  its  application,  together  with  the  effect  upon 
the  pupil,  and  the  size  of  the  episcleral  veins,  would  probably 
throw  light  upon  this  question.  With  regard  to  my  own 
theory  as  to  the  action  of  the  lens,  it  must  be  ascertained  at 
what  period  of  life  increase  of  refraction  ceases  to  be  produ- 
cible by  eserine.  That  the  tension  of  the  zonula  upon  the 
lens  is  still  maintained  in  old  age  is  manifested  by  the  absence 
of  a  tremulous  condition  in  the  iris,  but  what  the  effect  may 
be  of  a  maximum  contraction  of  the  ciliary  muscle — i.e.,  a 
maximum  relaxation  of  the  zonula — upon  the  form  and 
position  of  the  senile  lens  is  less  certain.  (^) 

With  regard  to  the  comparative  value  of  different  myotics 
it  has  not,  so  far  as  I  know,  been  proved  that  one  is  better 
than  another  except  in  the  matter  of  strength.  The  calabar- 
gelatine  discs  of  Savory  and  Moore  are  extremely  convenient 
and  efficient.  One  of  my  patients  used  half  a  disc  daily  to 
each  eye  for  some  months  with  only  temporary  pain,  whereas 
she  stated  that  severe  pain  followed  the  use  of  eserine  and 
pilocarpine,  even  in  very  weak  solution.  To  test  the  compara- 
tive "  strengths"  of  the  nitrate  of  pilocarpine  and  sulphate  of 
eserine  supplied  to  the  Hospital  I  made  a  rough  experiment 
with  them  simultaneously  in  my  own  eyes.  One  drop  of 
a  solution  (1  gr.  to  1  oz.)  of  each  drug  was  used  to 
the  two  eyes  respectively.  Alterations  in  refraction  were 
ascartained  by  finding  the  correcting  glass  for  distance ; 
alterations  in  accommodation  by  noting  the  near  point  for 
fine  lines  drawn  on  white  paper. 

^  See  note,  page  154. 
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The  distances  are  given  below  in  inches. 


Right  Ese. 

Left 

Eye. 

Eserine  1  gr.  to  1   oz. 

Pilocarpine  1 

gr.  to  1  oz. 

Far  point. 

Near  point. 

Far  point. 

Near  point. 

Normal  state. 

7  p.m. 
drops  applied. 

Infinity. 

5    ins. 

Infinity. 

5    ins. 

7.5 

50  ins. 

44      M 

II 

5      . 

7.10 

40    1. 

4       1. 

It 

5      1 

7.15 

36    „ 

3|     ,, 

50  ins. 

44    1 

7.20 

30    ., 

34     II 

50    „ 

44   . 

7.25 

24    M 

50    II 

4      1 

7.30 

24    1, 

3       II 

50    H 

4      . 

7.40 

30    1. 

H    „ 

50    M 

4      1 

7.50 

50    „ 

3i     II 

50    M 

4      . 

8.0 

Infinity. 

4       .1 

50    II 

4i    . 

8.15 

ri 

4       II 

50    II 

ik    ' 

8.45 

II 

4       II 

Infinity. 

44    . 

9.15 

II 

44     „ 

II 

4f    . 

10.30 

" 

44      M 

II 

4|  or  5 

Contraction  of  the  pupil  was  considerable  in  both  eyes 
but  much  more  so  in  the  right  (eserine)  than  in  the  left 
(pilocarpine) ;  it  persisted  longer  than  the  contraction  of  the 
ciliary  muscles,  and  in  the  right  eye  had  not  quite  disappeared 
the  next  morning.  The  pilocarpine  caused  no  pain,  but 
reddened  the  conjunctiva;  this  I  afterwards  found  to  be  due 
entirely  to  the  presence  of  free  acid.     The  eserine  caused 
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twitching  of  the  eyelids,  and  some  pain  in  the  eye — worst 
during  strong  accommodative  effort. 

This  test  was  too  rough  to  afford  any  accurate  comparative 
information  concerning  the  actions  of  the  drugs  on  iris  and 
ciliary  muscle,  if  they  differ  in  this  respect ;  it  showed, 
liowever,  that  in  equal  solutions  eserine  is  much  the  stronger 
of  the  two.  I  have  usually  employed  them  in  the  following 
strengths  : — 

Eserine,  one  grain  to  one  ounce. 
Pilocarpine,  eight  grains  to  one  ounce. 

V.  Wecker  suggests  that  they  are  best  applied  at  bed-time,  so 
that  the  temporary  obstruction  of  vision  which  ensues  may 
pass  away  during  the  night  and  cause  the  patient  no  alarm. 

On  physiological  grounds,  also,  I  would  suggest  that  if 
myotics  are  used  at  all,  bed-time  should  at  least  be  one  of  the 
times  of  their  application.  During  the  6  to  9  hours  of  sleep  the 
ciliary  muscle  is  in  a  state  of  complete  relaxation,  and  if  the 
form  of  the  lens  be  really  concerned,  as  I  believe,  in  causing 
glaucoma,  this  unbroken  period,  which  has  no  parallel  during 
waking  hours,  must  be  a  time  of  especial  danger.  The 
frequent  onset  of  glaucoma  during  sleep  is  a  well-known  fact. 
[It  is  worth  noting,  as  regards  the  part  played  by  the  iris  in 
glaucoma,  that  the  pupil  is  contracted  during  sleep.  It  seems 
probable  that  this  depends  upon  a  relaxation  of  the  arteries 
of  the  iris,  and  indicates  the  presence  of  an  increased 
quantity  of  blood  in  the  vascular  tunic  as  a  whole.  Hence, 
perhaps,  the  liability  to  nocturnal  exacerbation  of  glaucoma.] 

GENERAL    TREATMENT. 

It  remains  only  to  indicate  the  general  principles  on  which 
persons  suffering  from  glaucoma  should  be  treated,  as  distin- 
guished from  the  more  special  measures  which  have  already 
been  reviewed.  They  are  simple  but  by  no  means  unim- 
portant. 
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Experience  and  theory  alike  show  that  all  conditions 
which  tend  to  promote  determination  of  blood  to  the  head  and 
eyes  should  be  avoided  as  far  as  possible,  and  when  arising 
should  be  counteracted  with  promptness  and  energy. 

First  among  these  are  all  sources  of  direct  irritation  of 
the  eyes  themselves.  Exposure  to  strong  wind,  dust,  great 
heat,  excessive  light,  must  be  guarded  against,  if  necessary, 
by  some  form  of  shade,  of  which  the  glasses  known 
technically  as  "  globulars  "  are  the  best.  Prolonged  use  of  the 
eyes  upon  any  kind  of  work,  especially  if  it  involve  a 
stooping  posture,  and  require  artificial  light,  must  be  forbidden. 
Secondly,  such  habits  of  life  as  tend  to  undue  mental  strain 
must  be  given  up.  The  duties  of  a  laborious  profession,  or 
the  over-excitement  of  much  society  and  late  hours,  especially 
if  they  induce  restless  nights  and  unrefreshing  sleep,  are 
sources  of  danger  if  glaucoma  threatens  or  if  it  have  been 
for  the  time  subdued  by  operation.  Constipation  of  the 
bowels,  coldness  of  the  feet,  excess  in  eating,  and  especially 
in  the  use  of  alcohol,  must  be  habitually  guarded  against. 
In  cases,  such  as  are  not  infrequent  among  women,  where  a 
tendency  to  glaucoma,  or  the  actual  existence  of  the  malady 
in  an  incipient  form,  is  associated  with  much  nervous 
excitability,  the  use  of  bromide  of  potassium  and  chloral  may 
do  good  service.  Enemata,  hot  foot-baths,  the  artificial  leech, 
may  also  occasionally  give  timely  aid.  All  such  remedies, 
however,  are,  be  it  remembered,  to  be  used  strictly  as 
auxiliaries  in  the  treatment  of  the  malady  when  its  presence 
is  declared,  and  are  on  no  account  to  be  employed  as 
substitutes  for  those  measures  which  can  immediately  reduce 
the  tension  of  the  eye. 

Quinine  in  considerable  doses  is  much  employed  by  some 
experienced  surgeons  during  the  after-treatment  of  glaucoma 
when  iridectomy  has  been  performed.  I  believe  that  I  have 
seen  it  do  good  in  cases  complicated  with  an  independent 
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neuralgic  element.  It  has  been  stated  to  he  generally  useful 
by  reason  of  its  power  to  reduce  the  blood  pressure.  I  have 
no  knowledge  of  its  efficacy  in  this  respect.  If  such  an 
action  be  desirable,  other  drugs  could  probably  be  employed 
with  more  marked  effect.  On  the  contrary,  I  am  quite  sure 
that  in  more  than  one  case  I  have  seen  benefit  follow  the 
employment  of  digitalis.  "When  a  sufficient  channel  of  escape 
for  the  intraocular  fluid  has  been  provided  and  the  tension 
remains  normal,  the  further  deterioration  of  vision  is  due  to  a 
progression  of  the  conditions  of  malnutrition  and  atrophy 
which  the  pressure  previously  induced.  Under  such  circum- 
stances, the  use  of  such  remedies  as  give  strength  and 
steadiness  to  the  circulation  and  stimulate  nerve  nutrition — 
e.g.,  digitalis,  iron,  strychnia,  phosphorus — deserve  a  trial.  It 
is  not  probable,  however,  that  very  much  good  will  be  effected 
by  their  means  beyond  that  which  is  manifested  in  the 
improvement  of  the  general  condition  of  the  patient. 

Note,  July,  1879. — Although  the  theory  as  to  the  origin  of  primary 
glaucoma  which  has  been  put  forward  in  this  essay  is  as  yet  a  theory,  and 
nothing  more,  it  may  not  be  improper  to  enquire  whether,  supposing  it  to 
prove  well  founded,  it  will  aiford  any  fresh  indication  for  a  preventive  or 
curative  treatment. 

If  it  be  true  that  primary  glaucoma  is  essentially  dependent  upon  a 
structural  abnormality — undue  narrowness  of  the  "  circumlental  space" — 
rather  than  upon  any  morbid  state  of  the  system,  or  any  external  influence, 
then  there  is  little  hope  that  we  shall  ever  be  able  to  class  it  with  those 
maladies  which  are  preveutible  ab  initio. 

Extraction  of  the  entire  lens,  performed  at  the  very  commencement  of  the 
disease,  would  seem  to  offer  the  possibility  of  complete  and  permanent  cure  ; 
but  the  practical  objections  to  such  a  proceeding  would  be  very  grave.  The 
transparent  state  of  the  lens,  its  abnormally  great  diameter  in  relation  to  its 
surroundings,  and  the  excess  of  pressure  in  the  vitreous  chamber,  would 
render  extraction  difhcult  and  hazardous  ;  and  no  prudent  surgeon,  probably» 
would  be  willing  to  subject  an  eye  to  such  risk  at  a  time  when  its  vision  is  stiU 
good,  and  when,  in  the  patient's  judgment,  no  heroic  treatment  of  any  kind  is 
called  for. 

The  action  of  the  lens  in  inducing  a  "malignant  "  course  after  iridectomy 
is  already  tolerably  well  established  (see  page  170).  For  the  relief  of  this 
condition  Pagenstecher  has  proposed  the  extraction  of  the  lens,  and  Ad.  Weber 
has  devised,  and  practised  with  success,  a  means  by  which  the  lens  may  be 
restored  to  its  normal  position.     Knowing,  as  we  do,   that  the  mischief  is 
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brought  about  by  the  forcible  advance  of  the  lens  under  the  excessive  pressure 
of  the  vitreous  humour,  and  that  it  can  be  relieved  only  by  reducing  the 
vitreous  pressure,  might  we  not  prevent  the  occurrence  of  this  malignant  con- 
dition by  lowering  the  vitreous  pressure  before  the  lens  has  been  driven 
forwards — i.e.,  by  making  a  small  puncture  through  the  sclera  near  to  the 
equator,  immediately  before  performing  iridectomy  ?  Especially  in  cases  of 
chronic  glaucoma,  with  very  shallow  anterior  chamber,  such  a  step  might 
probably  be  taken  with  advantage.  It  would  certainly  not  be  dangerous,  and 
although  the  softness  of  the  globe  thus  induced  would  render  more  difficult 
the  making  of  the  incision,  the  subsequent  steps  of  the  iridectomy  would 
certainly  be  facilitated.  Inasmuch  as  it  is  not  in  our  power  to  effect  any 
permanent  diminution  of  the  diameter  of  the  lens,  any  procedure  by  which 
we  shall  succeed  in  re-establishing  or  widening  the  circumlental  space  must 
act  by  causing  a  retraction  of  the  ciliary  processes.  There  can  be  little  doubt 
that  such  a  retraction  occurs  immediately  after  iridectomy,  by  reason  of  the 
relief  of  the  venous  compression,  which  previously  maintains  a  condition  of 
passive  turgescence  (see  page  167).  Is  it  not  possible  that,  in  consequence  of 
the  intimate  vascular  connection  between  the  ciliary  processes  and  the  iris,  a 
certain  number  of  the  processes,  corresponding  to  the  portion  of  the  iris  which 
has  been  excised,  remain  permanently  of  smaller  size,  and  thus  maintain  that 
part  of  the  circumlental  space  in  a  state  of  patency  ?  When  swelling  of  the 
conjunctiva  around  the  margin  of  the  cornea  follows  iridectomy  for  glaucoma, 
the  chemosis  is  absent  opposite  the  incision. 

Is  it  not  possible,  again,  that  the  incisions  in  the  ciliary  region,  practised 
by  Solomon  and  others  for  the  relief  of  tension,  cause  a  collapse  and  atrophy 
of  the  incised  ciliary  processes,  and  thus  reopen  the  space  between  themselves 
and  the  margin  of  the  lens  ?  If  it  were  compatible  with  safety  to  make  an 
incision  of  some  length  transversely  to  the  great  vessels  of  the  ciliary  processes 
— i.e.,  just  in  front  of  and  parallel  with  the  ora  serrata — it  seems  probable 
that  the  desired  object — collapse  and  retraction  of  several  of  the  processes — 
might  thereby  be  attained. 


ANAESTHESIA    BY   CHLORAL   AND    ETHER. 

Note. — During  the  last  six  or  eight  months  I  have  adopted  the  practice 
of  giving  to  patients  who  are  about  to  undergo  surgical  operations  a  dose  of 
hydrate  of  chloral  a  short  time  before  the  administration  of  ether.  This 
procedure  has  appeared  to  me  to  have,  in  many  cases,  such  decided  advantages 
that  I  desire  to  recommend  a  trial  of  it  to  others. 

In  the  case  of  a  boy,  aged  seven,  it  was  necessary  to  employ  an  ansesthetic 
several  times  within  a  period  of  ten  days.  After  the  first  administration  of 
ether  tlie  child's  dread  of  its  repetition  was  so  intense,  and  so  distressing  to 
his  parents,  that  I  determined  on  the  next  occasion  to  abolish  his  conscious- 
ness before  my  arrival.  Ten  grains  of  chloral  given  twenty  minutes  previously 
had  the  desired  effect.  A  very  few  inhalations  of  ether  given  during  a  state 
of  extreme  drowsiness  from  chloral  (not  amounting,  however,  to  sound  sleep) 
enabled  him  to  undergo  the  dressing  of  a  painful  wound  without  the  slightest 
reflex  movement.  Being  then  aroused  from  the  narcosis  sufficiently  to  move 
and  speak,  he  was  allowed  to  sleep  off  the  effects  of  the  chloral,  and  finally 
awoke  in  ignorance  of  my  visit. 
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T  next  adopted  the  same  plan  in  the  case  of  a  highly  hysterical  girl, 
whose  first  experience  of  ether  was  followed  by  violent  and  prolonged  sickness, 
with  great  prostration.  On  ihe  second  occasion,  some  months  later,  I  ordered 
for  her  fifteen  grains  of  chloral  thirty  minutes  before  the  operation.  Thcngh 
not  asleep  when  the  administration  of  ether  was  begun,  she  took  it  with  much 
less  excitement  than  before,  was  very  slightly  sick  once,  and  slept  of  the 
nausea  in  an  hour  or  two  under  the  influence  of  the  chloral. 

Since  that  time  I  have  pursued  the  same  course  in  about  forty  cases,  I 
am  not  able  to  give  exact  details  as  to  the  amount  of  ether  employed,  the 
degree  of  excitement  at  the  outset,  the  struggling,  the  subsequent  tendency  to 
sickness,  &c.,  but  I  can  with  confidence  assert  that  in  these  cases,  as  compared 
with  ordinary  ether  administrations — (1)  the  previous  excitement  and  appre- 
hension have  been  diminished  ;  (2)  the  resistance  at  the  outset  has  been 
almost  abolished,  and  the  irritability  of  the  breathing  passages  has  appeared 
to  be  lessened  ;  (3)  the  amount  of  ether  employed  has  been  less  ;  (4)  the 
subsequent  tendency  to  sickness  has  been  very  greatly  reduced. 

At  the  present  time,  whenever  I  operate  in  a  private  house  I  give  minute 
instructions  beforehand  that  at  a  certain  hour  the  patient  shall  be  placed  on 
the  couch  or  bed  in  the  requisite  position,  and  then  receive  the  draught  as 
prescribed.  Arriving  twenty  to  thirty  minutes  later,  I  find  him,  or  her,  in  a 
condition  of  tranquility  or  semi-oblivion,  which  under  other  cicumstances  13 
rare  at  that  moment,  and  which  greatly  facilitates  all  that  has  to  follow.  In 
the  case  of  children,  were  it  desirable  so  to  do,  we  might  probably  promise  in 
almost  every  instance  that  the  little  patient  should  know  nothing  of  the  surgical 
operation  except  by  its  after  effects.  Tor  them,  however,  chloroform  will 
probably  continue  to  be  the  favourite  anffisthetic.  The  operation  in  which 
the  chloral  has  rendered  me  the  most  signal  service  is  the  extraction  of  senile 
cataract.  Here  the  tendency  to  vomiting  constitutes  so  formidable  a  danger 
that  on  this  account  alone  an  esthetics  should  be  withheld  unless  we  can 
giiarantee  their  being  well  borne.  The  only  cases  in  which  it  has  seemed  to 
be  almost  without  effect  have  been  those  of  chronic  alcoholism.  Such 
patients  always  take  antesthetics  ill. 

Several  of  my  colleagues  who  have  witnessed  this  method  of  inducing 
anaesthesia  have  expressed  themselves  as  favourably  impressed  with  its  results. 
Dr.  Carter,  especially,  who  has  administered  ether  for  me  thus  many  times, 
speaks  strongly  in  its  favour. 

The  dose  for  an  adult  has  hitherto  been  fifteen  to  twenty  grains  thirty 
minutes  before  the  operation.  A  gentleman  who  is  in  his  eightieth  year 
took  the  larger  dose  last  week  with  excellent  efi'ect.  Probably  a  larger  cose 
might  generally  be  given  with  propriety.  As  regards  the  safety  of  the  pro- 
ceeding experience  must  determine.  To  me  it  has  appeared  to  diminish  the 
danger  by  reason  of  the  freedom  from  excitement,  the  absence  of  struggling, 
and  the  smaller  amount  of  ether  employed  ;  but  on  this  point  1  speak  with 
no  certainty,  and  would  urge  that  in  the  trial  of  this  method,  as  in  every  case 
where  anaesthetics  are  concerned,  due  caution  be  observed. 

(This  note  is  reprinted  from  the  Birmingham  Medical  Review,  July,  1879. 
It  appeared  in  the  original  essay  in  a  different  form.) 
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SECTION     VII 


APPENDIX. 

For  convenience  in  reference,  and  in  accordance  with 
the  arrangement  prescribed  for  the  original  essay,  recorded 
cases — the  evidence  upon  which  much  that  is  stated  in  the 
foregoing  pages  rests — are  here  placed  together  in  an 
appendix.  The  bracketed  letter  and  number  which  follow 
the  number  of  the  case  indicate  the  place  in  the  hospital 
registers,  where  the  case  is  fully  recorded.  In  connection 
with  each  case  a  short  description  of  the  figures  which 
illustrate  it  is  given.  The  specimens  and  slides,  to  which 
reference  is  also  made,  are  those  which  accompanied  the 
original  essay,  and  are  now  in  the  museum  of  the  College  of 
Surgeons  ;  the  descriptions  are  retained  here  in  order  to 
facilitate  reference.  At  the  end  of  the  Appendix  is  given 
a  series  of  records  of  "  tension,"  normal  and  abnormal,  as 
estimated  by  the  tonometer. 

CASE    1. 

(D.  129). — Primary  glaucovia,  acute,  absolute. — Eliza  P s, 

55.  Et.  Hm.  =  1  Lt.  Absolute  glaucoma  T  +  2,  V  =  0, 
disc  invisible  by  reason  of  semi-opacity  of  lens ;  cornea  slightly 
hazy.  The  sight  of  this  eye  "  went  altogether "  in  about  a 
week,  nine  months  since ;  much  pain  and  redness  for  some  weeks  : 
no  pain  now ;  incurable.  Twelve  months  later  patient  returned  . 
acute  attack  (Lt.)  began  five  days  ago ;  T  +  3,  severe  neuralgic 
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pains  in  orbit  and  head,  liypersemia,  ulceration  of  centre  of  cornea. 
Lt.  excised. 

Specimen  1. — Central  corneal  opacity ;  lens  somewhat  shrunken 
hy  the  action  of  the  glycerine  jelly  in  which  the  specimen  is 
preserved,  hut  evidently  advanced  so  as  to  make  anterior  chamber 
shallow  ;  pupil  widely  dilated ;  ijerij^heral  adhesion  of  iris  and 
cornea  (see  slides) ;  extreme  atrophy  of  ciliary  processes,  except  the 
anterior  free  portion  ;  equatorial  staphyloma ;  deep  excavation  of 
optic  disc  undermining  the  scleral  margin. 

Fig.  11.  Slide  la. — Peripheral  adhesion  of  iris  and  cornea 
co-extensive  with  and  evidently  produced  by  pressure  of  ciliary 
process  ;  ciliary  process  swollen  anteriorly,  atrophied  posteriorly. 

Fig.  12.  Slide  11. — Peripheral  adhesion,  as  in  last ;  extreme 
retraction  of  iris,  apparently  with  an  increase  of  thickness ;  the 
section  is  taken  in  an  interval  between  two  processes,  hence  the 
absence  of  the  swollen  apex. 

Slide  Ic. — Similar  to  slide  la. 

CASE   2. 
Primary  glaucoma,  chronic,  iridectomy,  hcemorrhage,  excision. — 
(The   patient  was  under   the    care    of   Mr.    Eales,  who   gave   me 

the   specimen) :    "  Henry  H e,    70.      Had  been   nearly   blind 

some  months,  perhaps  longer,  before  applying  to  Mr.  Eales. 
Et.  T  +  3,  pain,  faint  perception  of  light.  Lt.  T  +  3,  pain,  Y  -  0. 
Anterior  chamber  very  shallow  in  both  eyes.  Iridectomy  performed 
in  each  to  relieve  pain  and  tension.  Subsequent  course  not 
accurately  known.  Eive  or  six  weeks  later  the  patient  returned, 
having  suffered  much  pain  in  left.     Lt.  excised. 

Specimen  2. — (In  snipping  away  some  loose  cellular  tissue  from 
the  specimen  the  apex  of  the  cystoid  cicatrix  was  accidentally  cut  off, 
and  with  it  a  portion  of  the  margin  of  the  lens  which  was  wedged 
into  it.)  Lens  tilted  on  one  side,  its  anterior  edge  forced  into  the 
staph ylomatous  cicatrix,  its  posterior  edge  lying  behind  and  against 
ciliary  processes  at  opposite  side  of  circle.  (The  lens  was  removed 
in  mounting,  so  as  better  to  display  the  parts  behind  it.)     Blood 
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clot  between  choroid  and  sclera.  Blood  clot  in  vitreous  chamlDer. 
Eetina  not  separated  from  choroid. 

Fig.  15.  Slide  Sa. — Peripheral  adhesion  of  iris  and  cornea 
corresponding  with  swollen  ciliary  process  ;  the  latter,  pressed 
forward  by  the  lens  or  suspensory  ligament,  has  forcibly  driven  the 
iris  into  the  cornea  with  deep  indentation.  For  a  short  distance 
beyond  this  adhesion  iris  is  almost  in  contact  with  cornea,  but  not 
adherent ;  nearer  to  pupil  it  is  again  adherent  for  a  short  distance  ; 
the  latter  is  a  recent  adhesion  due  to  pressure  of  lens  after  iridec- 
tomy. On  posterior  surface  of  iris  and  cornea  a  portion  of  lens 
capsule  remains  adherent.  The  extremity  of  cornea  shows  one 
swollen  lip  of  iridectomy  incision. 

Fig.  16.  Slide  2h. — Section  through  incision  near  to  one 
extremity  where  lips  were  not  widely  asunder.  Iris  incarcerated 
and  adherent  in  angle  of  wound. 

Slide  2c. — Similar  to  last. 

Fig.  50.     Slide  2d. — Optic  disc,  shallow  saucer-like  excavation. 

CASE   3. 

Glaucoma    (?  primary  or   secondary). — Henry   P h,    50. 

Et.  eye  failed  gradually  twenty-five  years  ago,  and  has  been 
quite  blind  for  twenty  years;  occasional  shooting  pain  in  it 
throughout  the  whole  of  that  time  ;  six  weeks  ago  it  became  very 
painfid  and  red.  Sclera  much  injected,  pupil  widely  dilated,  the 
fibrous  coat  of  the  iris  retracted  so  as  to  expose  the  uvea  at  the  free 
margin ;  lens  transparent ;  immediately  behind  lens  a  greenish- 
yellow  appearance  resembling  purulent  infiltration  of  vitreous. 
V  -  0,  T  -f   2.     Lt.  eye  healthy,  V  =  |^  T  n.     Et.  excised. 

Specimen  3. — Peripheral  adhesion  of  iris  and  cornea  (the  lens 
was  transparent;  it  dropped  out  in  mounting)  ;  considerable  atrophy 
of  ciliary  processes ;  considerable  morbid  change  C?  inflammatory) 
in  the  retina  at  the  ora  serrata,  perhaps  beginning  in  the  "  pars 
ciliaris;"  detachment  of  portion  of  retina  corresponding  to  this  part 
of  the  ciliary  circle  (the  detachment  appears  greater  in  the  mounted 
specimen  than  it  was  when  the  eye  was  first  opened,  in  consequence 
of  shrinking  of  the  detached  membrane) ;  very  large  colloid  cells 
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on  the  surface  of  the  denuded  choroid.  The  other  half  of  the  eye 
is  unfortunately  destroyed,  and  no  note  was  made  of  the  condition 
of  the  disc.  The  nature  of  the  primary  disease  remains  obscure. 
The  point  of  interest  is  the  peripheral  adhesion  of  iris  and  cornea 
in  connection  with  excess  of  tension. 

Slides  Sa,  3b. — Peripheral  adhesion  of  iris  and  cornea. 

CASE    4. 

(F.    196.) — Secondary     glaucoma,     Ivpldhalmos,    hereditary 
syjyhilis,  iritis   or  lierato-iritis,  unsuccessfid  iridectoviy,  excision. — 

Sarah    T n,    21,    notched    teeth,    &c.      Eyes   first    inflamed 

twelve  years  ago ;  was  a  long  time  under  treatment  elsewhere  j 
each  eye  was  operated  on  twice.  (^)  Et.  (fig.  38)  cornea 
much  enlarged ;  hazy  throughout  under  oblique  illumination ;  iris 
forms  a  crescent,  the  concave  edge  locks  doM'nwaids  and  inwaids, 
leaving  a  gap  equal  to  ^  of  the  circle ;  at  each  horn  of  the 
crescent  a  cicatrix  is  discoverable,  left  by  fcimer  iridectomies,  one 
downwards,  one  inwards.  General  enlargement  of  globe  ;  anterior 
ciliary  veins  and  arteries  dilated  ;  latter  cannot  be  emptied  by  finger 
pressure.  Lens  transparent,  in  situ;  ^  of  its  periphery  exposed 
to  view  by  absence  of  iris  and  increased  diameter  of  cornea. 
Optic  disc  (fig.  48)  excavated  quite  up  to  margin,  not  abruptly, 
but  with  a  rounded  curvature  ;  its  oblique  postion  causes  nearer 
side  of  excavation  to  be  hidden  and  to  appear  undermined  ;  vessels 
very  thin  and  free  from  sharp  bends  or  curves  ;  arteries  hardly  to 
be  distinguished  from  veins;  a  large  atrophic  crescent  to  outer  side  of 
disc,  its  transverse  diameter  about  equal  to  half  diameter  of  disc  ;  a 
narrow  atrophic  line  round  remainder  of  disc.  M  =  ^,  T  +  1  or  2, 
impression  '54  mm.,  V  —  perception  of  lamp  in  a  small  central 
area  of  retina,  the  size  of  which  cannot  be  exactly  detennined. 
Lt.  cornea  much  enlarged,  semi-opaque,  eye  very  prominent j  anterior, 
ciliary  vessels  dilated  ;  frequent  pain  in  eye  and  forehead.  V  =  0, 
T  +  1,  impression  "59  mm.     Eye  excised  for  relief  of  pain. 

Specimen  4- — Cornea   14  mm.  diameter;  anterior  chamber  5 
mm.   deep;   globe  32    mm.    in  antero-posterior  axis,    24  mm.  in 

1  See  also  Section  V.,  p.  180. 
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traasverse  axis.  Iris  adherent  to  shruakon  reinaant  of  lens  ; 
ciliary  processes  atropliied ;  posterior  to  ora  serrata  a  band  of 
pigment  spots  situated  in  cliorid,  and  adherent  in  places  to  retina  ; 
large  rounded  excavation  of  disc,  with  vessels  still  containing  blood 
traversing  its  sides.  (The  excavation  is  extremely  well  seen  when 
the  specimen  is  well  illuminated.) 

Fig.  21.  Slide  4.a. — A.ngle  of  anterior  chamber  open ;  the 
tissue  of  ligamentum  pectinatum  has  perhaps  undergone  some 
inflammatory  proliferation,  but  this  is  not  certain ;  ciliary  process 
atrophied. 

Fig.  22.  Slide  4-b. — Peripheral  adhesion  of  iris  and  cornea, 
which  has  undergone  stretching  subsequent  to  its  formation, 
probably  after  the  occurrence  of  the  iritic  adhesion  to  the  lens ; 
ciliary  process  atrophied. 

Fig.  23.  Slide  4c. — Extensive  adhesion  of  stump  of  iris  with 
cornea;  cicatrix  opposite  the  point  where  iris  terminates,  evirlently 
the  result  of  iridectomy ;  the  distance  between  cicatrix  and  ciliary 
process  has  probably  increased  since  the  operation,  by  extension  of 
cornea.  It  appears  probable  that  the  lens  was  injured  at  one  of 
the  operations,  and  that  its  subsequent  shrinkiug,  when  adhesion 
with  the  iris  had  occurred,  tended  to  stretch  the  adhesions  at  the 
angle  of  anterior  chamber,  and  to  re-establish  a  deep  anterior 
chamber. 

Slide  Jf.d. — Peripheral  adhesion  of  iris  and  cornea ;  ciliary 
process  atrophied. 

Fig.  51.     Slide  4-c-. — Excavation  of  optic  disc. 

Slide  4f- — Excavation  of  optic  disc. 

Eserine  was  used  to  right  eye  for  a  week  without  any  lowering 
of  tension  (impression  "54),  and  as  pain  was  frequently  complained 
of,  and  the  remnant  of  vision  was  worth  saving,  sclerotomy  was 
performed. 

October  11th.  Choral  gr.  20,  ether  twenty  minutes  later ;  (fig.  39) 
the  point  of  a  G-raefe's  knife  introduced  through  sclera  on  a  level 
with  upper  corneal  margin,  carried  across  anterior  chamber  so 
that  its  edge  was  hidden  in  the  peripheral  angle  ;  counter-puncture 
in  corresponding  situation ;  knife  withdrawn  without  any  sawing 
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movement ;  T  —  2  immediately.  Same  evening,  hardly  any  pain, 
conjunctiva  bulging,  from  effusion  of  aqueous  humour  beneath  it, 
around  punctures  ;  T  —  2. 

Fourth  day  after  sclerotomy.  No  pain,  conjunctival  injection 
nearly  gone  ;  punctures  healed,  visible  as  greyish  semi-transparent 
lines  in  the  white  sclera,  the  adjacent  conjunctiva  bulged 
by  subjacent  fluid ;  iris  and  lens  unchanged  as  to  position ; 
an  extravasation  of  blood  on  the  atrophic  cresent  adjacent  to  the 
disc;  T  —  2,  perception  of  daylight  better  than  before. 

Fifth  day.  Pain  came  on  in  the  night,  apparently  after  a  fit  of 
crying ;  the  bandage  appears  to  have  made  pressure  on  the  eye. 
T  +  1. 

Sixth  day.  Pain  increased ;  T  +  2  ;  very  little  sleep  and  much 
crying  last  night ;  face  and  neck  deeply  suffused  this  morning ; 
bowels  have  not  acted  for  four  days ;  enema.  During  the  following 
few  days,  the  pain  entirely  subsided,  but  T  +  2  remained,  and  the 
lens  and  iris  remained  pushed  forward,  the  latter  being  in  close 
contact  with  cornea  above  so  as  to  entirely  to  occlude  the  puncture 
and  counter-puncture  cicatrices  (see  fig.  40). 

October  29th.  Choral  and  ether  as  before  ;  sclerotomy  repeated 
at  lower  part  where  subsequent  obliteration  by  the  iris  cannot 
occur ;  after  withdrawing  the  knife,  a  broad  cutting  needle  was 
passed  vertically  through  cornea  close  to  its  margin,  and  midway 
between  puncture  and  counter-puncture,  so  as  to  incise  suspensory 
ligament,  and  thereby  establish  open  communication  between 
vitreous  and  aqueous  chamber  (fig.  39).     T-  2  or  —3  immediately. 

Following  day,  T  —  2,  no  pain. 

Second  day.  Patient  very  nervous  ;  cries  when  spoken  to ; 
face  and  neck  flushed ;  T  +  1 1 

Ihird  day.     Ko  j)ain  ;  T  —  1. 

During  the  following  few  weeks  tension  varied  between  T  n 
and  T  +  1,  and  there  was  occasional  slight  pain ;  the  iris  gradually 
retired  completely  from  the  cornea  and  assumed  a  position  at  a 
considerable  depth  from  it  (fig.  41). 

December  10th.     N^o  pain,  T  n.      Impression  '82  mm. 
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December  17th.  Xo  return  of  pain  or  tension  ;  perception  of 
light  perhaps  slightly  improved. 

CASE   5. 

(G.   6). — Secondanj  glaucoma;    wound  of  cornea,    iris,    and 

lens ;    anterior    and    posterior    synechia. — Charles    C s,    44. 

"Was  struck  by  a  fragment  of  stone  four  months  ago,  and  almost 
blinded  ;  more  or  less  pain  ever  since.  Et.  V  =  0  ;  T  +  2,  impres- 
sion '44  mm.  ;  a  white  cicatrix  extends  from  centre  of  cornea  to  its 
lower  margin ;  iris  adherent  to  it ;  anterior  chamber  almost 
annihilated  ;  pupillary  margin  of  iris  adherent  to  lens  or  opaque 
capsule ;  ciliary  vessels  injected.  Lt.  E.  V  ^  Tn,  impression 
•74  mm. ;  patient  complains  that  this  eye  is  weak  and  that  he 
cannot  work.     Et.  excised. 

Specimen  5. — Iris  adherent  to  corneal  cicatrix,  also  peripheral 
adhesion  of  iris  and  cornea  (see  slides) ;  shrunken  remnant  of  lens 
adherent  to  iris  (^)  ;  disc,  as  seen  in  specimen,  shows  no  cupping, 
because  only  a  peripheral  portion  remains  ;  the  central  portion  of 
the  surface  of  disc  was  excavated,  though  not  up  to  the  margin ;  the 
lamina  cribrosa  somewhat  pushed  backwards. 

Fig.  20.  Slide  6a.  — Peripheral  adhesion  of  iris  and  cornea  in 
a  part  of  the  circle  where  the  iris  is  not  involved  in  the  injury ; 
cicatricial  mass  involving  cornea,  iris,  lens  substance  (?)  and  capsule. 

Slide  5b. — Similar  to  last. 

Slide  5c. —  Sliows  how  the  peripheral  adhesion  depends  upon 
the  pressure  of  the  swollen  ciliary  processes.  It  is  not  improbable 
that  the  latter  have  been  dragged  forwards  somewhat  during  the 
shrinking  of  lens. 

Slide  5d. — Peripheral  adhesion  as  before ;  iris  stripped  of  its 
posterior  pigment  layer,  corresponding  with  a  similar  denuded 
area  visible  in  the  specimen,  perhaps  occurring  during  division  of 
the  eyeball  into  halves. 

Slide  5e. — Similar  to  slide  5c. 

Slide  5f. — Optic  disc  ;  central  depression  in  the  retinal  fibres  ; 
slight  pushing  back  of  the  lamina  cribrosa,    (The  section  is  so  thick 

1  See  Section  V.,  p.  178. 
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as  to  be  almost  useless,  but  is  the  only  one  showing  the  condition 
of  disc.  Under  low  power  and  strong  illumination  the  conditions 
may  be  made  out.) 

CASE   6. 

Secondary  glaucoma — glioma  retirwe  ;  Bevis  H s. — White 

appearance  first  observed  twelve  months  ago.  T  +  2,  pupil  widely 
dilated,  anterior  chamber  very  shallow ;  injection  of  anterior 
ciliary  vessels,  slight  redness  and  swelling  of  lid,  came  on  only  four 
■weeks  ago.     Immediate  excision  (death  four  months  later). 

Specimen  6. — (The  detachment  of  choroid  and  retina  occurred 
in  mounting ;  lens  dropped  out.)  Amount  of  glioma  in  retina  not 
great ;  great  enlargement  of  optic  nerve  by  new  growth. 

Fig  IS.  Slide  6a. — Peripheral  adhesion  of  iris  and  cornea ; 
extreme  atrophy  of  ciliary  process  and  attenuation  of  ciliary  muscle. 

Slide  6b. — Similar  to  last. 

Slide  6c. — Similar  to  last ;  includes  cornea  and  cdiary  region  at 
each  side.  From  the  small  size  of  ciliary  processes,  the  extensive 
peripheral  adhesion,  (^)  and  the  extreme  shallowness  of  anterior 
chamber  observed  during  life,  it  is  probable  that  the  lens  margin 
was  in  direct  contact  with  periphery  of  iris. 

CASE   7. 

Secondary  glaucoma ;  loound  of  ciliary  region,  irido- 
cyclitis, detachment  of  retina,  x>rohahly —  7;  hemorrhage,  +  T. — ■ 

James  W h,  40.     Eeceived  a  shot  in  right  eye  eighteen  years 

ago  ;  pain  for  three  or  four  months  afterwards  with  rapid  loss  of 
sight ;  no  trouble  with  it  since  then  until  a  few  week  ago,  when 
severe  pain  set  in.  Et.  V  =  0,  T  +  2,  pupil  small,  completely 
adherent  to  lens,  great  injection  of  ciliary  region ;  violent  pain 
every  night.  Lt.  acute  iritis  ( 1  sympathetic) ;  pupil  adherent  in 
many  places ;  constitutional  syphilis.     Et.  excised. 

Specimen  7. — Total  synechia  posterior  ;  lens  uninjured  ;  retina 
detached,  extensively  adherent  to  choroid  and  ciliary  processes  in  the 
neighbourhood  of  the  cicatrix ;  the  space  within  the  folds  of  the 

^  Compare  fig,  54.     Case  16. 
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detached  retina  filled  with  recently  extravasated  blood  ;  atrophy  of 
ciliary  processes  and  choroid.  [It  is  almost  certain  that  up  to  the 
time  of  the  extravasation  this  eye  was  soft,  probably  T  -  2  or  3  ;  the 
blood  was  poured  out  and  rapidly  raised  the  intraocular  pressure  to 
a  point  more  nearly  approaching  the  blood  pressure;  the  high  tension 
subsided  very  slowly,  because  the  angle  of  the  anterior  chamber 
was  closed  and  no  relief  by  escape  of  aqueous  humour  occurred ; 
the  tension  had,  however,  fallen  nearly  to  the  normal  height  on 
the  day  of  the  operation.]  (^) 

Fig.  llf..  Slide  7a. — Cicatrix  dividing  the  ciliary  process  ; 
peripheral  adhesion  of  iris  and  cornea  infiltrated  with  blood  ; 
adhesion  of  iris  to  lens  capsule  ;  extensive  hsemorrhagic  infiltration. 

Slide  7h. — Similar  to  last. 

Slide  7c. — Optic  disc;  doubtful  whether  the  glaucomatous 
pressure  has  effected  any  change  ;  lamina  cribrosa  appears  slightly 
pushed  back. 

CASE  8. 
This  case  is  noticed  in  sufficient  detail  in  Section  V.,  page  195. 

Fig.  24-.  Specimen  8,  slides  8a,  8b,  (fig.  63 J  8c,  8d,  8e. — It 
exhibits  a  peculiar  disarrangement  of  the  lens  produced  by  injury  ; 
a  closure  of  the  angle  of  the  anterior  chamber  affecting  a  portion 
only  of  the  circle ;  a  pushing  back  of  the  lamina  cribrosa  without 
true  excavation  of  the  disc. 

CASE   9. 
This  case  is  noticed  in  Section  V.,  page  194. 

Fig.  25.  Specimen  9,  slides  9a,  9b. — It  exhibits  total  adhesion 
of  iris  to  a  staphylomatous  cornea — i.e.,  total  closure  of  the  angle  of 
the  anterior  chamber  without  glaucomatous  consequences.  The 
reason  is  discussed  in  the  passage  referred  to,  as  also  of  the 
following  cases. 

1  See  Section  V.,  p.  189. 


242 

CASE   10. 

This  case  is  noticed  in  Section  V.,  page  192. 

Fig.  26.  Specimen  10,  slides  10a,  lOh. — It  exhibits  total 
closure  of  the  angle  of  the  anterior  chamber  coexisting  with 
subnormal  tension. 

CASE   11. 

The  case  is  noticed  in  Section  V.,  page  193. 

Fig.  27.  Specimen  11,  slides  11a,  lib. — The  patient  was  four 
years  old.  The  eye  was  excised  just  six  months  after  it  was 
injured;  T  —  2.  It  exhibits  total  obstruction  of  the  angle  of  the 
anterior  chamber  by  the  iris,  and  imprisonment  of  an  albuminous 
secretion  in  the  posterior  aqueous  chamber,  coexisting  with  sub- 
normal tension. 

CASE   12,    13. 

Alfred  H n,   27.     Lt.    blind  eight   years ;    no   history   of 

accident ;  T  —  2.  V  =  0,  occasional  pain  ;  an  appearance  "  like 
dissolving  views  in  a  magic  lantern  "  frequently  before  the  eye ; 
iris  tremulous,  pupil  small,  occluded  by  a  false  membrane  or  a 
cretaceous  lens. 

Specimens  12,  13,  are  the  two  halves  of  this  eye.  They  exhibit 
one  of  the  causes  of  detachment  of  the  retina  as  described  in  Section 
IV.,  page  139.  The  ciliary  processes  are  in  a  condition  of  extreme 
atrophy. 

CASE   14. 
(F.  210.)     Specimen  IJ/.,  slides  14-a,  14b. — Buphthalmos,  high 
tension,  spontaneous  ruptures  of  each  iris,  almost  total  loss  of  sight, 
"  drainage  "  by  gold  loire,  temporartj  improvement  as  regards  tension, 

ophthalmitis,  sympathetic  iritis,  excision. — William  F ,  aged  6, 

brought  to  hospital  April  2nd,  1878.  Variola,  at  the  fifth  week  after 
birth,  had  been  immediately  followed  by  inflammation  of  both  eyes, 
and  permanent  loss  of  sight,  almost  total.  'No  operation  had  at  any 
time  been  performed  on  either  eye  ;  of  this  there  could  be  no 
doubt,  as  the  child  had  never  been  separated  from  the  mother  in 
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any  hospital.  Both  eyes  much  enlarged  ;  diameter  of  cornea  in 
each  15  mm.  (measured  wheii  under  chloroform  for  operation); 
anterior  ciliary  arteries  and  veins  very  much  enlarged ;  the  former 
cannot  be  emptied  by  finger  pressure. 

Fig.  36. — Et.  V  appears  limited  to  perception  of  light  and 
colours  ;  cannot  tell  fingers  or  any  other  object  close  before  the 
eye,  but  on  receiving  some  bits  of  coloured  paper  holds  each  in 
succession  close  to  the  eye  and  names  colour  correctly.  T  +  2. 
Cornea  clear ;  pupil  small,  irregular,  adherent  throughout  to  lens 
capsule  ;  in  iris,  below  pupil,  is  an  oval  gap  simulating  an  artificial 
pupd  from  iridectomy;  it  is,  however,  a  spontaneous  rupture  limited 
centrally  by  the  adhesion  of  the  pupillary  margin,  peripherally  by 
the  origin  of  the  iris,  or  more  probably  by  a  peripheral  adhesion 
between  iris  and  cornea  ;  the  rupture  has  doubtless  been  produced 
by  stretching  of  the  iris,  accompanying  enlargement  of  the 
circle  of  its  peripheral  attachment.  AVith  the  ophthalmoscope 
the  margin  of  the  lens  is  seen  through  this  gap.      Lt.  V  =  0,  T  +  2. 

Fig.  87. — Cornea  clear,  diameter  15  mm. ;  iris  has  parted  from 
its  peripheral  attachment  throughout  the  outer  and  lower  third  of 
the  circle,  and  appears  as  a  large  crescent  throughout  the  remainder ; 
through  the  gap  thus  left  a  large  portion  of  the  margin  of  the  lens 
is  visible  with  the  ophthalmoscope  when  the  eye  is  viewed  in  the 
direction  of  the  visual  axis,  for  the  diameter  of  cornea  is 
considerably  greater  than  that  of  lens  ;  near  the  lower  horn  of  the 
crescentic  iris  is  a  small  oval  aperture  in  it,  parallel  with  the  free 
border,  evidently  another  spontaneous  rupture,  through  which  lens 
margin  is  again  visible.  The  concave  margin  of  the  crescent  is 
formed  in  part  by  a  transparent  membrane  to  which  the  iris  fibres 
are  adherent  in  an  irregular  manner.  This  appears  to  be  a  false 
membrane  which  has  formerly  occluded  the  pupil,  and  which 
during  the  stretching  of  the  cornea  and  ciliary  circle  has  so  held 
the  pupillary  margin  together  as  to  necessitate  a  rupture  at  the 
periphery.  The  false  membrane  has  itself  undergone  rupture 
in  three  or  four  places,  visible  with  the  ophthalmoscope  as 
so  many  clear  oval  holes  in  it.  If  not  adherent  to  the  lens,  it 
is  probably   in   close   contact  with   it.       A  round  bright  spot — • 
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"  anterior  polar  cataract  " — occupies  the  centre  of  the  lens  capsule. 
The  child  appeared  free  from  paia,  bat  could  not  open  the 
eyes  steadily ;  the  lids  winked  constantly,  and  the  brows  Avore  a 
perpetual  frown.  If  any  treatment  could  be  of  use  it  must 
manifestly  be  directed  to  the  lowering  of  the  tension  of  the  eyes. 
Iridectomy  appears  seldom  to  produce  good  results  in  such  cases 
(probably  because  of  the  extensive  and  long-standing  peripheral 
adhesion  of  iris  with  cornea),  and  I  determined  to  attempt  a 
redactioQ  of  tension  by  v.  Wecker's  gold  wire  drainage,  as  the 
parents  desired  that  the  boy  should  have  the  chance  of  any  benefit 
that  might  be  possible.  (^)  My  object  was  rather  to  avoid  dis- 
figurement of  the  child  by  farther  distension  of  the  eyes,  than  the 
improvement  of  the  sight,  which  appeared  impossible.  By  way  of 
precaution  I  operated  first  upon  the  totally  blind  eye.  The 
tonometrical  measurements  in  this  case  cannot  be  relied  upon  as 
accurate,  for  the  unsteadiness  of  the  eyes  made  it  difficult  to  apply 
the  instrument  properly,  although  the  child  made  no  objection  at 
any  time  to  its  use.  Still,  allowing  a  margin  for  error,  their 
indications  are  important.  Before  operation — Rt.  T  +  2,  impres- 
sion "43  mm.     Lt.  T  +  2,  imj)ression  •43  mm. 

May  31st.  Chloroform,  a  single  gold  thread  inserted  in  left  eye 
by  the  method  elsewhere  described.  The  escape  of  vitreous  which 
occurred  on  the  making  of  the  counter-puncture  at  once  reduced 
the  tension  to  T  —  3. 

June  2nd  (second  day  after  operation).  The  eye  now  feels 
again  considerably  too  tense,  though  perhaps  slightly  softer  than 
before  operation.  The  swelling  up  of  the  conjunctiva  which 
immediately  followed  operation,  through  effusion  of  vitreous  fluid 
beneath  it,  has  disappeared.  Around  the  two  points  where  the  wire 
perforates  the  sclera  there  is  still  a  small  circumscribed  bulging, 
probably  due  to  subconjunctival  effusion  ;  considerable  injection  of 
conjunctival  and  subconjunctival  vessels,  especially  round  these 
points. 

June  18th  (eighteenth  day  after  operation).  N'ot  much  change 
since  last  note ;    a  little  conjunctival  vascularity  and  thickening 

•  Compare  Case  4. 
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around  the  Avires ;  no  pain  or  discomfort  is  evinced  ;  there  was 
probably  some  pain  during  the  first  twenty-four  hours,  but  not 
since.  The  eye  still  feels  too  tense.  T  +  2,  impression  "54  mm. 
Having  thus,  as  I  believed,  proved  the  safety  of  the  operation 
in  the  case  of  the  worse  eye  of  the  two,  I  determined  to  repeat 
it  upon  the  other,  using,  however,  a  double  instead  of  a 
single  wire,  hoping  thereby  to  render  the  complete  plugging  of 
the  punctures  less  likely  to  occur,  and  to  obtain  in  conseqiaence 
a  more  marked  lowering  of  tension. 

Jirne  21st.  Chloroform.  A  double  gold  wire  introduced  into 
the  right  eye  ;  immediate  reduction  of  tension  to  T  —  3,  through 
escape  of  vitreous  beneath  conjunctiva. 

June  22nd  (first  day  after  operation).  Little,  if  any,  pain  since 
operation ;  slight  swelling  of  eyelids. 

June  24-th.  Subjunctival  extravasation  of  blood  over  the  outer 
half  of  the  eye  ;  no  pain  ;  the  eye  feels  a  little  less  hard,  but  is 
still  too  hard. 

June  29th  (eighth  day  after  operation  on  right),  Et.  T  +  1  ? 
impression  '63  mm.  Considerable  swelling  or  thickening  of  con- 
juntiva  remains  around  the  punctures,  and  increased  injection  of 
the  vessels  in  the  same  neighbourhood ;  no  pain,  no  increased 
secretion.  Lt.  bulging  of  conjunctiva  aronnd  ends  of  wire  almost 
gone  ;  a  little  extra  vascularity  remains  ;  no  increased  secretion,  no 
pain.  Tn.,  impression  =  '82  mm.  Both  eyes  appear  to  be  free 
from  any  discomfort,  and  are  opened  more  easily  than  before 
operation. 

July  2nd.  Et.  T  +  1  ?  impression  '61  mm.  Lt.  Tn.,  impres- 
sion "82  mm.  These  measurements  are  almost  identical  with  those 
taken  three  days  before,  and  show  a  marked  lowering  of  tension  as 
compared  with  those  taken  before  operation.  The  difference  between 
the  measurements  of  the  two  eyes  depends  in  part  upon  the  fact  that 
in  the  right  eye  the  instrument  had  to  be  applied  much  nearer  to 
the  cornea  than  in  the  left.  The  tension  is,  therefore,  more  nearly 
alike  than  the  figures  indicate.  The  child  says  he  "  sees  better," 
but  his  statement  cannot  be  relied  on.  An  accurate  test  of  vision 
is  impossible.      It  is  certainly  not  worse.     Patient  discharged  (the 
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wires  reniainiBg  in  the   eyes),  and  to  be  brought  frequently  for 
inspection. 

The  remainder  of  the  case  is  a  history  of  disasters,  and  may  be 
very  briefly  told.  Four  days  after  his  discharge  the  child  was 
brought  to  me  with  the  left  eye  in  a  state  of  acute  internal  inflam- 
mation, threatening  suppuration.  Pain  had  come  on  suddenly  two 
days  previously,  without  known  cause,  whilst  the  child  was  playing. 
He  was  at  once  readmitted,  placed  imder  chloroform,  and  the  wires 
removed  from  both  eyes.  The  right  eye  showed  no  sign  of  inflam- 
mation, but  had  become  very  soft  since  the  examination  four  days 
previously  ;  T — 3.  After  several  weeks  in  hospital,  during  which 
time  the  inflammation  of  the  left  eye  subsided,  and  the  globe  shrank 
considerably,  the  child  was  again  sent  home.  When  next  seen, 
some  weeks  later,  the  right  eye  also  was  acutely  inflamed,  probably 
through  sympathetic  action.  The  shrunken  left  eye  was  excised 
(specimen  14).  He  is  still  under  care  for  the  sympathetic 
inflammation  of  the  right  eye.  (May,  1879.  From  this  he 
recovered  in  a  few  weeks.     T  —  2.     V  =  0). 

CASE   15. 
Fig.    55,   slides   15a,    15b,   15c. — Large  sarcomatous  tumour 
within  the  eye;  no  excess  of  tension.     This  case  occurred  in  the 
practice  of    Mr.   Solomon;    it   has   already   been    referred  to  in 
detail.  {^) 

CASE    16. 

Fig.  5Jf,  slide  16a. —  Glioma  of  retina,  entirely  filling  vitreous 
chamber  and  compressing  lens  firmly  against  cornea,  tvith  almost 
complete  obliteration  of  iris  and  ciliary  processes. — The  specimen 
which  is  now  in  my  collection  was  sent  to  me  by  Mr.  Hodges,  of 
Leicester.  The  slide  and  figure  are  exhibited  merely  to  demonstrate 
the  remarkable  change  of  form  which  the  lens  may  undergo  when 
subjected  to  pressure.  (-) 

1  See  Section  V.,  p.  186.         ^  Section  V.,  p.  174,  note. 
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CASE   17. 
(F.  128). — Secondary  glaucoma,  posterior  synechia,  unsuccessful 

iridectomy. — Henry  S s,  45.     Et.  circular  synechia  posterior ; 

great  injection  of  ciliary  region;  pain ;  T  —  1,  V  fingers  at  6  ins. 
Lt.  (the  eye  in  question)  T  +  2,  V  =  0 ;  was  first  inflamed  fifteen 
years  ago  ;  many  subsequent  attacks  ;  quite  blind  for  five  or  six 
years.  Iridectomy  was  performed  on  this  eye  three  weeks  ago  by 
a  skilful  operator.  The  incision  is  now  visible  in  the  upper  part 
of  cornea.  Jg-  inch  within  its  margin ;  it  is  healed,  but  bulging,  and 
iris  appears  to  be  entangled  in  it ;  a  partly  decolourised  blood 
clot  in  anterior  chamber.     Excised. 

Sj)ecimen. — The  globe  presents  three  large  equatorial  staphy- 
lomata,  which  give  it  a  distinctly  triangular  shape.  The  retina, 
choroid,  and  sclera  are  aU.  adherent,  and  greatly  attenuated  in  the 
staphylomatous  parts.  In  the  posterior  hemisphere  are  numerous 
small  round  recent  retinal  hemorrhages — the  consequence,  doubtless, 
of  the  operation  three  weeks  previously. 

Fig.  17.  Slide  17a. — Peripheral  adhesion  of  iris  and  cornea 
coextensive  with,  and  evidently  caused  by,  pressure  of  ciliary 
process. 

Slide  17h. — Similar  to  last. 

Fig.  18.  Slide  17c. — Section  through  the  position  of  the 
iridectomy,  as  indicated  by  a  complete  gap  in  iris ;  peripheral 
adhesion  of  stump  of  iris  to  cornea ;  the  operation  has  failed  to 
reopen  angle  of  chamber,  the  incision  having  been  made  at  a 
considerable  distance  from  sclera  ;  the  cicatrix  of  the  incision  was, 
unfortunately,  not  included  in  the  portion  from  which  the  sections 
were  cut,  nearly  the  whole  of  the  cornea,  including  the  cicatrix, 
having  been  removed  previously,  with  a  view  to  testing  the  intrinsic 
strength  of  the  "partition."  The  result  of  this  experiment  proved 
to  be  of  no  value. 

Slide  17 d. — Similar  to  last.  A  portion  of  iris  remains  adherent 
to  cornea  near  to  the  incision. 

Fig.  52,  Slides  17 e,  i?/.— Optic  disc. 
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CASE   18. 

Secondary  glaucoma,  j^osterior  synechia. — I  have  no  notes 
of  the  clinical  history.  The  eye  was  given  to  me  hy  Mr.  Eales, 
divided  into  anterior  and  posterior  halves,  with  note:  "A 
hard  eye  ;  posterior  synechia  of  long  duration  ;  patient  an  elderly 
woman."  In  preparing  the  specimen  for  examination  the  lens, 
suspensory  ligament,  and  adherent  uveal  surface  of  iris  became 
detached. 

Fig.  19,  Slide  18a. — The  angle  of  anterior  chamber  is  not 
completely  closed  ;  Schlemm's  canal  remains  open.  The  appearance 
of  the  pigment  cells  on  the  inner  surface  of  the  cornea,  opposite  to 
the  periphery  of  iris,  indicates,  however,  that  these  parts  have 
been  in  contact,  if  not  absolutely  adherent.  (^)  The  position  of 
the  ciliary  processes  suggests  that  this  contact  has  been  occasioned, 
not  by  the  intervention  of  the  processes,  but  by  the  direct  agency  of 
the  lens,  to  which  the  iris  was  probably  adherent  throughout  the 
greater  part  of  its  posterior  surface. 

Slide  18b. — Similar  to  last. 

Slide  18c. — Optic  disc.  Excavation  indicates  continuance  of 
excessive  pressure.  The  retina  was  not  detached  when  the  eye  was 
first  opened,  but  assumed  an  altered  position  while  in  Mliller's 
fluid. 

Slide  18d,  18e. — Portions  of  sclera,  exhibiting  large  veins 
perforating  it,  patent,  and  containing  blood. 

CASE   19. 
(F.  173). — Premonitory  symptoms  of  glaucoma  in  a  woman 
aged    31 ;    acide   glaucoma    induced   hy    atropine,    and    rajndly 

subdued  by  calabar. — Elizabeth  P ,  aged  31,  married,   came  to 

the  hospital  February  19th,  1878.  She  complained  of  dimness  of 
sight  coming  on  every  evening,  so  that  sewing  and  reading  were 
impossible,  and  an  inability  to  open  the  eyes  properly  during  these 
attacks;  also  of  frequent  sharp  pain  darting  through  the  eyes, 
temples  and  forehead,  especially  on  left  side.  She  was  thin,  pale, 
and  nervous,   flushing  readily  when  spoken  to ;  had  been  under 

1  See  Section  V,,  p.  177. 
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treatment  for  many  months,  and  by  several  practitioners,  for  some 
uterine  disorder ;  at  subsequent  visits  she  manifested  a  highly 
hysterical  temperament ;  nearly  fainted  during  a  sphygmographic 
examination  of  the  pulse,  and  Avas  greatly  agitated  by  a  physical 
examination  of  the  chest.  Et.  E,  Y  =  |^,  accommodation  very 
weak.  Lt.  E,  V  =  l^.,  accommodation  very  weak.  Considering 
the  case  to  be  one  of  asthenopia  from  debility,  I  ordered  iron  and 
strychnia,  and  glasses  (+  40)  for  sewing  and  reading. 

March  1st  (ten  days  later).  Patient  reported  the  eyes 
worse  rather  than  better.  Ee-examined  more  thoroughly. 
Et.  E,  V  =  |§,  near  point  9  ins.  Lt.  E,  V  =  |^,  near  point  10  ins. 
Anterior  ciliary  veins  somewhat  enlarged ;  pupils  active  and  of 
medium  size  ;  optic  discs  normal ;  pulsation  of  a  short  portion  of 
.a  vein  on  the  left  disc,  between  the  point  where  it  is  crossed  by  an 
arterial  trunk  and  its  disappearance  into  the  disc  (see  fig.  45). 
Each  eye  T  +  1  ?  (the  tonometer  was  not  yet  completed) ;  no  con- 
traction of  visual  fields ;  frequent  darting  pain  in  and  around  eyes  ; 
several  teeth  decayed,  but  no  pain  in  them. 

During  the  following  few  weeks  patient  took  quinine,  iron,  and 
bromide  of  potassium.  Though  suspicious  of  the  commencement  of 
glaucoma,  I  deemed  immediate  operation  unjustifiable,  seeing  that 
increase  of  tension  was  not  pronounced,  and  vision  was  not 
impaired  as  regards  acuity,  and  that  in  any  case  the  action  of 
iridectomy  in  such  conditions  and  at  so  early  an  age  would  be 
doubtful. 

April  SOth.  More  pain  the  last  week  ;  it  is  worse  at  night, 
and  is  always  increased  by  stooping  and  by  washing  the  face, 
whether  with  warm  or  cold  water  (possibly  because  of  the  stooping 
involved).  Occasional  sharp  pain  in  teeth  for  half  an  hour  at  a 
time  last  week.  Et.  E,  V  |^,  near  point  10  ins,  impression  'GO  mm. 
Lt.  E,  V  |§,  near  point,  10  ins,  impression  -69  mm.  The  depth 
of  the  tonometer  impressions  indicated  a  tension  just  above 
the  normal  limits,  but  as  I  had  at  that  time  not  yet  ascer- 
tained what  these  limits  are,  in  the  case  of  my  own  instrument,  I 
did  not  appreciate  the  results  obtained.  Believing  that  the 
complaints  of  pain  were  possibly  exaggerations,  and  that  a  latent 
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hypermetropia  might  be  concerned,  therein,  I  determined  to  try  the 
effect  of  atropine,  and  ordered  drops  of  a  1 -grain  solution  to  be  used 
thrice  daily. 

Three  days  later  patient  returned,  alarmed  by  an  increased 
dimness  of  sight,  ■which,  however,  was  explained  by  the  develop- 
ment of  hypermetropia  "with  paralysis  of  accommodation,  thus  : — 
Et.  H  =  -s\,  V  -  l§.  Lt.  H  -  ^V»  ^  =  l^-  ^0  difference  was 
observed  in  the  appearance  of  the  anterior  ciliary  vessels.  She  was 
ordered  to  continue  use  of  drops,  and  not  to  alarm  herself 
without  cause. 

May  9th  (eight  days  after  beginning  use  of  atropine).  The 
husband  called  on  me  to  say  that  his  wife  was  in  bed,  suffering 
violent  pain  in  the  eye.  I  saw  her  late  the  same  night,  with  Mr. 
Potts,  who  had  been  attending  her  for  a  uterine  haemorrhage* 
"She  was  in  a  state  of  extreme  nervous  depression  and  exhaustion  ; 
violent  pain  in  the  right  eye  had  come  on  about  twenty-four  hours 
previously,  and.  still  continued  worse  rather  than  better ;  she  had 
vomited  and  retched  all  day,  and  swallowed  nothing.  Jlie  7'iglit 
eye  ivas  in  a  state  of  acute  glaucoma.  T  +  2  or  3,  impression 
•40  mm.  Episcleral  vessels  and  conjunctiva  intensely  injected  j 
pupil  dilated  and  fixed ;  cornea  slightly  hazy,  so  that  a  very 
minute  examination  of  disc  and  retina  was  impossible  ;  disc  was 
perceptibly  pale,  the  arteries  small,  and  I  thought  the  veins  also 
were  smaller  than  when  previously  examined.  I  decided  to 
perform  iridectomy  early  next  morning,  and  obtained  the  consent 
of  the  patient  and  her  husband.  Meanwhile,  believing  the  atropine 
to  be  concerned  in  the  acute  attack,  I  applied  a  calabar  disc  to  the 
eye,  and  ordered  a  draught  of  choral  and  morphia. 

On  returning  next  morning — i.e.,  about  twelve  hours  later — with 
Mr.  Potts,  we  found  that  every  indication  for  operation 
had  vanished.  Patient  had  slept  soundly  and  waked  free  from 
pain.  Eight  eye  considerably  softer  than  the  other  in  fact,  as 
shown  by  the  tonometer,  softer  than  at  any  previous  examination. 
Et.  T  n,  impression  '78.  Lt.  T  +  1,  impression  'GS.  Eight 
sclera  almost  as  pale  as  left ;  pupil  smaller  than  left ;  no  pain 
It   was   a    question    whether    this    rapid,    disappearance    of    the 
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glaucoinatoi;s  symptoms  in  the  right  eye  was  attrihiitable  to  the 
calabar  or  to  the  narcotic  draught,  especially  the  morphia,  which  is 
said  to  occasionally  exercise  snch  an  effect.  The  unchanged  tension 
of  the  other  eye  (or  rather  the  increase  of  tension  since  the  measure- 
ment previous  to  using  the  atropine),  which  still  remained  in 
excess,  although  the  eye  to  Avhich  calabar  was  used  had  fallen  quite 
to  the  normal,  convinced  me  that  the  reduction  of  tension  was  due 
chiefly,  if  not  entirely,  to  the  single  application  of  calabar.  This 
opinion  was  strengthened  when,  by  subsequently  applying  calabar 
to  the  other  eye,  it  also  recovered  a  normal  tension.  The  patient 
was  ordered  a  calabar  disc  to  each  eye  night  and  morning. 

May  13th.  The  tension  of  both  eyes  is  lower  than  at  any 
previous  examination,  and  the  anterior  ciliary  vessels  are  now 
hardly  noticeably  enlarged.  Et.  Tn.,  impression  'SS.  Lt.  T  n, 
impression  '74.  Patient  complains  of  pain  in  the  eye  after  using 
the  discs,  but  as  they  have  effected  so  decided  an  improvement 
they  are  on  no  account  to  be  discarded.  Half  a  disc  to  be  used 
each  night. 

The  further  notes  of  the  case  are  not  important  in  detail.  At 
different  times  I  substituted  solutions  of  eserine  and  of  pilocarpine 
for  the  calabar  discs,  but  the  patient  gives  a  decided  preference  to 
the  latter,  as  giving  her  less  pain.  She  is  not  now,  and  has  not 
been  at  any  time  since  she  has  been  under  notice,  entirely  free 
from  discomfort,  but  she  is  now  generally  able  to  use  the  eyes  in 
moderation  in  reading,  sewing,  &c.  The  freedom  from  discomfort 
and  pain  appears  to  vary  with,  and  to  depend  upon,  her  general 
condition.  Wishing  to  test  the  influence  of  calabar  on  the  tension 
of  the  eyes,  I  desired  the  patient  to  omit  its  use  entirely  for  a  day 
or  two,  and  then  to  call  on  me.  On  her  doing  so,  I  measured  the 
tension  before  and  after  the  application  of  a  calabar  disc,  with  the 
following  results. 

Septemlier  17th.    Half  a  disc  had  been  applied  to  each  eye  forty 
hours  previously;    none  since:     Rt.,   impression    "79  mm.;    Lt., 
impression  '77  mm.     Half  a  disc  was  then  applied  to  each  eye. 
Thirty  minutes  later:    Rt.,  impression    -85;   Lt.,  impression    '84 
Thus  an  unmistakable  lowering  of  tension  was  obtained.     As  this 
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point  is  important,  I  will  give  the  measurements  in  detail.  Their 
close  correspondence  in  each  case  proves,  I  think,  that  I  did  not 
deceive  myself  through  chance  variations  : — 

Before  calabar — 


Pit  below 

Total 

Sine. 

chord. 

Impression, 

Et.     . 

...     52 

28 

53 

26     ., 

,.     -79 

52 

26 

Lt.     . 

...     53 

24     ., 

..     -77 

63 

24 

51 

26 

After  calalar — 

Et.     , 

...     53 

32     . 

35 

35 

..     -85 

Lt. 

...     53 

32 
32 

31     . 

..     -84 

November  8tli.  The  patient  has  omitted  the  calabar  for  fourteen 
days,  as  each  application  caused  a  good  deal  of  pain.  She  has, 
however,  suffered  a  good  deal  of  pain  since,  and  the  eyes  are 
frequently  a  little  dim  in  the  evening. 

The  visible  conditions  remain  unaltered,  except  that  the  anterior 
ciliary  veins  are  again  decidedly  enlarged  ;  no  change  in  acuity  of 
vision  or  in  visual  fields.  Et.  T  +  1,  impression  "65  mm.  ; 
Lt.  T  +  1,  impression  '69  mm.  I  still  hesitate  to  perform 
iridectomy,  on  the  following  grounds  :  the  slightness  of  the 
excess  of  tension,  the  unaltered  structural  conditions,  the 
extreme  nervousness  of  the  patient,  and  the  good  effects  which 
have  attended  hitherto  the  use  of  calabar.  She  remains  under 
frequent  observation  and  general  treatment,  and  will  be  subjected 
to  operation  should  any  fresh  glaucomatous  symptoms  occur. 

December  ^Jftli.  No  calabar  used  for  several  weeks  ;  to  the 
touch,  tension  seems  quite  normal ;  very  slight  dilatation  of  ciliary 
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veins  ;  slight  pain  occasionally  ;  any  prolonged  use  of  the  eyes  in 
sewing,  &c.,  brings  on  the  pain,  but,  considering  tbe  bigkly  sensitive 
temperament  of  the  patient,  their  condition  may  be  considered  as 
fairly  natural.  The  general  health  has  improved  much  the  last  few 
weeks,  and  the  eyes  have  improved  simultaneously  with  it.  She  is 
directed  to  be  always  provided  with  calabar  discs,  and  to  apply  one 
at  once  should  any  sudden  deterioration  of  sight  occur  in  either 
eye. 

CASE  20. 
(F.  158.) — Chronic  glaucoma  ;  iridectomy  ;  permanent  abolition 
of  anterior  chamber,  increase  of  tension,  pain,  chemosis  ; 
paracentesis  of  vitreous  chamber,  no  improvement ;  paracentesis 
repeated,  loith  p)ressure  on  cornea  according  to  Ad.  Weber's 
method,  no  improvement ;  persistent  high  tension ;  total  loss 
of  sight.  Ann  G  ,  married,  aged  56,  admitted  into  hospital 
February  2nd,  1878.  Patient  states  that  eight  years  ago  she 
accidentally  discovered  that  left  eye  was  very  dim;  it  may 
have  been  failing  before  this ;  it  got  very  slowly  worse,  and 
has  been  quite  blind  now  for  several  years.  Eight  eye  began 
to  faU  about  four  years  ago,  and  has  steadily  deteriorated  ever 
since.  There  has  never  been  pain  or  redness  in  either  eye,  but 
she  "  suffered  a  great  deal  of  pain  shooting  through  the  temples 
nearly  all  the  time  she  was  having  her  family" — seven  children. 
The  pain  used  to  come  on  after  breakfast,  and  last  half  the  day ; 
"  it  often  made  her  vomit  when  it  was  very  bad."  Fifteen 
to  twenty  years  ago  she  suffered  frequently  and  intensely  from 
toothache.  Health  has  been  good  in  other  respects.  Et.  E  (with 
ophthalmoscope),  T  +  1,  V  =  perception  of  movements  of  hand 
at  two  feet  distance.     Field  of  vision  greatly  contracted,  thus  : — 


10° 


Lt.   V  =  0.     T  +  1. 
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In  external  appearance  the  eyes  were  nearly  normal  and  quite 
alike.  A  little  enlargement  of  the  anterior  ciliary  vessels  ;  pupils  a 
little  above  medium  size  ;  both  contract  slightly  when  light  falls  on 
right  eye  in  visual  axis  ;  anterior  chamber  in  each  eye  very 
shallow.  Media  perfectly  transparent.  Both  discs  deeply  cupped, 
the  continuity  of  the  vessels  apparently  broken  in  many  places  at 
the  margin  of  the  excavation.  The  bottom  of  the  cup  in  the 
right  eye  has  a  refraction  =  M  yy-  The  patient  had  been 
informed  some  years  previously  that  her  malady  was  cataract, 
and  could  be  cured  when  the  sight  was  nearly  gone.  She 
was  now  told  that  her  informant  had  been  mistaken,  and  that 
operation  could  now,  at  best,  preserve  what  little  sight  remained, 
though  even  this  was  uncertain. 

February  Jf.th.  Ether ;  iridectomy  upwards  in  right  eye.  A 
broad  lance-shaped  knife  was  used.  It  was  entered  1  mm.  external 
to  the  corneal  margin.  Owing  to  the  extreme  shallowness  of  the 
chamber,  it  was  extremely  difficult  to  keep  the  point  clear  of  both 
iris  and  cornea.  It  punctured  the  iris,  and  reappeared  about  2  mm. 
nearer  to  the  pupil,  without,  as  was  afterwards  definitely  ascertained, 
injuring  the  lens  capsule.  A  fair-sized  piece  of  iris  was  removed. 
There  was  scarcely  any  escape  of  aqueous  humour,  and  the  tension 
was  but  little  reduced  by  the  operation.  It  was  still  certainly  not 
below  Tn.  The  iris  was,  at  the  close  of  the  operation,  in  close 
contact  with  the  cornea.  This  was  evident  from  the  way  in  which 
a  minute  quantity  of  blood  escaping  from  the  cut  iris  followed  the 
fun-ows  of  the  membrane,  but  did  not  pass  over  its  ridges,  which 
were  in  contact  with  the  posterior  surface  of  the  cornea. 

February  5tli.  A  little  pain  frequently  shooting  through  eye 
and  temple  since  operation ;  slight  chemosis  of  ocular  conjunctiva  ; 
injection  of  scleral  vessels. 

February  6th.  Pain  continues ;  chemosis  increased,  it  now  sur- 
rounds the  whole  cornea  except  opposite  the  incision  ;  wound  appears 
closed,  but  there  is  no  restoration  of  anterior  chamber ;  a  little 
blood  remains  imprisoned  in  the  furrows  of  the  iris. 

February  7tk,  (third  day  after  iridectomy).  N"o  improvement ; 
chemosis  increased  rather  than  diminished.     An  incision  made  in 
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the   most   prominent  part  of  conjunctiva ;    escape   of  blood   and 
serum. 

February  8th.  Chemosis  gone  ;  scleral  vessels  continue  much 
injected;  T  certainly  not  less  than  before  iridectomy,  probably 
rather  greater ;  occasional  shooting  pains  in  eye  and  forehead, 
which  are  always  speedily  removed  by  application  of  hot  sponges. 
Morphia  in  small  doses  has  been  given  several  nights  since 
operation. 

February  9th.  J^[o  improvement ;  V  =  perception  of  daylight ; 
T  +  2 ;  no  anterior  chamber.  A  small  puncture  was  made  in 
outer  side  of  eye,  about  6  mm.  from  the  corneal  margin ;  a  few 
drops  of  yellowish  fluid  escaped. 

February  11th.  The  injection  of  the  sclera  is  diminished  in 
the  part  of  the  ciliary  region  corresponding  to  the  puncture  made 
two  days  ago  ;  no  other  change  discoverable. 

lebruary  24-th  (twentieth  day  after  iridectomy).  No  change  of 
importance  during  the  last  fourteen  days ;  no  anterior  chamber ; 
a  little  chemosis  ;  V  =  perception  of  daylight,  T  +  2  at  least^ 
Having  a  day  or  two  previously  read  Ad.  Weber's  article  on  the 
"  Cause  of  Glaucoma,"  containing  an  account  of  a  method  by 
which  he  had  succeeded  in  banishing  the  untoward  symptoms 
in  a  similar  case,  I  determined  to  put  it  in  practice  here, 
knowing  that,  if  left  to  take  its  own  course,  the  eye  was  doomed 
to  total  blindness.  The  interval  which  had  elapsed  since  the 
iridectomy  indicated,  according  to  Weber,  that  the  present  was  a 
favourable  time  for  the  operation.  After  several  instillations  of 
atropine  the  patient  was  rendered  half  unconscious  with  ether; 
much  sickness  and  distress  had  followed  a  full  ether  narcosis 
at  the  first  operation,  and  the  patient  strongly  objected  to  its 
employment,  but  was  unfit  to  undergo  another  operation 
without  it.  With  a  broad  cutting  needle  a  puncture  was  made 
through  the  sclera  as  far  below  the  cornea  as  practicable ;  a 
little  clear  colourless  vitreous  escaped ;  a  considerable  pressure 
was  made  upon  the  apex  of  the  cornea  by  means  of  a  finger  ou 
the  upper  lid,  and  maintained  for  half  a  minute  at  least.  On 
examining   the  eye   immediately  afterwards    I  was   disappointed 
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to  find  no  appearance  of  a  restored  anterior  chamljer.  Eserine 
drops  were  immediately  applied,  and  continued  many  days  subse- 
quently. No  marked  change  of  any  kind  was  observed  as  the 
result  of  this  operation.  (^) 

March  6th,  (tliirtietli  day  after  iridectomy).  Less  injection  of 
sclera ;  media  tarbid,  a  dull  red  reflex  from  fundus  is  just 
discernible ;  T  +  2,  perhaps  a  little  lower  than  a  week  ago  ;  V  = 
faint  perception  of  lamp  placed  in  visual  axis. 

March  9th.     Discharged  from  hospital. 

April  26th.  Eight  wound  well  closed,  with  little  visible 
cicatricial  substance  ;  no  anterior  chamber,  or  possibly  a  vary  thin 
layer  of  aqueous  humour  between  iris  and  cornea ;  no  pain ; 
media  much  clearer,  but  still  rather  cloudy ;  V  =  0.  Kt.  T  +  2 
or  +  3,  impression  '39  mm.    Lt.    T  +  2  or  +  1,  impression  "52  mm. 

[My  tonometer  was  not  completed  uutil  some  weeks  after  this 
patient  underwent  operation,  and  no  measurements  were  made  until 
her  final  visit  on  April  26  th.  At  her  first  visit  the  tension  was 
recorded  as  T  +  1  in  each ;  if  either  eye  were  the  harder  it 
would  probably  be  the  left,  which  was  in  a  state  of  absolute 
glaucoma.  If  this  were  so,  then  the  result  of  the  treatment 
practised  on  the  right  was  an  increase  of  its  tension.] 

CASE    21. 
{F.  17  Ji). — Chronic    glaucoma;    not  benefited  by  pilocarpine  ; 
arrested    by    iridectomy ;     increase    of    glaucomatous    tension    in 
fellow  eye  immediately  after  iridectomy,  but   no  acute  symptoms ; 

H  before,  M  after,   oiJeration. — William  H d,  70,  bricklayer. 

Was  brought  to  the  hospital  by  Dr.  Monckton,  of  Rugeley,  on 
February  21st,  1878.  Patient  stated  that  left  eye  began  to  fail 
ten  years  ago,  got  slowly  Avorse,  and  had  been  totally  blind  about 
three  months.  It  had  never  been  painful,  but  some  time  back  had 
been  rather  over-sensative,  and  "  ran  water  "  on  any  exposure  to 
cold  and  wind.  The  right  began  to  fail  about  one  year  ago.  In 
both  eyes  the  sight  had  varied  much  at  difi'erent  times,  being 
always  worse  in  damp  foggy  weather.      Had  never  suffered  the 

^  See  Section  V.,  p.  172. 
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least  pain  in  either  eye.  Health  had  always  been  excellent ;  had 
"  never  Lad  an  hour's  illness,  and  never  taken  a  dose  of  physic, 
not  even  a  dose  of  salts,  so  far  as  he  knew,  in  his  life."  Suffered 
much  from  toothache  more  than  twenty-five  years  ago.  Has 
smoked  |  oz.  of  shag  daily  for  many  years. 

Rt.  Hm.  =  ^,  V  =  1^  imperfectly,  T  +  2.    Visual  field  much 
contracted,  thus : — 


35* 


25° 


45° 


30° 


Lt.   V  =  0.   T  +  2. 


Pupils  of  medium  size,  and,  considering  age  of  patient,  very  fairly 
active,  in  response  to  action  of  light  on  right  eye.  Anterior  ciliary 
arteries  somewhat  enlarged;  cannot  be  emptied  by  bearable  finger 
pressure;  anterior  chambers  shallow;  media  perfectly  transparent; 
both  discs  deeply  cupped  quite  up  to  margin  ;  course  of  the  vessels 
apparently  interupted  at  the  margin  of  the  excavation  ;  no  visible 
arterial  pulsation  ;  in  left  disc  a  short  portion  of  a  vein,  extending 
from  centre  to  point  where  an  artery  crosses  it,  decreases  in  size 
almost  to  complete  emptiness  synchronously  with  each  radial 
pulsation. 

Fig.  ^7  represents  right  disc. 

Considering  the  slow  progress  of  the  malady  in  the  other  eye, 
the  excellent  central  vision  still  retained,  and  the  entire  dependence 
of  patient  upon  this  remnant  of  vision,  I  deemed  it  better  to 
attempt  to  arrest  or  delay  the  progress  of  the  disease  by  eserine  or 
pilocarpine  than  to  resort  immediately  to  iridectomy.  Patient 
went  home  with  a  supply  of  pilocarpine  drops  (two  grains  to  one 
ounce)  for  a  month.  I  believe  that  this  solution  was  too  weak  ; 
in  subsequent  cases  I  have  used  eight  grains  to  one  ounce,  which 
appears  to  be  about  equal  in  effect  to  eserine  one  grain  to  one 
ounce. 

March  36th  (four  weeks  later).     Distinct  deterioration,  both  as 
regards  acuity  and  field.      Rt.   Hm.  =  J^-,  V  =  f^,  T  +  2,    im- 
R 
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pression   '48  mm.     Lt.   T  +  2,  impression  '44  mm.     Advised  to 
undergo  operation  at  once. 

April  9th.  Readmitted  to  hospital  for  operation.  Et.  Hm. 
=  ^,  V  1^,  T  +  2,  impression  -44  mm.  Lt.  T  +  2,  impression 
•42  mm.     Field  of  vision  (right)  before  iridectomy — 


32° 

April  10th,  10  a.m.  Ether;  iridectomy  upwards;  incision 
nearly  2  mm.  external  to  corneal  margin,  with  broad  lance-shaped 
knife ;  as  the  point  entered  anterior  chamber  aqueous  escaped 
beneath  conjunctiva  and  bulged  it  forward  ;  operation  satisfactory. 
5  p.m. ;  No  pain ;  iris  is  in  contact  with  cornea  except  where  a  little 
blood  lies,  chiefly  in  the  furrows  of  the  membrane  ;  to  the  touch 
the  eye  seems  nearly  as  hard  as  before  operation ;  morphia  and 
chloral  draught  at  night. 

April  11th.  Sharp  pain  for  an  hour  during  the  night,  relieved 
by  hot  sponge  ;  no  pain  now;  iris  in  contact  with  cornea ;  conjunc- 
tiva slightly  oedematous  all  round  corneal  margin  ;  fingers  detect  no 
diminution  of  tension  ;  the  non-operated  eye  feels  harder  than 
before.  In  view  of  Weber's  theory  that  the  outbreak  of  acute 
symptoms  in  non-operated  eye  after  operation  is  due  to  depression 
of  circulation  through  confinement  to  bed,  patient  is  to  be  dressed 
and  seated  by  the  fire.  (^) — 5  p.m.  :  Patient  has  been  up  all  day  as 
usual ;  no  change  in  operated  eye  since  morning ;  non-operated  eye, 
measured  with  tonometer,  harder  than  before  operation,  viz.  : — 
Lt.  36  hrs.  after  operation,  impression  "34.;  24  hrs.  before  operation, 
impression  "42. 

April  ISth  (third  day  after  iridectomy).  Yesterday  the  surface 
of  iris  was  entirely  free  from  blood ;  to-day  there  is  a  fresh  effusion 
of  very  small  amount  between  iris  and  cornea  ;  as  the  upper  lid  was 
raised  and  the  patient  turned  the  eye  downwards  this  film  of  blood 

»  See  Section  VI.,  p.  214. 
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suddenly  passed  into  the  pupil  leaving,  the  iris  free — no  doubt, 
through  the  escape  of  a  small  quantity  of  aqueous  humour  through 
the  incision  at  the  moment  when  the  contact  of  the  upper  lid  was 
removed ;  iris  in  contact  with  cornea,  no  oedema.  Left  eye  still 
harder — impression  '28  mm. 

April  15th  (fifth  day  after  iridectomy).  Incision  closed  ;  iris  not 
quite  in  contact  with  cornea;  slight  oedema  of  conjunctiva;  media 
nearly  as  clear  as  before  operation ;  no  change  discovered  in  fundus. 
M  =  J'j;,  V  =  fg-,  Lt.  impression  -35  mm. 

April  17th.  Sudden  sharp  pain  in  operated  eye  last  night,  with 
flow  of  water  from  it — probably  a  partial  reopening  of  the  incision  ; 
to-day  incision  closed,  anterior  chamber  re-established,  though  very 
shallow;  M  =  -gV'  ^  ~  tSo-     '^^•i  ii^pi'ession  -36  mm. 

April  23rd  (thirteenth  day  after  iridectomy).  Sudden  sharp  pain 
again,  with  flow  of  water  from  the  eye  and  down  the  nostril  four 
nights  ago  ;  ceased  entirely  after  several  hours,  and  has  not  recurred ; 
incision  closed,  cicatrix  greyish,  very  slightly  prominent ;  anterior 
chamber  a  little  deeper  ;  several  small  points  of  synechia  posterior ; 
pilocarpine  has  been  used  twice  daily  since  operation.  Rt.  E  or 
M  =  ^,  V  Ywo  (^^^  tested  for  astigmatism).  Field  a  little 
larger,  thus  : — Tn.  impression  "81  mm. 


15" 


18° 


32° 


Lt.,  T  +  3,    impression    •27.      Patient    discharged ;    to   continue 
pilocarpine. 

May  Srd.  Incision  firmly  healed,  not  prominent ;  lips  of 
incision  not  in  immediate  apposition,  but  separated  by  a  greyish, 
semi-opaque,  cicatricial  substance ;  tension  higher  than  when  last 
examined,  and  decidedly  above  normal  limit,  but  not  so  high  as 
before  iridectomy.  Rt.  E,  V  \^.,  T  +  1,  impression  "51  mm.  ; 
Lt.  T  +  2,  impression  '38  mm.     To  discontinue  pilocarpine. 
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May  24th.     Tension  lower  in  both  eyes.     Rt.,  impression  "63  ; 
Lt.,  impression  •48.     Eight  field  a  little  larger  : — 


15° 


38° 


August  23rd.     Considerable  contraction  of  visual  field  since  last 
examination : — 


30° 


30° 


18     . 
100  3 


Tension  apparently  a  little  higher — Rt.,  impression  "57,  E,  V 

Lt.,  impression    "SQ.       There    is    now    considerable    conjunctival 

hyperemia,  and  frequent  pain  in  eye  and  head  (  ^ ). 


CASE    22. 
Ghronic   glaucoma ;     absnlide ;     large    veinf'    in    iris ;     deep 

anterior  chamber,    ^c. — John    C y,    79.      Leftbegan    to   fail 

seven  years  ago  ;  it  became  quite  blind  in  a  few  months  ;  no  pain 
then  or  since.  Right  began  to  fail  a  month  or  two  later  than 
left,  and  became  quite  blind  in  about  twelve  months ;  no  pain 
then  or  since.  Patient's  father  and  mother  died  at  about  74, 
with  good  sight  to  the  last;  two  brothers  died  about  70, 
with  good  sight.  Lt.  V  =  0,  T  +  3,  impression  -22  mm.  (the 
hardest  eye  I  have  yet  measured).  Cornea  slightly  hazy ; 
non-sensitive  ;  pupil  rather  above  middle  size ;  iris  traversed  by 
large  veins,  which  appear  to  be  directly  continuous  with  some 
enormously  dilated  episcleral  veins  (see  fig.  42) ;  the  latter  can  be 

1  (June,  1879. — The  blind  eye,  which  for  some  months  past  has  been  liable 
to  frequent  pain,  accompanied  with  more  or  less  piin  and  irritability  in  the 
operated  eye,  has  been  recently  excised  The  fellow  eye  has  now  recovered 
from  all  sign  of  irritation,  and  in  other  respects  shows  no  deterioration  since 
last  year). 
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emptied  by  very  firm  pressure,  and  refill /ro??^  tlie  corneal  margin 
towards  the  equator ;  lens  cataractous  j  anterior  chamber  deeper  than 
is  usual  at  middle  age.  Eight  very  similar  to  left ;  large  veins  on 
iris.  The  patient  drew  my  attention  to  the  fact  that  his  nose  was 
remarkably  cold.  The  whole  surface  of  the  nose,  exactly  up  to 
the  line  of  its  junction  with  the  cheek  on  each  side,  feels  lilce 
tliat  of  a  corpse.  It  is  not  anaesthetic,  and  the  coldness  is  a  soiirce 
of  discomfort ;  it  is  always  cold  except  when  he  warms  it  by  direct 
heat  from  the  fire.  It  has  been  so  for  some  years.  Hands  and  feet 
are  not  at  all  cold.     General  circulation  good. 

CASE   23. 

(A.    lJt2.) — Primary   glaucoma  ;     ahsohde  ;    preceded   many 
years  by  violent  j;f<i»6'  in   head  arid    eye ;    rupture  and  collaptse 

of  one  eye ;    scleral  staphyloma  of  the  other. — Mrs.  C y,   59, 

wife  of  the  foregoing.  States  that  from  childhood  she  has 
been  subject  to  very  bad  "bilious  headaches,"  always  on  left 
side  of  head,  and  always  accompanied  with  pain  in  left  eye ;  the 
pain  in  the  eye  was  so  bad  that  she  "  always  had  to  put  wet 
cloths  over  it ;"  the  headaches  seemed  to  be  brought  on  by  any 
over-fatigue,  worry,  or  excitement.  About  eleven  years  ago  the 
sight  of  this  eye  first  began  to  fail ;  at  first  the  dimness  was  only 
occasional,  and  passed  away  entirely  between  times,  but  when 
menstruation  ceased  it  became  more  decided  and  permanent,  and 
about  two  years  later  the  eye  was  quite  blind ;  it  still  continued 
painful  with  each  recurrence  of  the  headaches  ;  four  years  ago, 
after  being  red  and  painful  for  several  weeks,  it  ruptured,  with 
great  loss  of  blood,  and  subsequently  shrunk  ;  it  is  still  painful 
during  the  headaches.  The  right  eye  began  to  fail  three  or  four 
years  later  than  the  left,  and  became  blind  in  about  twelve  months ; 
she  does  not  remember  ever  to  have  had  pain  worth  mentioning  in 
the  right  eye  or  right  side  of  head.  Patient's  mother  died  insane  ; 
suffered  from  melancholy,  and  was  in  confinement  some  years 
before  her  death ;  the  family  history  otherwise  excellent  —  viz., 
father  died  at  sixty-four,  with  good  sight ;  three  brothers  and  one 
sister  at  about  sixty ;  six  maternal  uncles  and  aunts  at  from  sixty  to 
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eighty ;  all  with  good  sight  and  free  from  mental  disease. 
Et.,  absolute  glaucoma ;  pupil  widely  dilated  ;  cornea  hazy ;  lens 
imperfectly  transparent ;  large  equatorial  staphyloma  on  each  side 
of  the  eye;  T  +  3,  impression  "27  mm.  Lt.  collapsed  and  shrunken. 
The  children  of  the  foregoing  couple,  aged  25,  38,  and  43,  have 
excellent  sight. 

CASE   24. 
(F.  230.) — Dislocation  of  lens  into  anterioi'  chamber;    rapid 

onset   of  glaucomatous    symptoms. — Sarah    H s,  38,  admitted 

to  hospital  April  30th.  C^)  Eight  eye  has  been  dim  from 
childhood  ;  yesterday  it  was  quite  as  usual  until,  suddenly,  in  the 
afternoon,  something  seemed  to  go  wrong  with  it ;  it  felt  uncom- 
fortable, as  though  something  were  in  it ;  woke  in  the  night  with 
violent  pain  in  the  eye  ;  began  to  vomit,  and  has  continued  to  do 
so  almost  constantly  until  now.  Patient  much  prostrated,  pale, 
perspiring  freely  ;  pulse  quick  and  weak  ;  severe  pain  in  right  eye  ; 
lens  in  anterior  chamber,  which  it  fills  almost  up  to  the  margin  ; 
the  periphery  of  lens,  visible  as  a  golden  circle,  is  about  1  mm. 
distant  from  corneo-scleral  junction  above,  nearer  still  below ;  pupil, 
as  seen  through  lens,  about  medium  size;  intense  injection  of 
ciliary  region.  T  +  2  at  least,  impressiom  '40  mm.  Ether ;  lens 
extracted  entire  through  a  peripheral  incision  (made  by  carrying 
point  of  a  Graefe's  cataract  knife  round  the  angle  of  chamber), 
with  a  cataract  scoop  and  light  pressure  on  cornea.  Vomiting 
continued  many  hours  ;  partial  suppuration  of  cornea  and  shrinking 
of  eye  ;  final  healing  with  T  —  2. 

CASE   25. 

(F.  153.) — Dislocation  of  lens  into  anterior  chamber  ;    rapid 

onset  of  intense  glaucomatous  symptoms.      Miss  Eosetta  C s, 

22,  seen  at  her  own  home,  June  18th,  1877.  Both  eyes  have  had 
very  imperfect  sight  for  many  years.  With  right  eye  she  has  been 
able  to  read  on  holding  book  an  inch  or  two  from  face.  Yesterday 
morning,  whilst  stooping   over  washing  basin,  a  sudden  dimness 

^  See  Section  V.,  p.  183,  for  pathology  of  tliese  dislocations  with  glaucoma. 
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came  over  right  eye  ;  discomfort  all  day,  becoming  severe  pain 
towards  evening,  with  much  redness  and  watering  of  the 
eye  ;  severe  pain  continued  all  night,  with  very  frequent  vomiting. 
Et.,  considerable  swelling  and  redness  of  lids ;  great  injection 
of  ciliary  region  ;  pupil  widely  dilated ;  lens  in  anterior  chamber, 
its  diameter  rather  greater  than  that  of  pnpil,  the  "  gold  line"  being 
visible  all  round  in  front  of  iris  and  a  little  within  cornea-sclera 
junction ;  T  +  2  ;  with  ophthalmoscope  nothing  but  a  dull  red  reflex 
perceptible.  Lt.,  iris  tremulous  ;  pupil  small ;  lens  lies  unattached 
at  bottom  of  vitreous  chamber.  Two  days  later  the  lower  margin 
of  lens  receded  behind  margin  of  pupil,  and  the  severity  of  the 
symptoms  diminished.  With  much  difficulty  patient  was  induced 
to  consent  to  operation.  The  following  morning,  as  Dr.  Carter 
was  just  about  to  administer  ether  for  me,  I  found  that  the  lens 
had  completely  disappeared.     Operation  postponed. 

During  the  three  months  following,  the  same  accident,  accom- 
panied on  each  occasion  by  the  same  glaucomatous  symptoms, 
recurred  three  or  four  times ;  the  pain  was  less  intense  each  time, 
but  the  patient  alarmed  by  the  prospect  of  losing  the  sight  entirely, 
begged  for  operation. 

November  22nd.  Before  the  commencement  of  the  ether 
administration  the  lens  was  completely  in  front  of  the  iris,  but 
on  introducing  speculum  I  found  it  had  again  completely 
disappeared.  Patient,  in  ether  narcosis,  was  placed  in  a  partially 
prone  position,  in  order,  if  possible,  to  bring  lers  forward  again 
through  pupil ;  twice  this  was  done  in  vain  ;  finally  we  placed  the 
head  completely  over  the  edge  of  bed,  the  face  towards  floor,  when 
the  lens  immediately  entered  anterior  chamber.  Dr.  Carter  held 
the  head,  with  the  face  looking  downwards  at  an  angle  of  about  45°, 
while  I,  kneeling  on  the  floor,  made  an  incision  at  the  lower 
margin  of  the  chamber  with  a  Graefe's  cataract  knife.  The 
moment  the  incision  was  completed  the  lens  and  some  vitreous 
humour  were  forcibly  extruded,  and  fell  on  to  my  sleeve.  The 
incision  healed  with  a  slightly  bulging  cicatrix,  to  which  the  iris 
adheres.     Pupil  drawn  towards  cicatrix ;    astigmatism.      V  with 
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lens  +  4|  =  2^^  (astigmatism  not  corrected),  Tn.  impression  '72  mm. 
Non-operated  eye,  V  with  lens  +  4^  =  ^. 

[In  this   case  eserine  had  no  influence  on  the  pupil,   and  was 
therefore  powerless  to  retard  the  slipping  of  the  lens  hackwards.] 

CASE   26. 
(B.  115.) — Dislocation  of  lens  into  anterior  chamber;  no  pain; 

no    rise    of   tension.  —  Sarah   W ,    28,    married.      Admitted 

into  the  hospital  April  21st,  1875.  Patient  says  she  has  been 
"  very  short-sighted  "  (aphakia)  ever  since  she  can  remember.  This 
morning  she  noticed  something  quite  new  and  strange  the  matter 
with  the  left  eye.  The  husband  also  noticed  a  strange  appearance 
about  the  eye.  It  was  not  red  or  painful.  Lt.  :  The  lens  lies  in 
anterior  chamber.  It  is  perfectly  transparent ;  iris  very  tremulous ; 
pupil  active,  does  not  allow  the  lens  to  pass  backwards  through  it 
when  patient  is  made  to  lie  down ;  Tn.,  no  pain  (according  to 
sketch  made  at  the  time,  the  diameter  of  the  lens  is  much  smaller 
than  that  of  anterior  chamber  ;  its  upper  edge  is  about  on  a  level 
with  upper  margin  of  pupil  when  the  latter  is  under  influence  of 
calabar  previous  to  operation  ;  while  the  pupil  still  retained  its 
normal  size  as  at  the  time  of  admission,  the  upper  part  of  pupil 
would  be  entirely  free  from  contact  "with  posterior  lens  surface). 
Rt.  :  tremulous  iris ;  lens  lies  unattached  at  bottom  of  vitreous 
chamber.  Calabar  disc  applied ;  two  hours  later,  pupil  well 
contracted  ;  ether ;  incision  at  lower  margin  of  cornea  with  a 
Graefe's  cataract  knife ;  lens  extraded  with  very  light  pressure ; 
rapid  healing,  without  the  slightest  pain  or  inflammatory  reaction. 
Previous  to  operation,  eye  entirely  free  from  pain,  redness,  or 
excess  of  tension. 

CASE  27. 
(F.  121.)  —  Dislocation  of  cretified  shrunken  lens  into 
anterior  chamber ;  no  excess  of  tension.  —  A  "  Sister  "  in 
the  medical  wards  of  the  hospital,  aged  about  25.  Was 
pecked  in  right  eye  by  a  fowl  when  eighteen  months  old ; 
pupil  of  eye  always   occupied  by  a  round   white   substance   till 
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eighteen  months  ago,  when  this  white  object  suddenly  appeared 
much  larger,  and  there  was  some  pain  in  the  eye  for  some  days  : 
this  occurrence  was  manifestly  the  dislocation  of  lers  into  anterior 
chamber.  Rt.  T  n ;  shrunken,  cretacious  lens  lies  excentrically  in 
anterior  chamber,  its  upper  margin  being  about  on  a  level  with 
upper  margin  of  the  moderate-sized  pupil,  but  not  in  contact  with 
it,  for  the  clear  opening  of  the  pupil  is  seen  on  looking  downwards 
at  the  eye  from  above. 

December  Jftli,  1877.  Ether;  incision  with  Graefe's  cataract 
knife  at  lower  margin  of  chamber ;  lens  withdrawn  with  sharp  hook  ; 
portion  of  iris  excised,  having  been  lacerated  during  escape  of  lens. 
Incision  healed  perfectly.  T  n.  On  anterior  surface  of  lens  was 
found  a  circular  raised  ''  boss,"  evidently  the  portion  which, 
previous  to  its  displacement,  had  occupied  the  pupil. 

CASE   28. 

(F.  220.) — Secondary  glaucoma  ;  circular  'posterior  synecMa 
and  bulging  forward  of  iris;  second  attach  of  inflammation 
■with    acute   glaucoma ;     tension    immediately    and   2^6rmanenily 

rendered  notmal  by  iridectomy.     Maria  ^ ,  aged  40,  married. 

Came  to  the  hospital  April  16th,  1878,  complaining  of  violent  pain 
and  impairment  of  sight  in  right  eye.  She  had  severe  inflamma- 
tion in  this  eye  twelve  months  before,  for  which  she  had  no 
regular  treatment.  Vision  had  been  very  imperfect  ever  since. 
The  present  attack  had  begun  fourteen  days  ago.  Et,  Y  =  fingers 
at  12  inches,  T  +  2,  impression  "42  mm.  Intense  injection  of 
the  vessels  of  the  ciliary  region ;  iris  dull,  discoloured  by 
exudation  on  its  surface,  much  pushed  forward,  so  as  to  be 
everywhere  nearly,  if  not  quite,  in  contact  with  cornea,  except  at 
the  centre,  where  a  pit  is  formed  by  the  complete  adhesion  of 
pupillary  margin  to  lens  capsule ;  pupillary  area  very  small, 
clouded  by  exudation.  Lt.  healthy,  T  n.,  impression  '72  mm. 
Patient  was  urged  to  undergo  operation  at  once,  but  desired  to  defer 
it  a  few  days.  Ordered  two  leeches  to  temple,  atropine  drops,  and 
morphia  at  night. 

April  18th.     Conditions  but   little   changed ;    colour   of  iris 
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perhaps  a  little  improved ;  morpliia  had  given  much  relief 
temporarily.     T  +  2,  impression  "45  mm. 

April  23rd.  Admitted  into  hospital.  Pain,  injection,  and 
high  tension  continue.     T  +  2,  impression  '50  mm. 

April  24-tli  (11  a.m.)  Ether;  iridectomy  downwards  and 
outwards,  in  which  position  the  hulging  of  iris  appeared  the  most 
pronounced.  As  it  would  evidently  have  been  impossible  to  make 
a  good  incision  with  a  lance-shaped  knife  without  puncturing  the 
bulging  iris  and  thereby  rendering  its  proper  removal  less  easy,  a 
Graefe's  cataract  knife  was  used,  the  point  of  which  I  carried 
between  cornea  and  iris  without  wounding  latter,  so  as  to  make 
puncture,  counter-puncture,  and  completed  incision  just  external  to 
the  corneal  margin.  Considerable  traction  on  the  iris  was  necessary 
before  it  could  be  withdrawn  ;  it  gave  way  close  to  the  pupillary 
margin,  a  small  quantity  of  fluid  escaped  from  behind  it,  a  large 
piece  was  removed,  leaving  a  good  clear  black  gap,  which  almost 
instantly  filled  with  blood.  T  immediately  reduced  to  T  —  1 
or  T  —  2.  4.30.  {ph  hours  after  operation)  :  Scarcely  any  pain 
since  operation,  incision  healed,  anterior  chamber  re-established, 
bulging  of  iris,  so  far  as  can  be  seen  for  blood  still  in  chamber, 
gone.     Atropine. 

April  25th  (twenty-two  hours  after  operation).  T  n.,  impression 
•78  mm.     ISTo  pain,  much  less  injunction. 

May  7th  (thirteenth  day  after  operation).  T  n.,  impression 
•78  mm.  Injection  gone,  no  discolouration  or  bulging  of  iris, 
vitreous  examined  through  new  pupil,  turbid ;  disc  not  dis- 
cernible ;  vision  as  before. 

CASE   29. 
(F.  188.) — Venous  pulsation  due  to  peadiar  arrangement  of 

vessels;  normal  tension. — Sarah  AV d,  20.     Sallow  complexion, 

much  pigment  in  eyelids ;  suffers  much  from  headache.  Complains 
that  the  eyes  are  painful  after  prolonged  use,  especially  by 
gaslight.  Et.  E.  V  |^,  T  n.,  impression  -77  mm.  ;  Lt.  E.  V  |^, 
T  n.,  impression  "77  mm.  Optic  disc  normal,  except  that  in  the 
left,  the  vessels  have  a  peculiar  arrangement. 
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Fig.  JfJf. — N'ear  the  lower  margin  of  disc  the  artery  divides  into 
three  branches,  the  vein  into  four ;  the  former  overlie  the  latter  in 
every  instance.  (^)  On  viewing  this  disc  by  the  indirect  method,  it 
at  once  struck  me  that  if  venous  pulsation  is  ever,  as  I  believed, 
occasioned  by  the  compression  of  the  vein  by  an  artery,  here  was 
an  arrangement  highly  favourable  to  its  occurrrence.  The  blood 
returning  through  vein  a  has  to  pass  beneath  three  arterial 
branches,  that  in  veins  h  and  c  ben-eath  two;  and  in  vein  d  beneath 
one.  On  examining  the  disc  by  the  direct  method,  with  this 
expectation  in  my  mind,  I  at  once  saw  marked  pulsation  of  the 
portion  of  the  vein  e,  which  lies  between  the  centre  of  the  disc  and 
the  point  where  it  is  crossed  by  the  first  artery.  With  each  radial 
pulsation  the  diameter  of  this  portion  decreased  by  one  third 
at  least,  and  at  the  point  of  disappearance  into  the  disc,  the 
decrease  amounted  apparently  to  almost  total  emptying.  In  no 
other  part  of  either  disc  did  the  arteries  lie  in  front  of  the  veins, 
and  in  no  other  venous  trunk  was  any  pulsation  discoverable. 
Ee-examined  several  times  after  intervals  of  some  weeks,  and  when 
the  asthenopic  symptoms  had  nearly  subsided  these  conditions 
remained  unchanged. 

CASE   30. 

(B.  189.) — Venous  pulsation  tvith  normal  tension  due  to  sudden 
hending    of   vein ;    partial   excavation    of    disc    with  staphyloma 

posticum.—l:\iom?i&  S s,  21.     Et.  M  =  i,  V  i|,  T  n,  (—  1  1), 

impression  -99  mm.     Lt.  M  =  |^,  V  \^,  T  n,  impression  "88  mm. 

Fig.  Jf.6. — The  right  disc  is  considerably  excavated  in  its  outer 
half ;  the  vessels  bend  suddenly  backwards  in  passing  from  the 
non-depressed  to  the  depressed  portion  of  the  disc,  the  portion  a  in 
the  lower  half  of  the  disc  pulsates  strongly,  the  corresponding 
portion  in  the  upper  half  very  slightly.  An  atrophic  crescent 
(staphyloma  posticum)  corresponds  to  the  depressed  portion.  The 
excavation  extends  apparently  quite  to  the  margin  of  the  disc, 
but  has  a  sloping  side  and  an  evenly-rounded  contour  {see  p.  85). 

1  See  Section  III.,  p.  84. 
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CASE  31. 

(G.  25.) —  Glaucoma  ;  myoiyia  ;  reduction  of  tension  by  myotics. 

— John   C r,  62,  printer's  compositor ;    has  heen  short-sighted 

for  many  years,  if  not  since  childhood ;  seven  years  ago  was 
laid  np  for  three  months  with  a  head  aifection,  said  to  be 
congestion  of  brain  from  over- work- — great  pain  in  head  and 
giddiness ;  during  recovery  discovered  that  sight  was  much  dimmer 
than  before,  and  believes  that  contraction  of  fields — a  symptom  of 
which  he  is  well  aware — had  then  begun,  A  similar  attack  three 
years  ago  laid  him  by  for  five  months  ;  sight  failed  considerably 
during  this  time,  and  has  since  then  steadily  deteriorated.  By 
examination  of  the  spectacles  which  he  has  Avorn  for  work  for  many 
years,  and  which  still  suit  for  this  particular  distance,  it  is  evident 
that  the  deterioration  of  sight  during  these  attacks  was  not  caused 
by  any  significant  increase  of  myopia. 

^^,  T    +    1,    impression    '50   mm. 


10° 

Lt.    M    =    ^,   V   =    ^§,   T    +    1  ;     impression    -55   mm. 


Very  slight  dilation  of  anterior  ciliary  veins  ;  pupils  equal,  medium 
sized,  active  ;  anterior  chambers  not  noticeably  shallow,  considering 
age  of  patient ;  media  perfectly  transparent ;  optic  discs  rather 
deeply  excavated,  quite  up  to  the  margin ;  the  nearer  (inner) 
margin  (fig.  49)  appears  somewhat  undermined  (vessels  interrupted), 
but  this  is  due  probably  rather  to  the  oblique  position  of  the  disc 
than  to  a  decided  undermining,  for  the  further  (outer)  wall  appears  to 
slope  up  easily  to  the  level  of  the  retina.     Blood-vessels  considerably 
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attenuated.  It  is  umiecessary  to  record  this  case  in  detail.  Tlie 
patient  bsiag  of  very  corpaleat  stature,  with  weak  heart  and 
degenerated  vessels  (occasional  cardiac  or  vascular  disturbances, 
during  which  sight  fails  for  a  few  minutes  almost  completely),  a 
resort  to  iridectomy  was  considered  hazardous,  and  treatment  by 
myotics  (pilocarpine  and  eserine)  was  adopted  in  its  stead  with  good 
result.  For  the  last  six  months  he  has  been  using  one  or  other  of 
these  myotics  once  or  twice  daily  without  any  inconvenience 
worth  notice,  and  has  been  taking  iron  and  digitalis  with  much 
benefit  to  the  cardiac  and  general  conditions.  He  has  been 
persuaded  to  relinquish  his  work  as  a  compositor  entirely.  The 
tension,  has  been  measured  many  times  with  a  view  to  ascertaining 
accurately  the  effect  of  myotics.  Certain  of  these  measurements 
have  already  been  recorded ;  they  indicate  most  unmistakably  a 
tension-lowering  effect.  (^)  The  acuity  of  vision  was  many  times 
tested ;  during  the  first  few  weeks  it  improved  somewhat,  and 
reached  on  one  occasion,  Et.  -^  imperfectly,  Lt.  -l-| ;  it  now 
remains  about  the  same,  or  slightly  better  than  when  first  examined; 
it  varies  much  with  the  condition  of  the  circulation,  appearing  to 
be  worst  when  the  patient  is  exhausted  by  walking  or  want  of  sleep, 
at  which  time  the  tension  tends  to  fall  rxther  than  to  rise ;  the 
fields  are  but  little  changed ;  the  right  remains  almost  identical 
with  what  it  was  when  first  examined ;  the  left,  always  the 
smallest,  has  recently  contracted  considerably  at  the  lower  part, 
viz.  : — 


CASE   32. 

Chronic     glaucoma ;     iridectomy ;      incomplete     reduction     of 

tension  ;  improvement  hy  treatment  loith  myotics. — Ann  W r, 

46.     Rt.,  gradual  painless  failure  of  sight  began  eighteen  months 

1  See  Section  VI.,  p.  223. 
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ago ;  iridectomy  performed  elsewhere  nine  months  ago.  Lt.,  similar 
failure  began  about  six  months  earlier  than  in  Et.  ;  iridectomy 
twelve  months  ago.  IS'ot  much  improvement  noticed  after  the 
operations,  but  sight  has  not  got  worse  since,  or  only  very  slightly 
so. 

June  ISth.  Et.  large  well-made  iridectomy ;  coloboma  up- 
wards ;  disc  deeply  cupped.  M  =  ^,  V  ^^,  T  +  1,  impression 
•60  mm.  Lt.  corneal  opacity  from  old  injury,  T  +  1,  impression 
•60  mm. ;  large  coloboma  upwards  (V  =  fingers).  Ordered  Guttse 
Pilocarp.  (1  gr.  to  1  oz.) 

June  25th. — Et.  M  =  -^^,  V  -^^,  T  +  1,  impression  -60  mm. ; 
Lt.  impression  •BS  mm.      Ordered  gutt.  eserine  (1  gr.  to  1  oz.) 

August  20th. — Et.  impression  -64  mm.;  Lt.  impression 
•71  mm. 

J,   impression  '63  mm. ; 


September  17th.— Ri.,  M.  =  ^,Y 


Lt.,  tension  not  measured.  The  patient  expressed  herself  as  quite 
confident  that  vision  had  improved  during  the  treatment.  The 
tonometrical  measurements  of  the  right  eye  exhibit  a  slight 
(doubtful)  reduction  of  tension.  The  fields  of  vision  exhibited  no 
definite  change  during  the  treatment ;  they  were  throughout — 


Et. 


Lt. 


20° 


12' 


CASE   33. 

(G.    2.) — Acute    glaucoma  following  hcemorrhage  in    an   eye 
previously  sound;   acute    glaucoma    in  fellow  eye  fourteen  years 

later,  ^c. — Sarah  i^ n,  68.     Sixteen  years  ago  sight  of  both 

eyes  quite  good,  when  one  day  when  she  was  throwing  up  the 
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window  sash  the  left  eye  went  suddenly  dark  ;  intense  pain  and 
redness  of  the  eye  came  on  in  a  few  hours,  and  lasted  several  weeks  ; 
she  never  saw  the  light  again.  A  well-known  ophthalmic  surgeon 
attended  her,  and  told  her  that  there  had  been  bleeding  into  the 
eye.  This  eye  has  now  V  =  0,  T  +  2,  cupped  disc,  dilated  pupil, 
so  that  there  can  be  little  doubt  that  the  attack  described  was  one 
of  glaucoma  supervening  on  intraocular  haemorrhage.  Two  years 
ago  the  right  eye,  which  until  then  had  been  good,  went  dim  rather 
quickly  as  she  walked  home  from  market.  Severe  pain  came  on  in 
a  few  hours.  Four  days  later  she  was  admitted  into  hospital  under 
my  care, 

December  5th,  1876.  E,t.,  acute  glaucoma  of  moderate  intensity 
(no  chemosis)  ;  T  +  2,  V  fingers  at  1  ft.,  examination  of  fundus 
impossible ;  severe  pain ;  no  action  of  bowels  for  six  days. 
Ether ;  iridectomy  upwards ;  enema.  Twenty-four  days  later, 
Et.  E,  V  =  1^,  T  n.  ;  two  months  after  operation,  Y  =  |^. 

May  IJfth,  1878  (sixteen  months  after  operation),  patient 
applied  again,  complaining  of  "  moving  circles  of  mist "  before  the 
eye.  Rt.  Hm.  =  ^-q,  Y  |^,  T  +  1,  impression  -50.  After  three 
days'  rest  in  bed,  with  good  food  and  treatment  of  bronchitis,  the 
"  mists  "  disappeared,  the  objective  conditions  of  the  eye  remained 
the  same,  or  T  was  slightly  lower,  impression  -53.  Guttsa  pilocar- 
pine (8  gr.  to  1  oz.)  were  then  used  for  three  weeks ;  the  general 
condition  of  patient  improved ;  she  considered  her  sight  better,  but 
any  positive  change  of  acuity  was  not  discoverable,  and  T  appeared 
but  doubtfully  reduced — viz.,  impression  "56. 

CASE   34. 
(G.  13.) — Glaticoma  with  myopia,  apparently  aggravated  by 

myotics. — Fanny  W 1,   26.      Et.    M    =    ■^,   no   pain,   T  n., 

impression  '73  m.m.  Lt.  M  =  j^,  frequent  pain,  T  +  1,  Y  =  |^, 
impression  "53  mm.  Sees  little  red  balls  whirling  round  before  this 
eye,  they  rest  on  everything  she  looks  at ;  coloured  rings  round  a 
candle ;  the  eye  is  often  red.  Patient  declined  to  remain  in 
hospital,  or  to  undergo  operation  under  any  circumstances.  Ordered 
guttae  pilocarpine  (8  grs.  to  1  oz.) 
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Ihree  days  later.  Says  that  the  pain  has  been  worse  ;  the  eye  is 
certainly  redder ;  impression  -47  mm.  Ordered  giittte  atropine 
(1  gr.  to  1  oz.) 

Seven  days  later.  Eather  less  pain,  less  redness  ;  tension  seems 
to  be  lower ;  impression  'oO  mm. 

In  this  case  pilocarpine  certainly  did  no  good,  atropine  did  no 
harm  ;  patient  not  seen  again. 

CASE   35. 

Acute  glaucoma,  intensified  by  eserine  ;  iridectomy  ;  malignant 
course. — Belinda  T — ■ — k,  55.  Et.  began  to  go  dim  a  few  months 
(two  or  three)  ago — a  cloud  in  front  of  it ;  ten  days  ago  severe 
pain  set  in,  spreading  from  eye  over  whole  side  of  head  and  face. 

December  17tli.  Intense  j)ain ;  eyelids  swoUen ;  chemosis 
surrounding  cornea  ;  T  +  3,  V  =  shadow;  ])upil  very  small ;  cornea 
clear;  aqueous  humour  does  not  appear  in  the  least  turbid;  anterior 
chamber  not  particularly  shallow ;  ophthalmoscopic  illumination 
scarcely  to  be  obtained.  I  came  to  the  conclusion  that  pupil  must 
be  small  by  reason  of  adhesions  of  the  iris  to  the  lens,  though 
none  such  could  be  made  out  with  certainty.  Patient  was  urged  to 
remain  in  hospital  and  undergo  operation,  but  preferred  to  return 
next  day. 

December  18th.  Conditions  nearly  as  yesterday,  but  rather  less 
intense ;  pain  less  severe,  chemosis  nearly  gone  at  the  upper 
corneal  margin;  admitted  into  hospital;  is  greatly  averse  to 
operation,  having  been  told  that  her  heart  is  so  weak  that  she  may 
die  suddenly  at  any  moment ;  the  effect  of  eserine  to  be  tried  for 
twenty-four  hours  before  operating  ;  morphia  at  night. 

December  19th.  Four  applications  of  eserine  drops,  1  gr.  to 
1  oz.  were  made  yesterday ;  pain  severe  after  each  application. 
Chemosis  considerably  increased  to-day ;  -^^  gr.  atropia  injected 
subcLitaueously  to  strengthen  heart's  action  (by  advice  of  Dr.  Carter); 
ether  administered  without  the  least  difficulty  or  apparent  danger  ; 
a  large  iridectomy  upwards.  By  reason  of  the  extreme  chemosis  it 
was  most  difficult  to  judge  the  right  position  for  the  incision.  It 
was  made  with  a  Graefe's  cataract  knife,  and  was,  I  believe,  just 
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external  to  the  corneal  margin  ;  free  bleeding  occurred  during  the 
tearing  away  of  the  iris  (the  iris  prolapsed,  proving  that  no  posterior 
synechia  existed) ;  it  was  impossible  to  free  the  anterior  chamber 
from  blood,  and  the  lids  were  closed  without  this  being  effected  ; 
the  tension  of  the  eye  was  considerably  reduced,  unless,  which  is 
not  impossible,  my  touch  was  deceived  by  the  swollen  state  of  lid 
and  conjunctiva;  subcutaneous  injection  of  morphia. 

Same  evening.  T  +  3,  chemosis  but  little  diminished  ;  a  good 
deal  of  pain  the  last  two  hours;  blood  in  anterior  chamber.  During 
the  following  three  days  the  pain  disappeared  almost  entirely  ;  the 
cliemosis  subsided  partially,  but  high  tension  persisted,  and  blood 
remained  in  chamber.    V  =  faint  perception  of  strong  light. 

December  2Jf-th.  Patient,  at  the  urgent  request  of  her  friends 
and  herself,  allowed  to  be  removed  to  her  own  house  for  Christmas  - 
day,  promising  to  return  for  further  treatment  on  the  27th 
(?  Weber's  operation — "  reposition  of  the  lens"). — She  did  not 
return. 

N.B. — This  case  is  noteworthy,  on  account  of  the  non-dilatation 
of  the  pupil  during  an  intense  acute  glaucoma,  the  hurtful  effect  of 
eserine,  the  malignant  course  after  iridectomy. 

CASE  36. 

(G.   8.) — Secondary  glaucoma  following  extraction   of  senile 

cataract,  treated  hy  rupturing  iiosterior   capsule. — Mary   F e, 

66.  Rt.,  cataract  extracted  six  years  ago  elsewhere  ;  inflammation 
and  protracted  pain  followed  ;  eye  shrunken.  Patient  very  desirous 
to  have  the  attempt  made  to  cure  the  other.  Lt.,  lens  opaque;  a 
very  thin  superficial  layer  remains  quite  transparent ;  V  =  good 
perception  of  light  in  all  parts  of  retina,  Tn.,  impression  '73  mm. 

June  12th.  Chloral,  ether  ;  a  narrow  preliminary  iridectomy 
upwards ;  rapid  healing  and  recovery. 

July  1st.  Choral,  ether ;  lens  extracted  without  accident 
(upper  incision,  within  corneal  margin) ;  no  escape  of  vitreous,  no 
visible  remnant  of  lens  remaining  behind. 

July  If-tli,  No  pain  since  operation,  no  swelling  of  lids ;  on 
S 
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opening  the  lids,  iritis;  surface  of  iris  coated  witli  yellow  exudation, 
which  also  fills  area  of  pupil  and  coloboma  ;  leeches,  atropine. 

Ju/y  5th.  ISo  improvement ;  pain  last  night ;  T  +  1 3  para- 
centesis of  anterior  chamber. 

July  7 til.  No  improvement ;  aqueous  humour  very  turbid  y 
pupil  scarcely  visible;  pain  increases ;  T  +  2  ;  paracentesis  repeated; 
leeches. 

July  9th.  Intense  pain  last  night,  in  spite  of  morphia ; 
V  =  perception  of  lamp,  T  +  2  or  +  3  ;  the  eye  was  evidently 
lost  unless  the  glaucoma  could  be  rapidly  relieved.  Having  no 
distinct  rationale  in  my  mind,  but  knowing  the  salutary  effect  of 
reopening  the  pupil  in  such  cases,  even  during  the  inflammatory 
period,  I  determined  to  operate  again.  Chloral,  ether ;  broad 
cutting  needle  passed  through  upper  margin  of  cornea  close  to 
former  wound,  and  attempt  made  to  divide  posterior  capsule  in 
pupil ;  no  satisfactory  aperture  obtained ;  second  incision  near  lower 
margin  of  cornea;  iris  forceps  introduced,  the  tough  membrane 
(iris  and  adherent  capsule)  seized,  and  with  considerable  force 
withdrawn  and  snipped  ofi";  a  clear  black  pupil  instantaneously 
formed,  and  hidden  again  by  copious  bleeding. 

During  the  following  week  the  pain  gradually  subsided,  and 
the  tension  became  normal ;  the  contents  of  the  anterior  chamber 
remained  clouded  with  blood  (and  inflammatory  exudation  1)  After 
an  absence  of  three  weeks,  I  next  saw  the  patient,  with  a  black 
pupil,  the  vascular  injection  nearly  gone,  normal  tension,  no 
pain.      She   now   wears   a    3|-inch    glass    constantly,    and    has 

*       Try* 

Fig.   43. — The   portion   of    iris   opposite   the    upper  incision 

adheres   to   cornea ;    there   is   also   anterior   synechia   of   smaller 

breadth  at  the  lower  incision.     (This  case  is  specially  referred  to 

in  Section  V.,  p.  178). 

CASE   37. 

{F.     224-) — Changes    of    tension    (physiological)    apparently 

dependent    upon    general    bodily    condition.^- John    F n,    72. 

double  senile  cataract. 
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April  23rd.  Patient  anaemic,  pale,  feeble;  pulse  weak  and 
very  compressible ;  skin  too  cool,  perspiring  very  freely ;  gets 
insufficient  food,  and  exhausts  himself  by  almost  constant  walking 
about,  "  so  nervous  he  can't  sit  or  lie  down."    Kt.  impression  '95  mm. 

April  27th.  After  three  days'  enforced  rest  in  hospital,  with 
meat  and  ale,  condition  much  improved,  colour  in  cheeks,  pulse 
stronger  ;  impression  "86  mm. 

April  29th  (forty-eight  hours  after  a  narrow  preliminary 
iridectomy).     Impression  "81  mm.  ;  general  condition  improved. 

Maij  3rd.     Is  living  at  home  again.     Impression  '87  mm. 

May  10th.  Is  evidently  again  suffering  the  effects  of 
insufficient  food.     Impression  "93  mm. 

May  23rd.     Still  at  home.     Impression  '92  mm. 

May  28th.     After  four  days  rest  in  hospital,  impression  '78  mm. 

[These  figures  are  all  within  strictly  physiological  limits.] 

CASE   38. 
{F.    183.) — Tension     not    changed    by    iridectomy    in    non- 

glaucomatous  eye. — Sarah    H s,    63.      Senile   cataract.      Et. 

impression  -80  mm.    Et.,  forty-eight  hours  after  narrow  preliminary 
iridectomy,  impression  "80  mm. 
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The  appended  list  of  tonometrical  measurements  ■will  serve  to 
indicate  the  significance  of  the  measurements  recorded  in  this  essay. 
It  contains — 


1.  N"ormal  tension 


/  in  healthy  eyes. 


in  diseased  eyes. 


2.  Excessive  tension. 


The  limits  of  physiological  tension  are  wide.  This  depends 
partly  upon  the  fact  that  the  tension  of  the  sclera  does  actually 
differ  considerably  in  healthy  eyes ;  partly  on  the  fact  that  my 
tonometer  is,  in  principle,  more  sensitive  for  variations  of  low 
than  of  high  tension. 

The  correspondence  which  appears  to  exist  between  these 
measurements  and  Bowman's  symbols  is  as  follows  : — 


Tn. 
T    + 
T    + 
T    + 
T    + 


?    = 


impression 
impression 
impression 
impression 
impression . 


•95 
•70 
•60 
•50 
•40 


•70  mm. 

•60  mm. 

•50  mm. 

•40  mm. 

•0  mm. 


T  n.   (Healthy  eyes.) 


F.  216.— Ann  D s,  25. 

G.  105.— Alice  L n,  20. 

Louisa  S ,  24. 

G.    50.— Sarah  E s,   20. 

Ered.  P e,  12. 

F.  227.— Emily  G y,  25. 

E.  92.— Eliza  S -1,  30. 


Et.  E.,  V  f§ 


TO' 


m.  E.,  |« 

J-lt.    Jl,.,    y^ 

Et.  E.,  1^ 
Lt.  E.,  |o 
Et.  E.,  1^ 
Lt.  E.,  1^ 
Rt.  K,  |« 
Kt.  E.,  fo 
Et.  E.,  |« 

20 


Lt.  E.,  2  0 


Impression. 

.  -90  mm. 

,  -94  „ 

,   -92  „ 

,  ^89  „ 

,   ^85  „ 

,  -88  „ 

,  ^80  „ 

•79  „ 

•87  „ 

.  ^80  ,. 

•78  „ 

•78  „ 
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r.     48.— Wm.  M— 

r.  219.— Henry  E- 

Alfred  B— 

r.  188.— Sarah   W- 

Susan  T — 


-r,  20. 
-n,  23. 

-y,  28. 
— d,   20. 


— Hannah.  H- 

— Maria  IST — '■ 


r.  138 

r.  220 

G.     94.— Henry  B 

G.       6, 

r.  179 

Alfred 


-Charles  C- 


— Catherine  E- 
H.  C ,  28. 


-n,  62. 

s,  49. 

-y,  40. 
— n,  56. 
—8,  44. 
s,  40. 


G.    85. 


Joseph  H- 

Lt.,  Hm. 

-Thos.  H— 


40. 


Lt.    E.,    -j-g- 

Et.  E.,  1^ 
Et.  E.,  1° 
Et.  E.,  1^ 
Lt.  E.,  |o 
Lt.,  —  ? 
Rt.,  —  1 
Lt., 
Lt., 

Lt.,  .. 
Rt.,  .. 
Rt.,  Hm 
Lt.,  Hm 
Et.,  Hm 


Thos.  L.  H 

Thos.  S n,  21 

John  S w,  46 


^,  V  =  1  (pain) 
1,  13.         Et.,  Hm 
—I,  20 


1 

ITT' 


V=l, 


=^,■^=1.- 


Impression. 

.  '76  mm. 

.  -77  „ 

.  -79  „ 

.  -77  „ 

.  -77  „ 

.  -70  „ 

.  -71  „ 

.  -72  „ 

.  -75  „ 

.  -71  „ 

.  -77  „ 

.  -72  „ 

.  -70  „ 

.  -86  „ 

.  -78  „ 

.  -86  „ 

.  -85  „ 

.  -99  „ 


Miss  C n,  50. 


G.  126.— Eliza  H- 


G.      8, 


F.  183 
F.  224 


Et,  M  =  j-V  ^  =  1 
Et.,  M  =  I     ... 
Et.,  M.  =   1-3|,   large 
staphyloma  posticum ;  V  =  -^        ...  ...   "83 

Lt,,  M  =  1-3^,  large  staphyloma  posticum, 

V  =  ^A       -75 

Et.,  M  =  ^  ...         ...  -67 

Li,  M  =  T?g- -70 

65.         Et.,  extremely  shallow 
anterior  chamber      ...  ...  ...  ...   '73 

(Ciliary  injection  of  left  eye  was  treated  and 
cured  by  atropine  without  causing  any 
increase  of  tension.)  Lt.,  extremely  shallow 
anterior  chamber       ...          ...          .  .  ...   "75 

— Mary  F e,  66.  Lt.,  senile  cataract     ...   '73 

Bridget  Mac d,  66.  Et.,  senile  cataract     ...   '76 

Lt.,  senile  cataract      ...   '76 

— Sarah  H s,  63.         Et.,  senile  cataract     ...   '80 

. — John  F n,  72.         Rt.,  senile  cataract     ...   '85 
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G.  116. — John  L s,  30.  Et.,       extreme       optic 

neuritis 

Lt.,  extreme  optic  neuritis    ... 

G.     39. — Caroline    E e,  37.  Et.,       extreme       optic 

neuritis 

Lt.,  extreme  optic  neuritis    ... 

F.  194. — Sarah  S 1,  40.        Et,,   extreme  choroiditis 

disseminata    ... 

Lt.,  extreme  choroiditis  disseminata... 

Lousia  D s,  42.      Et.,   extreme  choroiditis 

disseminata    ... 

Lt„  extreme  choroiditis  disseminata 

F.    87. — Charles  S r,  34.        Et.,   advanced  retinitis 

pigmentosa     ... 


Impression. 

73  mm. 

78  „ 


86  „ 

83  „ 

80  „ 

85  „ 

72  „ 

74  „ 

74  „ 


Lt.,  advanced  retinitis  pigmentosa    ...          ...   '74    „ 


T   +    1    t 

F.  173. — Elizabeth  P n,  32.  Et.,   premonitory   glau- 

coma (afterwards  acute)         ...  ...          ...  '69  „ 

Lt.,  premonitory  glaucoma    ...         ...         ...  "69  „ 

Mrs.  H r,  52.  Et.,Hm.  =  -^j?  incipient 

glauc9ma        ...  ...          ...          ...         ...  '67  „ 

Lt.  Hm.  =  -j^;  ?  incipient  glaucoma  ...  '64  „ 

G.  25. — John  C r,  62.  Et.,    chronic  glaucoma 

under  eserine            ...         ...         ...  ...   "66    „ 

Lt.,  chronic  glaucoma  under  eserine  ...   '68    „ 

G.  92. — Sarah  H d,  34.         Et.,     syphilitic  iritis, 

synechia,  posterior   ...          ...          ...  ...   "61     „ 

E.  125. — Charles  S e,  45.     Et.,      recurrent  iritis, 

posterior   synechia    ...          ...  ...  ...   '60    „ 

F.  237.— Fred.  G n,  30.        Lt.      syphilitic     iritis, 

posterior   synechia    ...  ...  ...  ...   "68    „ 

F.  174. — Wm.  H d.  Et.,    chronic    glaucoma 


after  iridectomy 


•63 
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Iv^in'ession. 

G.  24. — Ann  W r,   46.  Et.,    chronic   glaucoma 

after  iridectomy        ...  ...  .  .  ...   -60  mm. 

Lt.,  chronic  glaucoma  after  iridectomy     ...   '60     „ 

John  P e,    45.         Rt.,    advanced  retinitis 

pigmentosa     ...          ...          ...  ...  ...   '60    „ 

Lt.,  advanced  retinitis  pigmentosa  ...          ...   •62     „ 

T    +    1    and    T    +    2. 
F.  174. — Wm.  H d.  Et.,    chronic  glaucoma, 

y  =  n     -48 

Lt.,  chronic  glaucoma,  absolute        ...  ...   "44 

F.  173.— Elizth.  P ,   32.        Et.,  acute  glaucoma  ...   -40 

F.  14. — John  E n,  58.         Et.,    chronic   glaucoma 

after  iridectomy        ...  ...  ...  ...   *53 

Lt.,  chronic  glaucoma  after  iridectomy         ...   "53 

G.  13. — Fanny  W 1,   26.       Lt.,    myopia,   glaucoma  "53 

G.  25. — John  C r,  62.  Et.,  myopia,   gloucoma  '50 

Lt.,  myopia,   glaucoma  '55 

G.  156. — John  W s,  69.  Et.,  cataract  extraction, 

glaucoma       ...  ...  ...          ...         ...   "52. 

John  M s,    68.        Lt.,  absolute  glaucoma, 

chronic           ...  ...  ...          ...          ...   "42 

F.  220. — Maria  J^ y,  40.       Et.,  iritis,  circ.  synechia 

posterior        ...          ...          ...         ...         ...   "42 

G.  6, — Charles  C s,  44.  Et,,  secondary  glaucoma, 

wound,  &c.    ...  ...         ...         ...         ...  "44 

F.  196. — Sarah  T n,  21.       Et. ,  secondary  glaucoma, 

buphthalmos  ...  ...  ...  ...  "54 

Lt.,  secondary  glaucoma,  buphthalmos       ...  "59 

F.  210. — "William  F ,   6.       Et.,  secondary  glaucoma, 

buphthalmos...         ...          ...         ...         ...  '43 

Lt.,  secondary  glaucoma,  buphthalmos      ...  "43 

F.  230. — 'Sarah  H s,  38.        Et.,  secondary  glaucoma, 

dislocated  lens  ...         ...          ...  ...  '40 
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•  T  +  3. 

F.  174. — Wm,  H d,  70.        Lt.,  absolute  glaucoma, 


Impression. 


chronic 

F.  156.— Anu  G e,    56. 

chronic 

G.  49.  —  Ann  F n,  60. 

acute  ... 
A.  142.— Mrs.  C y,  59. 

chronic 
A.  146.— John  C y,   79. 

chronic 


Lt.,  absolute  glaucoma, 


Lt.,  absolute  glaucoma. 


•27  mm. 


•39 


•33 


Rt.,  absolute  glaucoma, 
-27    „ 

E.t.,  absolute  glaucoma, 
-29    „ 


Lt.,  absolute  glaucoma,  chronic      ...  ...   '22     „ 

G.  38. — Aaron  W s,   20.       Rt.,  secondary  glaucoma, 

absolute,  total  leucoma  and  synechia  anterior  '33    „ 
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EXPLAI^ATION"    OF    THE    PLATES. 

Above  each  figure  is  placed  a  reference  to  the  page  on  which 
its  description  is  to  be  found. 

In  Figures   11  to  30  inclusive,  the  respective  structures  are 
indicated  by  initial  letters,  as  follows  : — 

c.  cornea. 

s.  sclera. 

i.  iris. 

I.  lens. 

/.  c.  lens  capsule. 

l.  p.  ligamentum  pectinatum. 

c.  2^.  ciliary  process. 

c.  m.  ciliary  muscle. 

r.  retina. 

o.  s.  ora  serrata. 

s.  1.  suspensory  ligament. 

S.  c.  Schlemm's  canal. 

p.  a.  c.  posterior  aqueous  chamber. 

adhesion  indicates  a  peripheral  adhesion  of  the  iris 
and  the  cornea,  which  closes  the 
normal  outlet  of  the  anterior  chamber. 
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gravings, 8vo,  15s.  C18T7] 

GENITOURINARY  ORGANS,  INCLUDING  SYPHILIS: 

A  Practical  Treatise  on  tlieir  Surgical  Diseases,  designed  as  a  Manual 
for  Students  and  Practitioners,  by  W.  H.  Yan  Btjeen,  M.D.,  Pro- 
fessor of  the  Principles  of  Surgery  in  Bellevue  Hospital  Medical  Col- 
lege, New  York,  and  E.  L.  Ketes,  M.D.,  Professor  of  Dermatology  in 
Bellevue  Hospital  Medical  College,  New  York.  Royal  8vo,  witli  140 
Engravings,  21s.  ^874] 

HISTOLOGY  AND  HISTO-CHEMISTRY  OF  MAN : 

A  Treatise  on  tbe  Elements  of  Composition  and  Structure  of  the 
Human  Body,  by  Heinkich  Fkey,  Professor  of  Medicine  in  Zurich. 
Translated  from  the  Fourth  German  Edition  by  Arthur  E.  J. 
Barker,  Assistant- Surgeon  to  University  College  Hospital.  And 
Revised  by  the  Author.     8vo,  with  608  Engravings,  21s.  C1874] 

HUMAN  PHYSIOLOGY: 

A  Treatise  designed  for  the  Use  of  Students  and  Practitioners  of 
Medicine,  by  John  C.  Dalton,  M.D.,  Professor  of  Physiology  and 
Hygiene  in  the  College  of  Physicians  and  Surgeons,  New  York.  Sixth 
Edition,  royal  8vo,  with  316  Engravings,  20s.  P875] 

HANDBOOK  FOR  THE  PHYSIOLOGICAL  LABORATORY, 

by  E.  Klein,  M.D.,  F.R.S.,  Assistant  Professor  in  the  Pathological  Labo- 
ratory of  the  Brown  Institution,  London ;  J.  Burdon-Sanderson, 
M.D.,  F.R.S.,  Professor  of  Practical  Physiology  in  University  College, 
London;  Michael  Foster,  M.D.,  F.R.S.,  Praelector  of  Physiology 
in  Trinity  College,  Cambridge;  and  T.  Lauder  Brunton,  M.D., 
F.R.S.,  Lecturer  on  Materia  Medica  at  St.  Bartholomew's  Hospital; 
edited  by  J.  Burdon-Sanderson.    8vo,  with  123  Plates,  24s.        C1873] 

PRACTICAL  HISTOLOGY : 

By  William  Rutherford,  M.D.,  Professor  of  the  Institutes  of 

Medicine  in  the  University  of   Edinburgh.      Second  Edition,  with 

63  Engravings.     Crown  8vo  (with  additional  leaves  for  notes),  6s. 

[18763 

MANUAL  OF  ANTHROPOMETRY: 

A  Guide  to  the  Measurement  of  the  Human  Body,  containing  an 
Anthropometrical  Chart  and  Register,  a  Systematic  Table  of  Mea- 
surements, &c.  By  Charles  Roberts,  F.R.C.S.,  late  Assistant 
Surgeon  to  the  Victoria  Hospital  for  Children.  With  numerous 
Illustrations  and  Tables.    8vo,  6s.  6d.  tWS] 
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PEINCIPLES  OF  HUMAN  PHYSIOLOGY, 

by  W.  B.  Carpenter,  C.B.,  M.D.,  F.R.S.  EigMli  Edition  by  Henry 
Power,  M.B.,  F.R.O.S.,  Examiner  in  Natural  Science,  University  of 
Oxford,  and  in  Natural  Science  and  Medicine,  University  of  Cambridge. 
8vo,  with  3  Steel  Plates  and  371  Engravings,  31s.  6d.  [1876] 

STUDENTS'  GUIDE  TO  HUMAN  OSTEOLOGY, 

By  William  Warwick  Wagstaffe,  F.R.C.S.,  Assistant -Surgeon 
and  Lecturer  on  Anatomy,  St.  Thomas's  Hospital.  With  23  Plates 
and  66  Engravings.     Fcap.  8vo,  10s.  6d.  ^^^ 

LANDMARKS,  MEDICAL  AND  SURGICAL, 

By  Luther  Holden,  F.R.C.S.,  Member  of  the  Court  of  Examiners  of 
the  Royal  College  of  Surgeons.     Second  Edition,  8vo,  3s.  6d.  [^877] 

BY  THE   SAME   ATTTHOK. 

HUMAN   OSTEOLOGY: 

Comprising  a  Description  of  the  Bones,  with  Delineations  of  the 
Attachments  of  the  Muscles,  the  General  and  Microscopical  Structure 
of  Bone,  and  its  Development.  Fifth  Edition,  with  61  Lithographic 
Plates  and  89  Engravings.    8vo,  16s.  [1878] 

PATHOLOGICAL  ANATOMY : 

Lectures  by  Samuel  Wilks,  M.D.,  F.R.S.,  Physician  to,  and  Lec- 
turer on  Medicine  at,  Guy's  Hospital;  and  Walter  Moxon,  M.D., 
F.R.C.P.,  Physician  to,  and  Lecturer  on  Materia'^Medica  at,  Guy's 
Hospital.     Second  Edition,  8vo,  with  Plates,  ISs.  [1875] 

PATHOLOGICAL  ANATOMY : 

A  Manual  by  C.  Handfield  Jones,  M.B.,  F.R.S.,  Physician  to  St. 
Mary's  Hospital,  and  Edward  H.  Sieveking,  M.D.,  F.R.C.P., 
Physician  to  St.  Mary's  Hospital.  Edited  by  J.  F.  Payne,  M.D., 
F.R.C.P.,  Assistant  Physician  and  Lecturer  on  General  Pathology 
at  St.  Thomas's  Hospital.  Second  Edition,  crown  8vo,  with  195 
Engi'avings,  16s.  [1875] 

POST-MORTEM  EXAMINATIONS : 

a  Description  and  Explanation  of  the  Method  of  Performing  them, 
with  especial  Reference  to  Medico-Legal  Practice.  By  Professor 
Rudolph  Yirchow,  of  Berlin.    Fcap  8vo,  2s.  6d.  [1876] 

STUDENT'S  GUIDE  TO  SURGICAL  ANATOMY : 

a  Text-book  for  the  Pass  Examination,  by  E.  Bellamy,  F.R.C.S., 
Surgeon  and  Lecturer  on  Anatomy  at  Charing  Cross  Hospital.  Fcap 
8vo,  with  50  Engravings,  6s.  6d.  [1873] 

ANATOMY  OF  THE  JOINTS  OF  MAN, 

by  Henry  Morris,  F.R.C.S.,  Surgeon  to,  and  Lecturer  on  Anatomy 
and  Demonstrator  of  Operative  Surgery  at,  the  Middlesex  Hospital. 
With  44  Lithographic  Plates  (several  beingcoloured)  and  13  Wood 
Engravings.     8vo,  16s.  [1879] 

MEDICAL  ANATOMY, 

by  Francis  Sibson,  M.D.,  F.R.C.P.,  F.R.S.  Imp.  folio,  with  21 
coloured  Plates,  cloth,  42s.,  half -morocco,  50s.  [1869] 
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PRACTICAL  ANATOMY : 

a  Manual  of  Dissections  by  Christopher  Heath,  F.R.C.S.,  Surgeon 
to  University  College  Hospital,  and  Holme  Professor  of  Surgery  in 
University  College.  Fourth  Edition,  crown  8vo,  with  16  Coloured 
Plates  and  264  Engravings,  14s.  [1877] 

AN  ATLAS  OF  HUMAN  ANATOMY : 

illustrating  most  of  the  ordinary  Dissections,  and  many  not  usually 
practised  by  the  Student.  To  be  completed  in  12  or  13  Bi-monthly 
Parts,  each  containing  4  Coloured  Plates,  with  Explanatory  Text.  By 
RiCKMAN  J.  GoDLEE,  M.S.,  F.R.C.S.,  Assistant  Surgeon  to  Universi'fey 
College  Hospital,  and  Senior  Demonstrator  of  Anatomy  in  University 
College.     Parts  1  to  YII.     Imp.  4to,  7s.  6d.  each  Part.  [i87?-9] 

THE  ANATOMIST'S  VADE-MECUM : 

a  Systen^  of  Human  Anatomy  by  Erasmus  Wilson,  F.R.C.S.,  F.R.S. 
Ninth  Edition,  by  G.  Buchanan,  M.A.,  M.D.,  Professor  of  Clinical 
Surgery  in  the  University  of  Glasgow,  and  Henry  E.  Clark,  F.F.P.S., 
Lecturer  on  Anatomy  at  the  Glasgow  Royal  Infirmary  School  of 
Medicine.     Crown  8vo,  with  371  Engravings,  14s.  [1^73] 

ATLAS  OF  TOPOGRAPHICAL  ANATOMY, 

after  Plane  Sections  of  Frozen  Bodies.  By  Wilhelm  Braune, 
Professor  of  Anatomy  in  the  University  of  Leipzig.  Translated  by 
Edward  Bellamy,  F.R.C.S.,  Svirgeon  to,  and  Lecturer  on  Anatomy, 
&c.,  at,  Charing  Cross  Hospital.  With  34  Photo -lithographic  Plates 
and  46  Woodcuts.     Large  Imp.  8vo,  40s.  [isiTi 

THE  ANATOMICAL  REMEMBRANCER; 

or,  Complete  Pocket  Anatomist.     Eighth  Edition,  32mo,  3s.  6d.     [1876] 

THE  STUDENT'S  GUIDE  TO  THE  PRACTICE  OF  MEDICINE, 
by  Matthew  Charteris,  M.D.,  Professor  of  Medicine  in  Anderson's 
College,  and  Lecturer  on  Clinical  Medicine  in  thie  Royal  Infirmary, 
Glasgow.     Second  Edition,  with  Engi-avings  on  Copper  and  Wood, 
fcap.  8vo,  6s.  6d.  [1878] 

THE  MICROSCOPE  IN  MEDICINE, 

by  Lionel  S.  Beale,  M.B.,  F.R.S.,  Physician  to  King's  College 
Hospital.     Fourth  Edition,  with  86  Plates,  8vo,  21s.  [1877] 

HOOPER'S  PHYSICIAN'S  VADE-MECUM ; 

or,  Manual  of  the  Principles  and  Practice  of  Physic,  Ninth  Edition 
by  W.  A.  Guy,  M.B.,  F.R.S.,  and  John  Harley,  M.D.,  F.R.C.P. 
Fcap  8vo,  with  Engravings,  12s.  6d.  [1874] 

A  NEW  SYSTEM  OF  MEDICINE ; 

entitled  Recognisant  Medicine,  or  the  State  of  the  Sick,  by 
Bholanoth  Bose,  M.D.,  Indian  Medical  Service.    8vo,  10s.  6d.     [1877] 

BY  THE    SAME   AUTHOB. 

PRINCIPLES  OF  RATIONAL  THERAPEUTICS. 

Commenced  as  an  Inquiry  into  the  Relative  Value  of  Quinine  and 
Arsenic  in  Ague.    8vo,  4s.  [1^77] 
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THE  STUDENT'S  GUIDE  TO  MEDICAL  DIAGNOSIS, 

by  Samuel  Fenwick,  M.D.,  F.R.O.P.,  Ptysician  to  tlie  London 
Hospital.   Fourtli  Edition,  fcap.  8vo,  with  106  Engravings,  6s.  6d.   [1^76] 

A  MANUAL  OF  MEDICAL  DIAGNOSIS, 

by  A.  W.  Barclay,  M.D.,  F.R.C.P.,  Physician  to,  and  Lecturer  on 
Medicine  at,  St.  George's  Hospital.     Third  Edition,  fcap  8vo,  10s.  6d. 

[1876] 

CLINICAL  MEDICINE : 

Lectures  and  Essays  by  Balthazar  Foster,  M.D.,  F.R.C.P.  Lond., 
Professor  of  Medicine  in  Queen's  College,  Birmingham.     8vo,  10s.  6d. 

[1874] 

CLINICAL  STUDIES: 

Illustrated  by  Cases  observed  in  Hospital  and  Private  Practice,  by  Sir 
J.  Rose  Cormack,  M.D.,  F.R.S.E.,  Physician  to  the  Hertford  British 
Hospital  of  Paris.    2  vols.,  post  Svo,  20s.  ti976] 

CLINICAL  REMINISCENCES : 

By  Petton  Blakiston,  M.D.,  F.R.S.     Post  Svo,  3s.  6d.  [1878] 

ROYLE'S  MANUAL  OF  MATERIA  MEDICA  AND  THERAPEUTICS. 
Sixth  Edition  by  John  Harley,  M.D.,  F.R.C.P.,  Physician  to,  and 
Joint  Lecturer  on  Clinical  Medicine  at,  St.  Thomas's  Hospital.  Crown 
Svo,  with  139  Engravings,  15s.  [1876] 

PRACTICAL  THERAPEUTICS : 

A  Manual  by  E.  J.  Waring,  M.D.,  F.R.C.P.  Lond.  Third  Edition, 
fcap  Svo,  12s.  6d.  [Wi] 

THE  ELEMENTS  OF  THERAPEUTICS. 

A  Clinical  Guide  to  the  Action  of  Drugs,  by  C.  BiNZ,  M.D.,  Professor 
of  Pharmacology  in  the  University  of  Bonn.  Translated  and  Edited 
with  Additions,  in  Conformity  with  the  British  and  American  Phar- 
macopoeias, by  Edward  I.  Sparks,  F.R.C.P.,  M.A.,  M.B.  Oxon., 
formerly  Radcliflfe  Travelling  Fellow.     Crown  Svo,  Ss.  6d.  [1877] 

THE  STUDENT'S  GUIDE  TO  MATERIA  MEDICA, 

by  John  C.  Thorowgood,  M.D.,  F.R.C.P.  Lond.,  Physician  to  the 
City  of  London  Hospital  for  Diseases  of  the  Chest.  Fcap  Svo,  with 
Engravings,  6s.  6d.  [1874] 

THE  NATIONAL  DISPENSATORY  : 

containing  the  Natural  History,  Chemistry,  Pharmacy,  Actions  and 
Uses  of  Medicines,  including  those  recognised  in  the  Pharmacopceias 
of  the  United  States  and  Great  Britain,  by  Alfred  Stille,  M.D., 
LL.D.,  and  John  M.  Maisch,  Ph.D.,  with  201  Engravings,  1628  pp., 
Svo.,  34».  a879] 

DENTAL  MATERIA  MEDICA  AND  THERAPEUTICS, 

Elements  of,  by  James  Stocken,  L.D.S.R.C.S.,  Lecturer  on  Dental 
Materia  Medica  and  Therapeutics  to  the  National  Dental  Hospital. 
Second  Edition,  Fcap  Svo,  6s.  6d.  [W8l 
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THE  DISEASES  OF  CHILDREN : 

A  Practical  Manual,  with,  a  Formulary,  by  Edward  Ellis,  M.D., 

late  Senior  Physician  to  the  Victoria  Hospital  for  Children.  Third 

Edition,  crown  8vo,  7s.  6d.  [1878] 

THE  WASTING  DISEASES  OF  CHILDREN, 

by  Eustace  Smith,  M.D.,  F.R.C.P.  Lond.,  Physician  to  the  King  of 
the  Belgians,  Physician  to  the  East  London  Hospital  for  Children. 
Third  Edition,  post  8vo,  8s.  6d.  [1878] 

BY   THE   SAME   ATITHOE, 

CLINICAL  STUDIES  OF  DISEASE  IN  CHILDREN. 

Post  8vo,  7s.  6d.  [1876] 

INFANT  FEEDING  AND  ITS  INFLUENCE  ON  LIFE ; 

or,  the  Causes  and  Prevention  of  Infant  Mortality,  by  Charles  H.  F. 
ROUTH,  M.D.,  Senior  Physician  to  the  Samaritan  Hospital  for  Women 
and  Children.     Third  Edition,  fcap  8vo,  7s.  6d.  [1876] 

COMPENDIUM  OF  CHILDREN'S  DISEASES : 

A  Handbook  for  Practitioners  and  Students,  by  Johann  Steiner, 
M.D.,  Professor  in  the  University  of  Prague.  Translated  from  the 
Second  German  Edition  by  Lawson  Tait,  F.R.CS.,  Surgeon  to  the 
Birmingham  Hospital  for  Women.     Svo,  12s.  6d.  [1S74] 

THE  DISEASES  OF  CHILDREN: 

Essays  by  William  Henry  Day,  M.D.,  Physician  to  the  Samaritan 
Hospital  for  Diseases  of  Women  and  Children.  SecondEdition, fcap  Svo. 
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PUERPERAL  DISEASES: 

Clinical  Lectures  by  Fordyce  Barker,  M.D.,  Obstetric  Physician 
to  Bellevue  Hospital,  New  York.     Svo,  15s.  [1874] 

THE  STUDENT'S  GUIDE  TO  THE  PRACTICE  OF  MIDWIFERY, 
by  D.  Lloyd  Roberts,  M.D.,  F.R.C.P.,  Physician  to  St.  Mary's  Hos- 
pital, Manchester.     Second  Edition,  fcap.  Svo,  with  96  Engravings,  7s. 

[1879] 

OBSTETRIC  MEDICINE  AND  SURGERY, 

Their  Principles  and  Practice,  by  F.  H.  Ramsbotham,  M.D.,  F.R.C.P. 
Fifth  Edition,  Svo,  with  120  Plates,  22s.  [1867] 

OBSTETRIC  SURGERY: 

A  Complete  Handbook,  giving  Short  Rules  of  Practice  in  every  Emer- 
gency, from  the  Simplest  to  the  most  Formidable  Operations  connected 
with  the  Science  of  Obstetricy,  by  Charles  Clat,  Ext.L.R.C.P.  Lond., 
L.R.C.S.E.,  late  Senior  Surgeon  and  Lecturer  on  Midwifery,  St. 
Mary's  Hospital,  Manchester.      Fcap  Svo,  with  91  Engravings,  6s.  6d. 

[1874] 

SCHROEDER'S  MANUAL  OF  MIDWIFERY, 

including  the  Pathology  of  Pregnancy  and  the  Puerperal  State. 
Translated  by  Charles  H.  Carter,  B.A.,  M.D.  Svo,  with  Engrav- 
ings, 12s.  6d.  [187$1 
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OBSTETRIC  OPERATIONS, 

including  the  Treatment  of  Htemorrliage,  and  forming  a  Guide  to  tlie 
Management  of  Difficult  Labour;  Lectures  by  Robert  Baknes,  M.D., 
E.R.C.P.,  Obstetric  Physician  to  St.  George's  Hospital.  Third  Edition, 
8vo,  with  124  Engravings,  18s.  ti875] 

BY   THE   SAME   AtTTHOE, 

MEDICAL  AND  SURGICAL  DISEASES  OF  WOMEN : 

a  Clinical  History.     Second  Edition,  Bvo,  with  181  Engravings,  28s. 

[1878] 

LECTURES  ON  THE  DISEASES  OF  WOMEN, 

by  Charles  West,  M.D.,  F.R.C.P.  Fourth  Edition,  Revised  and  in 
part  Re-written  by  the  Author,  with  numerous  Additions  by  J.  Mat- 
thews Duncan,  M.D.,  Obstetric  Physician  to  St.  Bartholomew's 
Hospital.     8vo,  16s.  [1879] 

THE  PRINCIPLES  AND  PRACTICE  OF  GTNiBCOLOGY, 

by  Thomas  Addis  Emmet,  M.D.,  Surgeon  to  the  Woman's  Hospital 
of  the  State  of  New  York.     With  130  Engravings,  royal  8vo,  248.    [1879] 

THE  STUDENT'S  GUIDE  TO  THE  DISEASES  OF  WOMEN, 

by  Alfred  L.  Galabin,  M.D.,  F.R.C.P.,  Assistant  Obstetric 
Physician  to  Guy's  Hospital.     With  63  Engravings,  fcap.  8vo,  7s.  6d. 

[1879] 

OBSTETRIC  APHORISMS: 

for  the  Use  of  Students  commencing  Midwifery  Practice,  by  J.  G. 
Swatne,  M.D.,  Consulting  Physician-Accoucheur  to  the  Bristol 
General  Hospital.     Sixth  Edition,  fcap.  8vo,  with  Engravings,  3s.  6d. 
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A  HANDBOOK  OF  UTERINE  THERAPEUTICS, 

and  of  Diseases  of  Women,  by  E.  J.  Tilt,  M.D.,  M.R.C.P.  Fourth 
Edition,  post  8vo,  lOs.'  [1878] 
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THE  CHANGE  OF  LIFE 

in  Health  and  Disease  :  a  Practical  Treatise  on  the  Nei'vous  and  other 
Affections  incidental  to  Women  at  the  Decline  of  Life.  Third  Edition, 
8vo,  10s.  6d.  [1870] 

DISEASES  OF  THE  OVARIES : 

their  Diagnosis  and  Treatment,  by  T.  Spencer  Wells,  F.R.C.S., 
Surgeon  to  the  Queen's  Household  and  to  the  Samaritan  Hospital. 
8vo,  with  about  150  Engravings,  21s.  [1872] 

PRACTICAL  GYNECOLOGY: 

A  Handbook  of  the  Diseases  of  Women,  by  Hetwood  Smith,  M.D, 
Oxon.,  Physician  to  the  Hospital  for  Women  and  to  the  British  Lying- 
in  Hospital.     With  Engravings,  crown  8vo,  5s.  6d.  [1877] 

RUPTURE  OF  THE  FEMALE  PERINEUM, 

Its  treatment,  immediate  and  remote,  by  George  G.  Bantock.M.D., 
Surgeon  (for  In-patients)  to  the  Samaritan  Free  Hospital  for  Women 
and  Children.     With  2  plates,  8vo,  3s.  6d.  [1878 
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PAPERS  ON  THE  FEMALE  PERINEUM,  &c., 

by  James  Matthews  Dunoan,  M.D.,  Obstetric  Physician  to  St.  Bar- 
tbolomew's  Hospital.     8vo,  63.  C1878] 

INFLUENCE  OF  POSTURE  ON  WOMEN 

In  Gynecic  and  Obstetric  Practice,  by  J.  H.  Aveling,  M.D.,  Physi- 
cian to  the  Chelsea  Hosj)ital  for  Women,  Vice-President  of  the 
Obstetrical  Society  of  London.     8vo,  6s.  [1878] 

A  MANUAL  FOR  HOSPITAL  NURSES 

and  others  engaged  in  Attending  on  the  Sick  by  Edward  J.  DoM- 
viLLE,  L.R.C.P.,  M.R.C.S.,  Surgeon  to  the  Exeter  Lying-in  Charity. 
Third  Edition,  crown  8vo,  2s.  6d.  [1878 

THE  NURSE'S  COMPANION: 

A  Manual  of  General  and  Monthly  Nursing,  by  Charles  J.  Culling- 
WORTH,  Surgeon  to  St.  Mary's  Hospital,  Manchester.  Fcap.  8vo, 
2s.  6d.  [1876 

LECTURES  ON  NURSING, 

by  William  Robert  Smith,  M.B.,  Honorary  Medical  Officei-, 
Hospital  for  Sick  Children,  Sheffield.  Second  Edition,  with  26  En- 
gravings.    Post  8vo,  6s.  [1878] 

HANDBOOK  FOR  NURSES  FOR  THE  SICK, 

by  Zepherina  P.  Yeitch.     Second  Edition,  crown  8vo,  3s.  6d.     [1876] 

A  COMPENDIUM  OF  DOMESTIC  MEDICINE 

and  Companion  to  the  Medicine  Chest ;  intended  as  a  Source  of  Easy 
Reference  for  Clergymen,  and  for  Families  residing  at  a  Distance 
from  Professional  Assistance,  by  John  Savory,  M.SA.  Ninth 
Edition,  12mo,  5s.  [1878] 

HOSPITAL  MORTALITY 

being  a  Statistical  Investigation  of  the  Returns  of  the  Hospitals  of 
Great  Britain  and  Ireland  for  fifteen  years,  by  Lawson  Tait,  F.R.C.S., 
F.S.S.     8vo,  8s.  6d.  [1877] 

THE  COTTAGE  HOSPITAL: 

Its  Origin,  Progress,  Management,  and  Work,  by  Henry  C.  Btjrdett, 
the  Seaman's  Hospital,  Greenwich.  With  Engravings,  crown  8vo, 
7s.  6d.  [1877] 

WINTER  COUGH  : 

(Catarrh,  Bronchitis,  Emphysema,  Asthma),  Lectures  by  Horace 
DoBELLjM.D., Consulting  Physician  to  the  Royal  Hosj)ital  for  Diseases 
of  the  Chest.     Third  Edition,  with  Coloured  Plates,  Svo,  10s.  6d.    [1875] 

BY   THE    SAME   AITTHOE, 

LOSS  OF  WEIGHT,  BLOOD-SPITTING,  AND  LUNG  DISEASE. 

With  Chromo- lithograph,  Svo,  10s.  6d.  [1S78] 

INJURIES  AND  DISEASES  OF  THE  LYMPHATIC  SYSTEM, 

by  S.  Messenger  Bradley,  F.R.C.S.,  Lecturer  on  Practical  Surgery 
in  Owen's  College,  Manchester.     8vo.,  5s.  [1879] 
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CONSUMPTION : 

Its  Nature,  Symptoms,  Causes,  Prevention,  Curability,  and  Treatment. 
By  Peter  Gowan,  M.D.,  B.  Sc,  late  Physician  and  Surgeon  in 
Ordinary  to  the  King  of  Siam.     Crown  8vo.  5s.  l^siS] 

NOTES  ON  ASTHMA ; 

its  Forms  and  Treatment,  by  John  C.  Thorowgood,  M.D.  Lond., 
F.R.C.P.,  Physician  to  the  Hospital  for  Diseases  of  the  Chest,  Victoria 
Park.    Third  Edition,  crown  8vo,  4s.  6d.  fi878] 

ASTHMA 

Its  Pathology  and  Treatment,  by  J.  B.  Berkart,  M.D.„  Assistant 
Physician  to  the  City  of  London  Hospital  for  Diseases  of  the  Chest. 
8vo,  7s.  6d.  [1878] 

PROGNOSIS  IN  CASES  OF  VALVULAR  DISEASE  OF  THE 
Heart,  by  Thomas  B.  Peacock,  M.D.,  F.R.C.P.,  Honorary  Consult- 
ing Physician  to  St.  Thomas's  Hospital.     Svo,  3s.  6d.  [1877] 

DISEASES  OF  THE  HEART : 

Their  Pathology,  Diagnosis,  Prognosis,  and  Treatment  (a  Manual), 
by  Robert  H.  Semple,  M.D.,  F.R.C.P.,  Physician  to  the  Hospital  for 
Diseases  of  the  Throat.     Svo,  8s.  6d.  [1875] 

CHRONIC  DISEASE  OF  THE  HEART : 

Its  Bearings  upon  Pregnancy,  Parturition  and  Childbed.     By  Angus 

Macdonald,  M.D.,  F.R.S.E.,  Physician  to,  and  Clinical  Lecturer  on 

the  Diseases  of  Women  at,  the  Edinburgh  Royal  Infirmary.     "With 

■  Engravings,  Svo,  8s.  6d.  [1878] 

PHTHISIS : 

In  a  series  of  Clinical  Studies,  by  Austin  Flint,  M.D.,  Professor  of 
the  Principles  and  Practice  of  Medicine  and  of  Clinical  Medicine  in 
the  Bellevue  Hospital  Medical  College.    Svo,  16s.  [1875] 

BY   THE    SAME   ATJTHOE, 

A  MANUAL  OF  PERCUSSION  AND  AUSCULTATION, 

of  the  Physical  Diagnosis  of  Diseases  of  the  Lungs  and  Heart,  and  of 
Thoracic  Aneurism.     Post  Svo,  6s.  6d.  [1876] 

DIPHTHERIA : 

its  Nature  and  Treatment,  Varieties,  and  Local  Expressions,  by 
MoRELL  Mackenzie,  M.D.,  Physician  to  the  Hospital  for  Diseases  of 
the  Throat.     Crown  Svo,  5s.  [1878] 

DISEASES  OF  THE  HEART  AND  AORTA, 

By  Thomas  Hayden,  F.K.Q.C.P.  Irel.,  Physician  to  the  Mater 
Misericordiae  Hospital,  DubUn.     With  80  Engravings.     Svo,  25s.    [1875] 

DISEASES  OF  THE  HEART 

and  of  the  Lungs  in  Connexion  therewith — Notes  and  Observations 
by  Thomas  Shapter,  M.D.,  F.R.C.P.  Lond.,  Senior  Physician  to  the 
Devon  and  Exeter  Hospital.    Svo,  7s.  6d.  [187*] 
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DISEASES  OF  THE  HEART  AND  AORTA : 

Clinical  Lectures  by  George  W.  Balfour,  M.D.,  F.R.C.P.,  Pliysician 
to,  and  Lecturer  on  Clinical  Medicine  in,  the  Royal  Infirmary,  Edin- 
burgh.    8vo,  with  Engravings,  12s.  6d.  [1876] 

PHYSICAL  DIAGNOSIS  OF  DISEASES  OF  THE  HEART. 

Lectures  by  Arthur  E.  Sansom,  M.D.,  F.R.C.P.,  Assistant  Physician 
to  the  London  Hospital.  Second  Edition,  with  Engravings,  fcap.  8to, 
4s.  6d.  tW8] 

TRACHEOTOMY, 

especially  in  Relation  to  Diseases  of  the  Larynx  and  Trachea,  by 
PuGiN  Thornton,  M.R.C.S.,  late  Surgeon  to  the  Hospital  for  Diseases 
of  the  Throat.    With  Photographic  Plates  and  Woodcuts,  8vo,  5s.  63. 

[1876] 

SORE  THROAT: 

Its  Nature,  Varieties,  and  Treatment,  including  the  Connexion 
between  Affections  of  the  Throat  and  other  Diseases.  By  Prosser 
James,  M.D.,  Lecturer  on  Materia  Medica  and  Therapeutics  at  the 
London  Hospital,  Physician  to  the  Hospital  for  Diseases  of  the  Throat. 
Third  Edition,  with  Coloured  Plates,  5s.  6d.  [1878] 

LECTURES  ON  SYPHILIS  OF  THE  LARYNX 

(Lesions  of  the  Secondary  and  Intermediate  Stages),  by  W.  Macneill 
Whistler,  M.D.,  Physician  to  the  Hospital  for  Diseases  of  the  Throat 
and  Chest.     Post  Svo,  4s.  C1879] 

WINTER  AND  SPRING 

on  the  Shores  of  the  Mediterranean.  By  Henry  Bennet,  M.D. 
Fifth  Edition,  post  Svo,  with  numerous  Plates,  Maps,  and  Engravings, 
12s.  6d.  [1874] 

BY   THE    SAME   AUTHOR, 

TREATMENT  OF  PULMONARY  CONSUMPTION 

by  Hygiene,  Climate,  and  Medicine.    Third  Edition,  Svo,  7s.  6d.      [1878] 

PRINCIPAL  HEALTH  RESORTS 

of  Europe  and  Africa,  and  their  Use  in  the  Treatment  of  Chronic 
Diseases.  A  Handbook  by  Thomas  More  Madden,  M.D.,  M.R.I.A., 
Vice-President  of  the  Dublin  Obstetrical  Society.     Svo,  10s.  [1876] 

THE  BATH  THERMAL  WATERS: 

Historical,  Social,  and  Medical,  by  John  Kent  Spender,  M.D., 
Surgeon  to  the  Mineral  Water  Hospital,  Bath.  With  an  Appendix 
on  the  Climate  of  Bath  by  the  Rev.  L.  Blomefield,  M.A.,  F.L.S., 
F.G.S.     Svo,  7s.  6d.  [1877] 

THE  BATH  WATERS: 

Their  Uses  and  Effects  in  the  Cure  and  Relief  of  various  Chronic 
Diseases.  By  James  Tunstall,  M.D.  Fifth  Edition,  revised,  and 
in  part  re-written,  by  Richard  Carter,  M.D.,  Surgeon  to  the  Bath 
Mineral  Hospital.     Post  Svo,  2s.  6d.  [1879] 

ENDEMIC  DISEASES  OF  TROPICAL  CLIMATES, 

with  their  Treatment,  by  John  Sullivan,  M.D.,  M.R.C.P.  Post  Svo, 
6s.  [1877] 
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DISEASES  OF  TROPICAL  CLIMATES 

and  tlieir  Treatment :  witli  Hints  for  tlie  Preservation  of  Health  in  tlie 
Tropics,  by  James  A.  Hoeton,  M.D.,  Surgeon-Major,  Army  Medical 
Department.     Second  Edition,  post  8vo,  12s.  6d.  [1879] 

HEALTH  IN  INDIA  FOR  BRITISH  WOMEN 

and  on  the  Prevention  of  Disease  in  Tropical  Climates  by  Edward  J. 
Tilt,   M.D.     Fourtli  Edition,  crown  8vo,  5s.  [1875] 

BAZAAR  MEDICINES  OF  INDIA 

and  Common  Medical  Plants  :  Remarks  on  their  Uses,  with  Full  Index 
of  Diseases,  indicating  their  Treatment  by  these  and  other  Agents  pro- 
curable throughout  India,  &c.,  by  Edward  J.  Waring,  M.D,,  F.R.C.P. 
Third  Edition.     Fcap  8vo,  5s.  [1875] 

SOME  AFFECTIONS  OF  THE  LIVER 

and  Intestinal  Canal ;  with  Remarks  on  Ague  and  its  Sequelae,  Scurvy, 
Purpura,  &c.,  by  Stephen  H.  Ward,  M.D.  Lond.,  F.R.C.P.,  Physician 
to  the  Seamen's  Hospital,  Greenwich.     8vo,  7s.  [1872] 

DISEASES  OF  THE  STOMACH : 

The  Varieties  of  Dyspepsia,  their  Diagnosis  and  Treatment.  By 
S.  O.  Habershon,  M.D.,  F.R.C.P.,  Senior  Physician  to  Guy's  Hos» 
pital.     Third  Edition,  crown  8vo,  5s.  [1879] 

BY   THE   SAME   AtTTHOE, 

PATHOLOGY  OF  THE  PNEUMOGASTRIC  NERVE, 

being  the  Lumleian  Lectures  for  1876.     Post  Svo,  3s.  6d.  [1877] 

ALSO, 

DISEASES  OF  THE  ABDOMEN, 

comprising  those  of  the  Stomach  and  other  parts  of  the  Alimentary 
Canal,  (Esophagus,  CaBCum,  Intestines,  and  Peritoneum.  Third 
Edition,  with  5  Plates,  8vo,  21s.  [1878] 

LECTURES  ON  DISEASES  OF  THE  NERVOUS  SYSTEM, 

by  Samuel  Wilks,  M.D.,  F.R.S.,  Physician  to,  and  Lecturer  on 
Medicine  at,  Guy's  Hospital.     8vo,  15s.  [1878] 

NERVOUS  DISEASES: 

their  Description  and  Treatment,  by  Allen  McLane  Hamilton,  M.D., 
Physician  at  the  Epileptic  and  Paralytic  Hospital,  Blackwell's  Island, 
New  York  City.     Roy.  8vo,  with  53  Illustrations,  14s.  [1878] 

NUTRITION  IN  HEALTH  AND  DISEASE : 

A  Contribution  to  Hygiene  and  to  Clinical  Medicine.  By  Henry 
Bennet,  M.D.  Third  (Library)  Edition.  8vo,  7s.  Cheap  Edition, 
Fcap.  Svo,  2s.  6d.  [1877] 

HEADACHES : 

their  Causes,  Nature,  and  Treatment.  By  William  H.  Day,  M.D., 
Physician  to  the  Samaritan  Free  Hospital  for  Women  and  Children. 
Second  Edition,  crown  Svo,  with  Engravings.     6s.  6d.  [1878] 
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FOOD  AND  DIETETICS, 

Physiologically  and  Therapeutically  Considered.  By  Fkederick  W. 
PAvr,  M.D.,  F.R.S.,  Physician  to  Guy's  Hospital.  Second  Edition, 
8vo,  15s.  [1875] 

BY   THE    SAME    AtTTHOE. 

CERTAIN  POINTS  CONNECTED  WITH  DIABETES 

(Ci'oonian  Lectures).     8vo,  4s.  6d.  [l«78] 

IMPERFECT  DIGESTION : 

its  Causes  and  Treatment  by  Arthur  Beared,  M.D.,  F.R.C.P., 
Senior  Physician  to  the  Great  Northern  Hospital.  Sixth  Edition, 
fcap  8vo,  4s.  6d.  CiSToj 

MEGRIM,  SICK-HEADACHE, 

and  some  Allied  Disorders  :  a  Contribution  to  the  Pathology  of  Nerve- 
Storms,  by  Edward  Liveing,  M.D.  Cantab.,  F.R.C.P.,  Hon.  Fellow 
of  King's  College,  London.     Svo,  with  Coloured  Plate,  15s.  [1873] 

THE  SYMPATHETIC  SYSTEM  OF  NERVES: 

their  Physiology  and  Pathology,  by  A.  Eulenburg,  Professor  of 
Medicine,  University  of  Greifswald,  and  Dr.  P.  Guttmann,  Privat 
Docent  in  Medicine,  University  of  Berlin.  Translated  by  A.  Napier, 
M.D.,  F.F.P.S     Svo,  5s.  [1879] 

RHEUIVIATIO  GOUT, 

or  Chronic  Rheumatic  Arthritis  of  all  the  Joints ;  a  Treatise  by 
Robert  Adams,  M.D.,  M.R.I.A.,  late  Surgeon  to  H.M.  the  Queen  in 
Ireland,  and  Regius  Professor  of  Surgery  in  the  University  of  Dublin. 
Second  Edition,  Svo,  with  Atlas  of  Plates,  21s.  [1872] 

GOUT,  RHEUMATISM, 

and  the  Allied  Affections;  with  a  chapter  on  Longevity  and  the- 
Causes  Antagonistic  to  it,  by  Peter  Hood,  M.D.  Second  Edition, 
crown  Svo,  10s.  6d.  [1879] 

RHEUMATISM : 

Notes  by  Julius  Pollock,  M.D.,  F.R.C.P.,  Senior  Physician  to,  and 
Lecturer  on  Medicine  at.  Charing  Cross  Hospital.  Second  Edition, 
with  Engravings,  fcap.  Svo,  3s.  6d.  [1879] 

CERTAIN"  FORMS  OF  CANCER, 

with  a  New  and  svTccessful  Mode  of  Treating  it,  to  which  is  prefixed  a 
Practical  and  Systematic  Description  of  all  the  varieties  of  this  Disease, 
by  Alex.  Marsdek,  M.D.,  F.R.C.S.E.,  Consulting  Surgeon  to  the 
Royal  Free  Hospital,  and  Senior  Surgeon  to  the  Cancer  Hospital. 
Second  Edition,  with  Coloured  Plates,  Svo,  8s.  6d.  [1873] 

ATLAS  OF  SKIN  DISEASES : 

a  series  of  Illustrations,  with  Descriptive  Text  and  Notes  upon  Treat- 
ment. By  Tilbury  Fox,  M.D.,  F.R.C.P.,  Physician  to  the  Department 
for  Skin  Diseases  in  University  College  Hospital.  With  72  Coloured 
Plates,  royal  4to,  half  morocco,  £6  6s,  [18771 
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LECTTJKES  ON  DERMATOLOGY : 

delivered  at  tlie  Royal  College  of  Surgeons,  by  Erasmus  Wilson, 
F.R.C.S.,  F.R.S.,  1870,  6s. ;  1871-3, 10s.  6d.,  1874-5,  10s.  6d. ;  1876-8, 
10s.  6d. 

ECZEMA : 

by  McCall  Anderson,  M.D.,  Professor  of  Clinical  Medicine  in  tbe  Uni- 
versity of  Glasgow.   Third  Edition,  8vo,  with  Engravings,  7s.  6d.      1^874] 

PSORIASIS  OR  LEPRA, 

by  George  Gaskoin,  M.R.C.S.,  Surgeon  to  the  British  Hospital  for 
Diseases  of  the  Skin.     8vo,  5s.  [1S75] 

CERTAIN  ENDEMIC  SKIN  AND  OTHER  DISEASES 

of  India  and  Hot  Climates  generally,  by  TiLBUEy  Fox,  M.D.,  F.R.C.P., 
and  T.  Farqtjhar,  M.D.  (Published  under  the  sanction  of  the  Secre- 
tary of  State  for  India  in  Council).     8vo,  10s.  6d. 

ON  CERTAIN  RARE  DISEASES  OF  THE  SKIN : 

Being  vol.  1  of  Lectures  on  Clinical  Surgery.  By  Jonathan 
Hutchinson,  F.R.C.S.,  Senior  Surgeon  to  the  London  Hospital,  and 
to  the  Hospital  for  Diseases  of  the  Skin.     8vo,  10s.  6d.  [1879] 

PARASITES : 

a  Treatise  on  the  Entozoa  of  Man  and  Animals,  including  some  account 
of  the  Ectozoa.  By  T.  Spencer  Cobbold,  M.D.,  F.R.S.,  Professor 
of  Botany  and  Helminthology,  Royal  Veterinary  College.  With  85 
Engravings.     8vo,  15s.  [1879] 

MEDICAL  JURISPRUDENCE, 

Its  Principles  and  Practice,  by  Alfred  S.  Taylor,  M.D.,  F.R.C.P., 
F.R.S.     Second  Edition,  2  vols.,  8vo,  with  189  Engravings,  £1  lis.  6d. 

[1873] 
BY  THE   SAME  ATJTHOE, 

A  MANUAL  OF  MEDICAL  JURISPRUDENCE. 

Tenth  Edition.     Crown  8vo,  with  55  Engravings,  14s.  [^^79] 

also, 
POISONS, 

in  Relation  to  Medical  Jurisprudence  and  Medicine.  Third  Edition, 
croAvn  8vo,  with  104  Engravings,  16s.  D-Sl^} 

MEDICAL  JURISPRUDENCE  : 

Lectures  by  Francis  Ogston,  M.D.,  Professor  of  Medical  Juris- 
prudence and  Medical  Logic  in  the  University  of  Aberdeen.  Edited 
by  Francis  Ogston,  Jun.,  M.D.,  Assistant  to  the  Professor  of 
Medical  Jurisprudence  and  Lecturer  on  Practical  Toxicology  in  the 
University  of  Aberdeen.     8vo,  with  12  Copper  Plates,  18s.  [1878] 

IDIOCY  AND  IMBECILITY, 

by  William  W.  Ireland,  M.D.,  Medical  Superintendent  of  the 
Scottish  National  Institution  for  the  Education  of  Imbecile  Children 
at  Larbert,  Stirlingshire.    With  Engravings,  8vo,  14s.  [1877] 


PUBLISHED    BY   J.    AND    A.    CHUKCHILL  21 


A  MANUAL  OF  PSTCHOLOGICAL  MEDICINE : 

containing  tlie  Lunacy  Laws,  Nosology,  Etiology,  Statistics,  Descrip- 
tion, Diagnosis,  Pathology,  and  Treatment  of  Insanity,  with  an 
Appendix  of  Cases.  By  John  C.  Bucknill,  M.D.,  F.R.S.,  and  D. 
Hack  Tuke,  M.D.,  F.R.C.P.  Fourth  Edition,  with  12  Plates  (30 
Figures)  and  Engravings.     8vo,  25s.  [1879] 

A  HANDT-BOOK  OF  FORENSIC  MEDICINE  AND  TOXICOLOGY, 
by  W.  Bathurst  Woodman,  M.D.,  F.R.C.P.,  Assistant  Physician 
and  Co-Lecturer  on  Physiology  and  Histology  at  the  London  Hospital ; 
and  C.  Meymott  Tidy,  M.D.,  F.C.S.,  Professor  of  Chemistry  and  of 
Medical  Jurisprudence  and  Public  Health  at  the  London  Hospital. 
With  8  Lithographic  Plates  and  11 G  Engravings,  Svo,  31s.  6d.       [1877] 

MEDICAL  OPHTHALMOSCOPY : 

A  Manual  and  Atlas,  by  William  R.  Gowers,  M.D.,  F.R.C.P., 
Assistant  Professor  of  Medicine  in  University  College,  and  Assistant 
Physician  to  the  Hospital.  With  16  Coloured  Autotype  and  Litho- 
graphic Plates,  and  Woodcuts,  comprising  112  Original  Illustrations 
of  the  Changes  in  the  Eye  in  Diseases  of  the  Brain,  Kidneys,  &c. 

Svo,  18s.  [1879] 

THE  MEDICAL  ADVISER  IN  LIFE  ASSURANCE, 

by  Edward  Henry  Sieveking,  M.D.,  F.R.C.P.,  Physician  to  St. 
Mary's  and  the  Lock  Hospitals;  Physician-Extraordinary  to  the 
Queen;  Physician-in-Ordinary  to  the  Prince  of  Wales,  &c.  Crown 
Svo,  6s.  [1874] 

MADNESS : 

in  its  Medical,  Legal,  and  Social  Aspects,  Lectures  by  Edgar 
Sheppard,  M.D.,  M.R.C.P.,  Professor  of  Psychological  Medicine  in 
King's  College;  one  of  the  Medical  Superintendents  of  the  Colney 
Hatch  Lunatic  Asylum.     Svo,  6s.  6d.  [1873] 

A  MANUAL  OF  PRACTICAL  HYGIENE, 

by  E.  A.  Parkes,  M.D.,  F.R.S.  Fifth  Edition,  by  F,  De  Chaumont, 
M.D.,  F.R.S. ,  Professor  of  Military  Hygiene  in  the  Army  Medical 
School.     Svo,  with  9  Plates  and  112  Engravings,  18s.  [1878] 

SANITARY  EXAMINATIONS 

of  Water,  Air,  and  Food.  A  Yade  Mecum  for  the  Medical  Officer  of 
Health,  by  Cornelius  B.  Fox,  M.D.  With  94  Engravings,  crown 
Svo,  12s.  6d.  [1878] 

DANGERS  TO  HEALTH: 

A  Pictorial  Guide  to  Domestic  Sanitary  Defects,  by  T.  Pridgin 
Teale,  M.A.,  Surgeon  to  the  Leeds  General  Infirmary.  With  55 
Lithographs,  Svo,  10s.  [1878] 

MICROSCOPICAL  EXAIVONATION  OF  DRINKING  WATER : 

A  Guide,  by  John  D.  Macdonald,  M.D.,  F.R.S.,  Assistant  Pro- 
fessor of  Naval  Hygiene,  Army  Medical  School.     Svo,  with  24  Plates, 

7s.  6d.  [1875] 
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A  HANDBOOK  OF  HYGIENE  AND  SANITARY  SCIENCE, 

by  Geokge  Wilson,  M.A.,  M.D.,  Medical  Officer  of  Healtli  for  Mid- 
Warwick  sliire.     Third  Edition,  post  8vo,  with  Engravings,  10s.  6d> 

[1877] 

HANDBOOK  OF  MEDICAL  AND  SURGICAL  ELECTRICITY, 

by  Hekbekt  Tibbits,  M.D.,  F.R.C.P.E.,  Senior  Physician  to  the 
West  London  Hospital  for  Paralysis  and  Epilepsy.  Second  Edition, 
8vo,  with  95  Engravings,  9s.  1^877] 

BY   THK    SAME   AUTHOE. 

A  MAP  OF  ZIEMSSEN'S  MOTOR  POINTS  OF  THE  HUMAN  BODY : 
a  Guide  to  Localised  Electrisation.  Mounted  on  Rollers,  35  X  21, 
With  20  Illustrations,  5s.  1^^877] 

CLINICAL  USES  OF  ELECTRICITY ; 

Lectures  delivered  at  University  College  Hospital  by  J.  Russell 
Reynolds,  M.D.  Lond.,  F.R.C.P.,  F.R.S.,  Professor  of  Medicine 
in  University  College.     Second  Edition,  post  8vo,  3s.  6d.  1^1873] 

MEDICO-ELECTRIC  APPARATUS : 

A  Practical  Description  of  every  Form  in  Modern  Use,  with  Plain 
Directions  for  Mounting,  Charging,  and  Working,  by  Salt  &  Son, 
Birmingham.  Second  Edition,  revised  and  enlarged,  with  33  Engrav- 
ings, Svo,  2s.  6d.  [1877] 

A  DICTIONARY  OF  MEDICAL  SCIENCE ; 

containing  a  concise  explanation  of  the  various  subjects  and  terms  of 
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